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CHAPTER ONE 


Introduction to Radio 


The fieid of radio is a division of the much 
larger field of electronics. Radio itself is such 
a broad study that it is still further broken 
down into a number of smaller fields of which 
only shortwave or high-frequency radio is cov- 
ered in this book. Specifically the field of com- 
munication on frequencies from 1.8 to 450 
megacycles is taken as the subject matter for 
this work. 

The largest group of persons interested in 
the subject of high-frequency communication is 
the more than 100,000 radio amateurs located 
in nearly all countries of the world. Strictly 
speaking, a radio amateur is anyone interested 
in radio non-commercially, but the term is 
ordinarily applied only to those hobbyists pos- 
sessing transmitting equipment and a license 
from the government. 

It was for the radio amateur, and particu- 
larly for the serious and more advanced ama- 
teur, that most of the equipment described in 
this book was developed. However, in each 
equipment group simple items also are shown 
for the student or beginner. The design prin- 
ciples behind the equipment for high-fre- 
quency radio communication are of course the 
same whether the equipment is to be used for 
commercial, military, or amateur purposes, the 
principal differences lying in construction 
practices, and in the tolerances and safety fac- 
tors placed upon components. 

With the increasing complexity of high- 
frequency communication, resulting primarily 
from increased utilization of the available spec- 
trum, it becomes necessary to delve more 
deeply into the basic principles underlying 
radio communication, both from the stand- 


point of equipment design and operation and 
from the standpoint of signal propagation. 
Hence, it will be found that this edition of the 
RADIO HANDBOOK has been devoted in great- 
er proportion to the teaching of the prin- 
ciples of equipment design and signal propa- 
gation. It is in response to requests from 
schools and agencies of the Department of 
Defense, in addition to persistent requests 
from the amateur radio fraternity, that cover- 
age of these principles has been expanded. 


Amateur 


Radio 


Amateur radio is a fascinating 
hobby with many phases. So 
strong is the fascination offered 
by this hobby that many executives, engineers, 
and military and commercial operators enjoy 
amateur radio as an avocation even though 
they are also engaged in the radio field com- 
mercially. It captures and holds the interest 
of many people in all walks of life, and in all 
countries of the world where amateur activi- 
ties are permitted by law. 

Amateurs have rendered much public ser- 
vice through furnishing communications to 
and from the outside world in cases where 
disaster has isolated an area by severing all 
wire communications. Amateurs have a proud 
record of heroism and service in such occasion. 
Many expeditions to remote places have been 
kept in touch with home by communication 
with amateur stations on the high frequencies. 
The amateur’s fine record of performance with 
the “wireless” equipment of World War I has 
been surpassed by his outstanding service in 
World War I. 

By the time peace came in the Pacific in the 
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summer of 1945, many thousand former ama- 
teur operators were serving in the allied armed 
forces. They had supplied the army, navy, 
marines, coast guard, merchant marine, civil 
service, war plants, and civilian defense organi- 
zations with ¢rained personnel for radio, radar, 
wire, and visual communications and for 
teaching. Even now, at the time of this writ- 
ing, amateurs are being called back into the 
expanded defense forces, are returning to de- 
fense plants where their skills are critically 
needed, and are being organized into com- 
munication units as an adjunct to civil defense 
groups. 


Station and 
Operator Licenses 


Every radio transmitting 
station in the United 
State no matter how low 
its power must have a license from the federal 
government before being operated; some 
classes of stations must have a permit from the 
government before even being constructed. 
And every operator of a transmitting station 
must have an operator’s license before operat- 
ing a transmitter. There are no exceptions. 
Similar laws apply in practically every major 
country. 


Classes of Amateur 
Operator Licenses 


There are at present s7x 
classes of amateur oper- 
ator licenses which have 
been authorized by the Federal Communica- 
tions Commission. These classes differ in many 
respects, so each will be discussed briefly. 

(a) Amateur Extra Class. This class of li- 
cense will become available on January 1, 
1952, to any U. S. citizen who at any time has 
held for a period of two years or more a valid 
amateur license, issued by the FCC, excluding 
licenses of the Novice and Technician Classes. 
The examination for the license includes a code 
test at 20 words per minute, the usual tests 
covering basic amateur practice and general 
amateur regulations, and an additional test on 
advanced amateur practice. All amateur privi- 
leges are accorded the holders of this operator’s 
license. 

(b) Advanced Class. This class of license 
is equivalent to the old Amateur Class A li- 
cense, and accords to the holders all amateur 
privileges except those to be reserved to hold- 
ers of the Amateur Extra Class license. New 
Advanced Class licenses will not be issued 
after December 31, 1952, although existing 
licenses may be renewed as long as the holder 


to whom the license was issued meets the fe- 
newal requirements current at the time of ap- 
plication for renewal. The Advanced Class li- 
cense is available to any U. S. citizen who at 
any time has held for a period of one year or 
more a valid amateur license issued by the 
FCC, excluding licenses of the Novice and 
Technician Classes. The examination for the 
license includes a code test at 13 words per 
minute, the usual tests covering basic amateur 
practice and general amateur regulations, plus 
an additional test on advanced amateur radio- 
telephony. 

(c) General Class. This class of amateur 
license is equivalent to the old Amateur Class 
B license, and accords to the holders all ama- 
teur privileges except those reserved for hold- 
ers of the Advanced Class license, and those 
which may be set aside for holders of the 
Amateur Extra Class license. This class of 
amateur operator’s license is available to any 
U. S. citizen. The examination for the license 
includes a code test at 13 words per minute, 
and the usual examinations covering basic ama- 
teur practice and general amateur regulations. 

(d) Conditional Class. This class of ama- 
teur license and the privileges accorded by it 
are equivalent to the General Class license. 
However, the license can be issued only to 
those whose residence is more than 125 miles 
airline from the nearest location at which FCC 
examinations are held at intervals of not more 
than three months for the General Class ama- 
teur operator license, or to those who for any 
of several specified reasons are unable to ap- 
pear for examination. 

(e) Technician Class. This is a new class 
of license which is available to any citizen of 
the United States. The examination is the same 
as that for the General Class license, except 
that the code test is at a speed of 5 words per 
minute. The holder of a Technician class li- 
cense is accorded all authorized amateur privi- 
leges in the amateur frequency bands above 
220 megacycles. 

(f) Novice Class. This is a new class of 
license which is available to any U. S. citizen 
who has not previously held an amateur license 
of any class issued by any agency of the U. S. 
government, military or civilian. The examina- 
tion consists of a code test at a speed of 5 words 
per minute, plus an examination on the rules 
and regulations essential to beginner’s opera- 
tion, including sufficient elementary radio the- 
ory for the understanding of those rules. The 
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THE AMATEUR BANDS 


(1) 1800 to 2000 ke. 


Portions of this band 25 kc. in width (1800-1825 and 1875-1900 or 1900-1925 and 1975- 
2000) have been assigned on a regional basis with day and night power limitations and sub- 


ject to no interference to the use of Loran. 


as follows: 


AREA 


Mississippi River to East Coast U.S. (except 
Florida and states bordering the Gulf of Mexico) 


Mississippi River to West Coast U.S. (except 


states bordering Gulf of Mexico) 


Florida and states bordering 
Gulf of Mexico 


Puerto Rico and 
Virgin Islands 


Hawaiian Islands 


The assignments, for Al and A3 only, are 


POWER IN WATTS 


BAND, KC. DAY NIGHT 
1800-1825 

1875-1900 500 200 
1900-1925 

1975-2000 *500 *200 
1800-1825 no 
1875-1900 200 operation 
1900-1925 

1975-2000 500 50 
1900-1925 

1975-2000 500 200 


*Except in State of Washington where the daytime power is limited to 200 watts and the 


nighttime power is limited to 50 watts. 
(2) 3500 to 4000 ke. Al, entire band. 


A3 telephony, Extra Class or Advanced Class licensees only, 3800 to 4000 ke. 
A3 narrow-band FM telephony, Extra Class or Advanced Class licensees only, 3800 to 3850 ke. 


(3) 7000 to 7300 ke. Al, entire band. 
(4) 14000 to 14400 kc. Al, entire band. 


A3 telephony, Extra Class or Advanced Class licensees only, 14,200 to 14,300 ke. 
A3 narrow-band FM telephony, Extra Class or Advanced Class licensees only, 14,200 to 14,250 


ke. 
(5) 21.0 to 21.45 Mc. Proposed only. 


(6) 26.96 to 27.23 Mc. AO, Al, A2, A3, A4, and FM. 


(7) 28.0 to 29.7 Mc. Al, entire band. 


A3 telephony and narrow-band FM telephony, 28,500 to 29,700 ke. 


FM, 29.0 to 29.7 Me. 


(8) 50.0 to 54.0 Mc. Al, A2, A3, A4, and narrow-band FM telephony. 


FM, 52.5 to 54.0 Me. 


(9) 144 to 148 Mc. AO, Al, A2, A3, A4, and FM. 
(10) 220 to 225 Mc. AO, Al, A2, A3, A4, and FM. 


(11) 235 to 240 Me. AO, Al, A2, A3, A4, and FM, as an alternate band to the 220 to 225 Me. 
bond in those areas where use of 220 to 225 Me. is not permitted by FCC order. 

(12) 420 to 450 Me. AO, Al, A2, A3, A4, A5, and FM. Peak antenna power is limited to 50 watts. 

(13) 1215 to 1300 Me. AO, Al, A2, A3, A4, A5, and FM. 

(14) 2300 to 2450 Mc., 3300 to 3500 Mec., 5650 to 5925 Mc., 10,000 to 10,500 Me., 21,000 to 
22,000 Me., and any frequency or frequencies above 30,000 Mc. may be used for AQ, Al, 


A2, A3, A4, A5, FM, and pulse emission. 


Bands 1 to 7 are termed high frequency; bands 8, 9, and 10, very high frequency; bands to 3000 
Me., ultra high frequency; above 3000 Me., super high frequency. 

AO means unmodulated carrier, Al means c-w telegraphy, A2 is modulated ¢.w., A3 is radio- 
telephony with amplitude modulation, A4 is facsimile, A5 is television, FM is frequency modula- 


tion either for telegraphy or telephony. 


Novice Class of license affords severely re- 
stricted privileges, is valid only for a period 
of one year (as contrasted to all other classes 
of amateur licenses which run for a term of 
five years), and is not renewable. 

The holder of the Novice Class of license is 
restricted to a power input to the output stage 
of not more than 75 watts, must use a crystal 
for frequency control, and may use only the 
following sub-bands and types of emission: 

(1) 3700 to 3750 kc—c-w_ telegraphy 

(Al emission). 


(2) 26.96 to 27.23 Mc.—c-w telegraphy 
(Al emission). 

(3) 145 to 147 Mc.—telegraphy or tele- 
phony using any type of emission 
authorized for use by amateurs in this 
frequency band. 


Starting 
Your Study 


When you start to prepare 
yourself for the amateur or 
other examination you will find 
that the circuit diagrams, tube characteristic 
curves, and formulas appear confusing and 
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A ea» N em@e 

B emeee O a a= ce» 
C e@peape P cam ape 
D apee Q Ge» cep 
E e@ R eape 

F eceape S eee 

G epape T a» 

HH ee00e U eccp 

I ee V ececap 

J cep @> ap W ecm cp 

K epee ap X eapec ap 
_ eapee Y ape a= & 
MM e@ ep Z ep apee 
PERIOD (.) OC GD 6 GD © ED 
COMMA (,) Ge GD 6 6 Ge Gm 


INTERROGATION (7) ee a@amee 
QUOTATION MARK (“) 
COLON (:) 
SEMICOLON (;) 


PARENTHESIS (©) 


QooarvAyA9UVsfWN— 


WAIT SIGN (AS) 

DOUBLE DASH (BREAK) 

ERROR (ERASE SIGN) 
FRACTION BAR (/) 

END OF MESSAGE (AR) 

END OF TRANSMISSION (SK) 
INTERNAT. DISTRESS SIG. (SOS) 


© > C2 GS GD 

© 6 GS G® GD 

ee00 GD GD 

©0600 GD 

@8800 

GD 6080 

GD GD © 0 @ 

aD GD GD © 0 

GG 42> 4G GB 6 

6H GD GED GED GD 

@ MEANS ZERO, AND IS WRITTEN IN THIS 
WAY TO DISTINGUISH IT FROM THE LETTER *O”. 


IT OFTEN 1S TRANSMITTED INSTEAD AS ONE 
LONG DASH (EQUIVALENT TO 5 DOTS) 


Figure 1. 
The Continental (or International Morse) Code is used for substantially all non-automatic radio 


communication. 


DO NOT memorize from the printed page; code is a language of SOUND, and 


must not be learned visually; learn by listening as explained in the text. 


difficult of understanding. But after a few 
study sessions one becomes sufficiently familiar 
with the notation of the diagrams and the 
basic concepts of theory and operation so that 
the acquisition of further knowledge becomes 
easier and even fascinating. 

As it takes a considerable time to become 
proficient in sending and receving code, it is 
a good idea to intersperse technical study ses- 
sions with periods of code practice. Many 
short code practice sessions benefit one more 
than a small number of longer sessions. Alter- 
nating between one study and the other keeps 
the student from getting “stale” since each 
type of study serves as a sort of respite from 
the other. 

When you have practiced the code long 
enough you will be able to follow the gist of 
the slower sending stations. Many stations 
send very slowly when working other stations 
at great distances. Stations repeat their calls 
many times when calling other stations before 
contact is established, and one need not have 
achieved much code proficiency to make out 
their calls and thus determine their location. 


The Code The applicant for any class of 
amateur operator license must be 
able to send and receive the Continental Code 
(sometimes called the International Morse 
Code). The speed required for the sending 
and receiving test may be either 5, 13, or 20 
words per minute, depending upon the class of 
license, assuming an average of five characters 
to the word in each case. The sending and re- 
ceiving tests run for five minutes, and one 
minute of errorless transmission or reception 
must be accomplished within the five-minute 
interval. 

If the code test is failed, the applicant must 
wait at least one month before he may again 
appear for another test. Approximately 30% 
of amateur applicants fail to pass the test. It 
should be expected that nervousness and ex- 
citement will at least to some degree tempo- 
rarily lower the applicant’s code ability. The 
best prevention against this is to master the 
code at a little greater than the required speed 
under ordinary conditions. Then if you slow 
down a little due to nervousness during a test 
the result will not prove “fatal.” 
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Figure 2. 
These code characters are used in languages 
other than English. They may occasionally be 
encountered so it is well to know them. 


Memorizing There is no shortcut to code pro- 
the Code ficiency. To memorize the al- 

phabet entails but a few eve- 
nings of diligent application, but considerable 
time is required to build up speed. The exact 
time required depends upon the individual’s 
ability and the regularity of practice. 

While the speed of learning will naturally 
vary greatly with different individuals, about 
70 hours of practice (no practice period to 
be over 30 minutes) will usually suffice to 
bring a speed of about 13 w.p.m.; 16 w.p.m. 
requires about 120 hours; 20 w.p.m., 175 hours. 

Since code reading requires that individual 
letters be recognized instantly, any memoriz- 
ing scheme which depends upon orderly se- 
quence, such as learning all “dah” letters and 
all “dit” letters in separate groups, is to be 
discouraged. Before beginning with a code 
practice set it is necessary to memorize the 
whole alphabet perfectly. A good plan is to 
study only two or three letters a day and to 
drill with those letters until they become 
part of your consciousness. Mentally trans- 
late each day’s letters into their sound equiva- 
lent wherever they are seen, on signs, in papers, 
indoors and outdoors. Tackle two additional 
letters in the code chart each day, at the same 
time reviewing the characters already learned. 

Avoid memorizing by routine. Be able to 
sound out any letter immediately without so 
much as hesitating to think about the letters 
preceding or following the one in question. 
Know C, for example, apart from the sequence 
ABC. Skip about among all the characters 
learned, and before very long sufficient letters 
will have been acquired to enable you to 
spell out simple words to yourself in “dst 
dahs.” This is interesting exercise, and for 


that reason it is good to memorize all the 
vowels first and the most common consonants 
next. 

Actual code practice should start only when 
the entire alphabet, the numerals, period, 
comma, and question mark have been memo- 
rize so thoroughly that any one can be sound- 
ed without the slightest hesitation. Do not 
bother with other punctuation or miscella- 
neous signals until later. 


Sound Each letter and figure must be 
Not Sight memorized by its sound rather 

than its appearance. Code is a 
system of sound communication, the same as 
is the spoken word. The letter A, for example, 
is one short and one long sound in combina- 
tion sounding like dit dah, and it must be 
remembered as such, and not as “dot dash.” 
Practice Time, patience, and regularity are 
required to learn the code properly. 
Do not expect to accomplish it within a few 
days. 

Don't practice too long at one stretch; it 
does more harm than good. Thirty minutes at 
a time should be the limit. 

Lack of regularity in practice is the most 
common cause of lack of progress. Irregular 
practice is very little better than no practice 
at all. Write down what you have heard; then 
forget it; do not look back. If your mind 
dwells even for an instant on a signal about 
which you have doubt, you will miss the next 
few characters while your attention is diverted. 

While various automatic code machines, 
phonograph records, etc., will give you practice, 
by far the best practice is to obtain a study 
companion who is also interested in learning 
the code. When you have both memorized 
the alphabet you can start sending to each 
other. Practice with a key and oscillator or 
key and buzzer generally proves superior to 
to all automatic equipment. Two such sets 
operated between two rooms are fine—or be- 
tween your house and his will be just that 
much better. Avoid talking to your partner 
while practicing. If you must ask him a ques- 
tion, do it in code. It makes more interesting 
practice than confining yourself to random 
practice material. 

When two co-learners have memorized the 
code and are ready to start sending to each 
other for practice, it is a good idea to enlist 
the aid of an experienced operator for the 
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first practice session or two so that they will 
get an idea of how properly formed charac- 
ters sound. 

During the first practice period the speed 
should be such that substantially solid copy 
can be made without strain. Never mind if 
this is only two or three words per minute. 
In the next period the speed should be in- 
creased slightly to a point where nearly all 
of the characters can be caught only through 
conscious effort. When the student becomes 
proficient at this new speed, another slight 
increase may be made, progressing in this 
manner until a speed of about 16 words per 
minute is attained if the object is to pass the 
amateur 13-word per minute code test. The 
margin of 3 w.p.m. is recommended to over- 
come a possible excitement factor at examin- 
ation time. Then when you take the test you 
don't have to worry about the “jitters” or 
ani” Of uaaye. 

Speed should not be increased to a new 
level until the student finally makes solid 
copy with ease for at least a_ five-minute 
period at the old level. How frequently in- 
creases of speed can be made depends upon 
individual ability and the amount of prac- 
tice. Each increase is apt to prove disconcert- 
ing, but remember “you are never learning 
when you are comfortable.” 

A number of amateurs are sending code 
practice on the air on schedule once or twice 
each week; excellent practice can be obtained 
after you have bought or constructed your 
receiver by taking advantage of these sessions. 

If you live in a medium-size or large city, 
the chances are that there is an amateur radio 
club in your vicinity which offers free code 
practice lessons periodically. 


Practice At the start use plain English, 
Meterial sending from a book, newspaper, 

or anything handy. Also practice 
disconnected words from a newspaper or 
magazine, and groups of mixed letters and 
numerals. 

More detailed instructions on code learning 
and practice may be obtained from several 
textbooks which are written to cover this 
subject exhaustively.* 

*THE RADIO AMATEUR NEWCOMER gives. further 
information on code learning and in addition gives a 
complete list of study questions for the radio amateur 
operator license examinations with reference data. A 
number of transmitters and receivers suitable for the 
beginner in amateur radio are described in detail. The 


price is $1.00 from our book department (add tax in 
Calif.). 


Skill When you listen to someone speaking 

you do not consciously think how his 
words are spelled. This is also true when you 
read. In code you must train your ears to 
read code just as your eyés were trained in 
school to read printed matter. With enough 
practice you acquire skill, and from. skill, 
speed. In other words, it becomes a habit, 
something which can be done without con- 
scious effort. Conscious effort is fatal to speed; 
we can't think rapidly enough; a speed of 
25 words a minute, which is a common one 
in commercial operations, means 125 charac- 
ters per minute or more than two per second, 
which leaves no time for conscious thinking. 


Perfect Formation 
of Characters 


When transmitting on the 
code practice set to your 
partner, concentrate on 
the guality of your sending, vot on your 
speed. Your partner will appreciate it and 
he could not copy you if you speeded up 
anyhow. 

If you want to get a reputation as having 
an excellent “fist” on the air, just remember 
that speed alone won't do the trick. Proper 
execution of your letters and spacing will make 
much more of an impression. Fortunately, as 
you get so that you can send evenly and 
accurately, your sending speed will automatic- 
ally increase. Remember to try to see how 
evenly you can send, and how fast you can 
receive. Concentrate on making signals proper- 
ly with your key. Perfect formation of charac- 
ters is paramount to everything else. Make 
every signal right no matter if you have to 
practice it hundreds or thousands of times. 
Never allow yourself to vary the slightest from 
perfect formation once you have learned it. 

If possible, gec a good operator to listen 
to your sending for a short time, asking him 
to criticize even the slightest imperfections. 
Timing It is of the utmost importance to 
maintain uniform spacing in charac- 
ters and combinations of characters. Lack of 
uniformity at this point probably causes be- 
ginners more trouble than any other single 
factor. Every dot, every dash, and every space 
must be correctly timed. In other words, ac- 
curate timing is absolutely essential to intel- 
ligibility, and timing of the spaces between 
the dots and dashes is just as important as 
the lengths of the dots and dashes themselves. 

The characters are timed with the dot as a 
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“yardstick.” A standard dash is three times 
as long as a dot. The spacing between parts 
of the same letter is equal to one dot; the 
space between letters is equal to three dots, 
and that between words equal to five dots. 

The rule for spacing between letters and 
words is not strictly observed when sending 
slower than about 10 words per minute for 
the benefit of someone learning the code and 
desiring receiving practice. When sending at, 
say, 5 w.p.m., the individual letters should be 
made the same as if the sending rate were 
about 10 w.p.m., except that the spacing be- 
tween letters and words is greatly exaggerated. 
The reason for this is obvious. The letter L, 
for instance, will then sound exactly the same 
at 10 w.p.m. as at 5 w.p.m., and when the 
speed is increased above 5 w.p.m. the student 
will not have to become familiar with what 
may seem to him like a new sound, although 
it is in reality only a faster combination of 
dots and dashes. At the greater speed he will 
merely have to learn the identification of the 
same sound without taking as long to do so. 

Be particularly careful of letters like B. 
Many beginners seem to have a tendency to 
leave a longer space after the dash than that 
which they place between succeeding dots, 
thus making it sound like TS. Similarly, make 
sure that you do not leave a longer space after 
the first dot in the letter C than you do be- 
tween other parts of the same letter; otherwise 
it will sound like NN. 


Sending vs. 
Receiving 


Once you have memorized the 
code thoroughly you should con- 
centrate on increasing your re- 
ceiving speed. True, if you have to practice 
with another newcomer who is learning the 
code with you, you will both have to do some 
sending. But don’t attempt to practice sending 
just for the sake of increasing your sending 
speed. 

When transmitting on the code practice 
set to your partner so that he can get receiving 
practice, concentrate on the quality of your 
sending, not on your speed. 

Because it is comparatively easy to learn 
to send rapidly, especially when no particular 
care is given to the quality of sending, many 
operators who have just received their licenses 
get on the air and send mediocre or worse 
code at 20 w.p.m. when they can barely re- 
ceive good code at 13. Most oldtimers re- 
member their own period of initiation and 
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Figure 3. 


Diagram illustrating relative lengths of dashes 
and spaces referred to the duration of a dot. 
A dash is exactly equal in duration to three 
dots; spaces between parts of a letter equal 
one dot; those between letters, three dots; 
space between words, five dots. Note that a 
slight increase between two parts of a letter 
will make it sound like two letters. 


are only too glad to be patient and consider- 
ate if you tell them that you are a newcomer. 
But the surest way to incur their scorn is to 
try to impress them with your “lightening 
speed,” and then to request them to send more 
slowly when they come back at you at the 
same speed. 

Stress your copying ability; never stress your 
sending ability. It should be obvious that if 
you try to send faster than you can receive, 
your ear will not recognize any mistakes which 
your hand may make. 


Using 
the Key 


Figure 4 shows the proper position 
of the hand, fingers and wrist when 
manipulating a telegraph or radio 
key. The forearm should rest naturally on the 
desk. It is preferable that the key be placed 
far enough back from the edge of the table 
(about 18 inches) that the elbow can rest 
on the table. Otherwise, pressure of the table 
edge on the arm will tend to hinder the cir- 
culation of the blood and weaken the ulnar 
nerve at a point where it is close to the surface, 
which in turn will tend to increase fatigue 
considerably. 

The knob of the key is grasped lightly 
with the thumb along the edge; the index 
and third fingers rest on the top towards the 
front or far edge. The hand moves with a 
free up and down motion, the wrist acting as 
a fulcrum. The power must come entirely from 
the arm muscles. The third and index fingers 
will bend slightly during the sending but not 
because of deliberate effort to manipulate the 
finger muscles. Keep your finger muscles just 
tight enough to act as a “cushion” for the 
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Figure 4. 


PROPER POSITION OF THE 
FINGERS FOR OPERATING A 
TELEGRAPH KEY. 


The fingers hold the knob and act as a cush- 

jon. The hand rests lightly on the key. The 

muscles of the forearm provide the power, 

the wrist acting as the fulcrum. The power 

should not come from the fingers, but rather 
from the forearm muscles. 


arm motion and let the slight movement of 
the fingers take care of itself. The key’s spring 
is adjusted to the individual wrist and should 
be neither too stiff nor too loose. Use a 
moderately stiff tension at first and gradually 
lighten it as you become more proficient. The 
separation between the contacts must be the 
proper amount for the desired speed, being 
somewhat under 1/16 inch for slow speeds 
and slightly closer together (about 1/32 inch) 
for faster speeds. Avoid extremes in either 
direction. 

Do not allow the muscles of arm, wrist, or 
fingers to become tense. Send with a full, 
free arm movement. Avoid like the plague 
any finger motion other than the slight cush- 
ioning effect mentioned above. 

Stick to the regular hand key for learning 
code. No other key is satisfactory for this 
purpose. Not until you have thoroughly 
mastered both sending and receiving at the 
maximum speed in which you are interested 
should you tackle any form of automatic or 
semi-automatic key such as the Vibroplex 
(“bug”) or an electronic key. 

Difficulties Should you experience difficulty in 
increasing your code speed after 
you have once memorized the characters, there 
is no reason to become discouraged. It is 


more difficult for some people to learn code 
than for others, but there is no justification 
for the contention sometimes made that “some 
people just can’t learn the code.” It is not 
a matter of intelligence; so don’t feel ashamed 
if you seem to experience a little more than 
the usual difficulty in learning code. Your 
reaction time may be a little slower or your 
coordination not so good. If this is the case, 
remember you can still learn the code. You 
may never learn to send and receive at 40 
w.p.m., but you can learn sufficient speed for 
all non-commercial purposes and even for 
most commercial purposes if you have pa- 
tience, and refuse to be discouraged by the 
fact that others seem to pick it up more 
rapidly. 

When the sending operator is sending just 
a bit too fast for you (the best speed for 
practice), you will occasionally miss a signal 
or a small group of them. When you do, leave 
a blank space; do not spend time futilely 
trying to recall it; dismiss it, and center at- 
tention on the next letter; otherwise you'll 
miss more. Do not ask the sender any questions 
until the transmission is finished. 

To prevent guessing and get equal practice 
on the less common letters, depart occasional- 
ly from plain language material and use a 
jumble of letters in which the usually less 
commonly used letters predominate. 

As mentioned before, many students put 
a greater space after the dash in the letter B 
than between other parts of the same letter. 
so it sounds like TS. C, F, O, V, X, Y and Z 
often give similar trouble. Make a list of words 
or arbitrary combinations in which these letters 


_ predominate and practice them, both sending 


and receiving until they no longer give you 
trouble. Stop everything else and stick at 
them. So long as they give you trouble you are 
not ready for anything else. 

Follow the same procedure with letters. 
which you may tend to confuse such as F and L, 
which are often confused by beginners. Keep 
at it until you always get them right without 
having to stop even an instant to think about 
it. 

If you do not instantly recognize the sound 
of any character, you have not learned it; go 
back and practice your alphabet further. 
You should never have to omit writing down 
every signal you hear except when the trans- 
mission is too fast for you. 

Write down what you hear, not what you 
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Figure 5. 


THE SIMPLEST CODE PRAC- 
TICE SET CONSISTS OF A KEY 
AND A BUZZER. 


The buzzer is adjusted to give a 
steady, high-pitched “whine.” If 1. 
desired, the phones may be omit- 
ted, in which case the buzzer 
should be mounted firmly on a 
sounding board. Crystal, magnetic, 
or dynamic earphones may be used. 
Additional sets of phones should 
be connected in parallel, not in 
series, 


t 
I 
i 
-- 1.5 T0 4.5 VOLTS i 
= OF BATTERY i 
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ae: 


BUZZER 


| INEXPENSIVE 500 
\ OHM POTENTIOMETER 
VOLUME CONTROL 


PHONES, 
1TO0 4 
PAIR 


THESE PARTS REQUIRED 
ONLY IF HEADPHONE 
OPERATION !S DESIRED 


think it should be. It is surprising how often 
the word which you guess will be wrong. 


All good operators copy several 
words behind, that is, while one 
word is being received, they are 
writing down or typing, say, the fourth or 
fifth previous word. At first this is very difh- 
cult, but after sufficient practice it will be 
found actually to be easitr than copying close 
up. It also results in more accurate copy and 
enables the receiving operator to capitalize and 
punctuate copy as he goes along. It is not rec- 
ommended that the beginner attempt to do 
this until he can send and receive accurately 
and with ease at a speed of at least 12 words 
a minute. 

It requires a considerable amount of train- 
ing to dissociate the action of the subconscious 
mind from the direction of the conscious mind. 
It may help some in obtaining this training 
to write down two columns of short words. 
Spell the first word in the first column out 
loud while writing down the first word in the 
second column. At first this will be a bit 
awkward, but you will rapidly gain facility 
with practice. Do the same with all the 
words, and then reverse columns. 


Copying 
Behind 


Next try speaking aloud the words in the 
one column while writing those in the other 
column; then reverse columns. 

After the foregoing can be done easily, try 
sending with your key the words in one col- 
umn while spelling those in the other. It 
won't be easy at first, but it is well worth 
keeping after if you intend to develop any 
real code proficiency. Do not attempt to catch 
up. There is a natural tendency to close up the 
gap, and you must train yourself to overcome 
this. 

Next have your code companion send you 
a word either from a list or from straight 
text; do not write it down yet. Now have 
him send the next word; after receiving this 
second word, write down the first word. After 
receiving the third word, write the second 
word; and so on. Never mind how slowly you 
must go, even if it is only two or three words 
per minute. Stay behind. 

It will probably take quite a number of 
practice sessions before you can do this with 
any facility. After it is relatively easy, then 
try staying two words behind; keep this 
up until itis easy. Then try three words, four 
words, and five words. The more you practice 
keeping received material in mind, the easier 


Figure 6. 


SIMPLE VACUUM-TUBE CODE 
PRACTICE OSCILLATOR. 


Power is furnished by a dry cell 
and a 4!/2-volt “‘C” battery. If the 
0.006-yfd. capacitor is omitted, a 
higher pitched note will result. The 
note may have too low a pitch even 
without the capacitor unless the 
smallest, least expensive audio 
transformer available is used. The 
earphones must be of the magnetic 
or dynamic type since the plate 
current of the oscillator must flow 
through the phones. 


AUDIO 
TRANSFORMER 


REVERSE THESE TWO 
LEADS IF THERE 1S 
NO OSCILLATION 
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it will be to stay behind. It will be found 
easier at first to copy material with which 
one is fairly familiar, then gradually switch 
to less familiar material. 


Automatic Code 
Machines 


The two practice sets which 
are described in this chapter 
are of most value when you 
have someone with whom to practice. Auto- 
matic code machines are not recommended to 
anyone who can possibly obtain a companion 
with whom to practice, someone who is also 
interested in learning the code. If you are 
unable to enlist a code partner and have to 
practice by yourself, the best way to get receiv- 
ing practice is by the use of a tape machine 
(automatic code sending machine) with sev- 
eral practice tapes. Or you can use a set of 
phonograph code practice records. The records 
are of use only if you have a phonograph 
whose turntable speed is readily adjustable. 
The tape matchine can be rented by the 
month for a reasonable fee. 

Once you can copy about 10 w.p.m. you 
can also get receiving practice by listening 
to slow sending stations on your receiver. 
Many amateur stations send slowly particular- 
ly when working far distant stations. When 
receiving conditions are particularly poor many 
commercial stations also send slowly, some- 
times repeating every word. Until yqu can 
copy around 10 w.p.m. your receiver isn’t 
much use, and either another operator or a 
machine or records are necessary for getting 
receiving practice after you have once memo- 
rized the code. 


Code Practice If you don't feel too foolish 
Sets doing it, you can secure a 
measure of code practice with 
the help of a partner by sending “dit-dah” 
messages to each other while riding to work, 
eating lunch, etc. It is better, however, to 
use a buzzer or code practice oscillator in 
conjunction with a regular telegraph key. 

As a good key may be considered an in- 
vestment it is wise to make a well-made key 
your first purchase. Regardless of what type 
code practice set you use, you will need a 
key, and later on you will need one to key 
your transmitter. If you get a good key to 
begin with, you won’t have to buy another one 
later. 


Figure 7. 


THE CIRCUIT OF FIGURE 6 IS 

USED IN THIS BATTERY - OPER- 

ATED CODE PRACTICE OSCIL- 
LATOR. 


A tube and audio transformer essentially com- 

prise the oscillator. Fahnestock clips screwed 

to the base-board are used to make connec- 
tion to the batteries, key, and phones. 


The key should be rugged and have fairly 
heavy contacts. Not only will the key stand 
up better, but such a key will contribute to 
the “heavy” type of sending so desirable for 
radio work. Morse (telegraph) operators use 
a “light” style of sending and can send some- 
what faster when using this light touch. But, 
in radio work static and interference are often 
present, and a slightly heavier dot is de- 
sirable. If you use a husky key, you will find 
yourself automatically sending in this man- 
ner. . 

To generate a tone simulating a code signal 
as heard on a receiver, either a mechanical 
buzzer or an audio oscillator may be used. 
Figure 5 shows a simple code-practice set 
using a buzzer which may be used directly 
simply by mounting the buzzer on a sounding 
board, or the buzzer may be used to feed 
from one to four pairs of conventional high- 
impedance phones. 

An example of the audio-oscillator type of 
code-practice set is illustrated in figures 6 and 
7. Any type of battery-filament tube may be 
used in this circuit to make up a satisfactory 
“howler” for code-practice work. The circuit 
is shown in figure 6. 


CHAPTER TWO 


Direct Current Circuits 


All naturally occurring matter (excluding 
artificially produced radioactive substances) is 
made up of 92 fundamental constituents called 
elements. These elements can exist either in 
the free state such as iron, oxygen, carbon, 
copper, tungsten, and aluminum, or in chemi- 
cal unions commonly called compounds. The 
smallest unit which still retains all the original 
characteristics of an element is the atom. 


Combinations of atoms, or subdivisions of 

compounds, result in another fundamental 
unit, the molecule. The molecule is the small- 
est unit of any compound. All reactive ele- 
ments when in the gaseous state also exist 
in the molecular form, made up of two or 
more atoms. The nonreactive or noble gaseous 
elements helium, neon, argon, krypton, xenon, 
and radon are the only gaseous elements that 
ever exist in a stable monatomic state at 
ordinary temperatures. 
The Atom An atom is an extremely small 
unit of matter — there are liter- 
ally billions of them making up so small a 
piece of material as a speck of dust. But to 
understand the basic theory of electricity and 
hence of radio, we must go further and divide 
the atom into its main components, a positive- 
ly charged nucleus and a cloud of negatively 
charged particles that surround the nucleus. 
These particles, swirling around the nucleus 
in elliptical orbits at an incredible rate of 
speed, are called orbital electrons. 


It is upon the behavior of these electrons, 
when freed from the atom, that depends the 
study of electricity and radio, as well as allied 
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sciences. Actually it is possible to subdivide 
the nucleus of the atom into a dozen or so 
different particles, but this further subdivision 
can be left to quantum mechanics and atomic 
physics. As far as the study of electronics is 
concerned it is only necessary for the reader 
to think of the normal atom as being com- 
posed of a nucleus having a net positive charge 
that is exactly neutralized by the one or more 
orbital electrons surrounding it. 


The atoms of different elements differ in 
respect to the charge on the positive nucleus 
and in the number of electrons revolving 
around this charge. They range all the way 
from hydrogen, having a net charge of one 
on the nucleus and one orbital electron, to 
uranium with a net charge of 92 and 92 
orbital electrons. The number of orbital elec- 
trons is called the atomic number of the 
element. 


From the above it must not be thought that 
the electrons revolve in a haphazard manner 
around the nucleus. Rather, the electrons in 
an element having a large atomic number are 
grouped into “shells” having a definite num- 
ber of electrons. The only atoms in which 
these shells are completely filled are those of 
the inert or noble gases mentioned before; all 
other elements have one or more uncompleted 
shells of electrons. If the uncompleted shell is 
nearly empty, the element is metallic in char- 
acter, being most metallic when there is only 
one electron in the outer shell. If the incom- 
plete shell lacks only one or two electrons, the 
element is usually zon-metallic. Elements with 
a shell about half completed will exhibit both 
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non-metallic and metallic character; carbon, 
silicon, germanium, and arsenic are examples 
of this type of element. 

In metallic elements these outer-shell elec- 
trons are rather loosely held. Consequently, 
there is a continuous helter-skelter movement 
of these electrons and a continual shifting 
from one atom to another. The electrons which 
move about in a substance are called free 
electrons, and it is the ability of these electrons 
to drift from atom to atom which makes 
possible the electric current. 

If the free electrons are numerous and loose- 
ly held, the element is a good conductor. On 
the other hand, if there are few free elec- 
trons, as is the case when the electrons in an 
outer shell are tightly held, the element is a 
poor conductor. If there are virtually no free 
electrons, the element is a good insulator. 


2-1 Fundamental Electrical 
Units and Relationships 


The free electrons in 
a conductor move con- 
stantly about and 
change their position in a haphazard manner. 
To produce a drift of electrons or electric 
current along a wire it is necessary that there 
be a difference in pressure or potential be- 
tween the two ends of the wire. This potential 
difference can be produced by connecting a 
source of electrical potential to the ends of 
the wire. 

As will be explained later, there is an ex- 
cess of electrons at the negative terminal of 
a battery and a deficiency of electrons at the 
positive terminal, due to chemical action. 
When the battery is connected to the wire, the 
deficient atoms at the positive terminal attract 
free electrons from the wire in order to be- 
come neutral. The attracting of electrons con- 
tinues through the wire, and finally the excess 
electrons at the negative terminal of the bat- 
tery are attracted by the positively charged 
atoms at the end of the wire. Other sources 
of electrical potential (in addition to a bat- 
tery) are: an electrical generator (dynamo), 
a thermocouple, an electrostatic generator 
(static machine), a photoelectric cell, and a 
crystal or piezoelectric generator. 

Thus it is seen that a potential difference 
is the result of a difference in the number of 
electrons between the two (or more) points in 


Electromotive Force: 
Potential Difference 


question. The force or pressure due to a 
potential difference is termed the electromotive 
force, usually abbreviated e.m.f. or E.M.F. It is 
expressed in units called volts. 


It should be noted that for there to be a 
potential difference between two bodies or 
points it is not necessary that one have a 
positive charge and the other a _ negative 
charge. If two bodies each have a negative 
charge, but one more negative than the other, 
the one with the lesser negative charge will 
act as though it were positively charged with 
respect to the other body. It is the algebraic 
potential difference that determines the force 
with which electrons are attracted or repulsed, 
the potential of the earth being taken as the 
zero reference point. 


The Electric 
Current 


The flow of electrons along a 
conductor due to the applica- 
tion of an electromotive force 
constitutes an electric current. This drift is in 
addition to the irregular movements of the 
electrons. However, it must not be thought 
that each free electron travels from one end 
of the circuit to the other. On the contrary, 
each free electron travels only.a short distance 
before colliding with an atom; this collision 
generally knocking off one of more electrons 
from the atom, which in turn move a short 
distance and collide with other atoms, knock- 
ing off other electrons. Thus, in the general 
drift of electrons along a wire carrying an 
electric current, each electron travels only a 
short distance and the excess of electrons at 
one end and the deficiency at the other are 
balanced by the source of the em.f. When 
this source is removed the state of normalcy 
returns; there is still the rapid interchange of 
free electrons between atoms, but there is no 
general trend or “net movement” in either 
one direction or the other. 


Ampere and_ There are two units of measure- 
Coulomb ment associated with current, 

and they are often confused. 
The rate of flow of electricity is stated in 
amperes. The unit of quantity is the coulomb. 
A coulomb is equal to 6.28 x 10” electrons, 
and when this quantity of electrons flows by 
a given point in every second, a current of 
one ampere is said to be flowing. An ampere 
is equal to one coulomb per second; a coulomb 
is, conversely, equal to one ampere-second. 
Thus we see that coulomb indicates amount, 
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and ampere indicates rate of flow of electric 
current. 

Many textbooks speak of current flow as 
being from the positive terminal of the e.m-f. 
source through the conductor to the negative 
terminal. Nevertheless, it has long been an 
established fact that the current flow in a 
metallic conductor is the electronic flow from 
the negative terminal of the source of voltage 
through the conductor to the positive terminal. 
This is easily seen from a study of the fore- 
going explanation of the subject. The only ex- 
ceptions to the electronic direction of flow 
occur in gaseous and electrolytic conductors 
where the flow of positive ions toward the 
cathode or negative electrode constitutes a 
positive flow in the opposite direction to the 
electronic flow. (An ion is an atom, molecule, 
or particle which either lacks one or more 
electrons, or else has an excess of one or more 
electrons. ) 


In radio work the terms “electron flow” and 

“current” are becoming accepted as _ being 
synonymous, but the older terminology is still 
accepted in the electrical (industrial) field. 
Because of the confusion this sometimes causes, 
it is often safer to refer to the direction of 
electron flow rather than to the direction of 
the “current.” Since electron flow consists 
actually of a passage of negative charges, 
current flow and algebraic electron flow do 
pass in the same direction. 
Resistance The flow of current in a material 
depends upon 
which electrons can be detached from the 
atoms of the material and upon its molecular 
structure. In other words, the easier it is to 
detach electrons from the atoms the more free 
electrons there will be to contribute to the 
flow of current, and the fewer collisions that 
occur between free electrons and atoms the 
greater will be the total electron flow. 

The opposition to a steady electron flow 
is called the reststance of a material, and is 
one of its physical properties. 

The unit of resistance is the ohm. Every 
substance has a specific resistance, usually ex- 
pressed as ohms per mil-foot, which is deter- 
mined by the material’s molecular structure 
and temperature. A mil-foot is a piece of 
material one circular mil in area and one foot 
long. Another measure of resistivity frequently 
used is expressed in the units microhms per 
centimeter cube. The resistance of a uniform 
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TABLE OF RESISTIVITY 


Resistivity in 

Ohms per Temp. Coeff. of 

Circular resistance per °C 
Material Mil-Foot at 20° C. 
Aluminum 0.0049 
Brass 45 0.003 to 0.007 
Cadmium 46 0.0038 
Chromium 16 0.00 
Copper 10.4 0.0039 
Iron 59 0.006 
Silver 9.8 0.004 
Zine 36 0.0035 
Nichrome 650 0.0002 
Constantan 295 0.00001 
Manganin 290 0.00001 
Monel 255 0.0019 


length of a, given substance is directly pro- 
portional to its length and specific resistance, 
and inversely proportional to its cross-section- 
al area. A wire with a certain resistance for a 
given length will have twice as much resistance 
if the length of the wire is doubled. For a 
given length, doubling the cross-sectional area 
of the wire will halve the resistance, while 
doubling the diameter will reduce the resist- 
ance to one fourth. This is true since the cross- 
sectional area of a wire varies as the square 
of the diameter. The relationship between the 
resistance and the linear dimensions of a con- 
ductor may be expressed by the following 
equation: 


rl 


Rae 


Where 
R = resistance in ohms 
7 resistivity in ohms per mil-foot 
1 = length of conductor in feet 
A = cross-sectional area in circular mils 


The resistance also depends upon tempera- 
ture, increasing with increases in temperature 
for most substances (including most metals), 
due to increased electron acceleration and 
hence a greater number of impacts between 
electrons and atoms. However, in the case of 
some substances such as carbon and glass the 
temperature coefficient is negative, which 
means that the resistance decreases as the 
temperature increases. This is also true of 
electrolytes. The temperature may be raised 
by the external application of heat, or by the 
flow of the current itself. In the latter case, 
the temperature is raised by the heat generated 
when the electrons and atoms collide. 


In the molecular structure of 
many materials such as glass, 
porcelain, and mica all elec- 
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Figure 1. 
SIMPLE SERIES CIRCUITS. 
At (A) the battery is in series with a single 
resistor. At (B) the battery is in series with 
two resistors, the resistors themselves being 
in series. The arrows indicate the direction of 
electron flow. 


trons are tightly held within their orbits and 
there are comparatively few free electrons. 
This type of substance will conduct an electric 
current only with great difficulty and is known 
as an insulator. An insulator is said to have 
a high electrical reststance. 

On the other hand, materials that have a 
large number of free electrons are known as 
conductors. Most metals, those elements which 
have only one or two electrons in their outer 
shell, are good conductors. Silver, copper, and 
aluminum, in that order, are the best of the 
common metals used as conductors and are 
said to have the greatest conductivity, or low- 
est resistance to the flow of an electric current. 


These units are the volt, the 
ampere, and the ohm. They 
were mentioned in the pre- 
ceding paragraphs, but were not completely 
defined in terms of fixed, known quantities. 

The fundamental unit of current, or rate of 
flow of electricity is the ampere. A current 
of one ampere will deposit silver from a 
specified solution of silver nitrate at a rate of 
1.118 milligrams per second. 

The international standard for the ohm is 
the resistance offered by a uniform column of 
mercury at 0° C., 14.4521 grams in mass, of 
constant cross-sectional area and 106.300 centi- 
meters in length. The expression megohm 
(1,000,000 ohms) is also sometimes used 
when speaking of very large values of resist- 
ance. 

A volt is the e.m.f. that will produce a cur- 
rent of one ampere through a resistance of 
one ohm. The standard of electromotive force 
is the Weston cell which at 20° C. has a 
potential of 1.0183 volts across its terminals. 
This cell is used only for reference purposes 


Fundamental 
Electrical Units 


in a bridge circuit, since only an infinitesimal 
amount of current may be drawn from it with- 
out disturbing its characteristics. 

Ohm’s Law’ The relationship between the 
electromotive force (voltage), 
the flow of current (amperes), and the resist- 
ance which impedes the flow of current 
(ohms), is very clearly expressed in a simple 
but highly valuable law known as Ohm’s law. 
This law states that the current in amperes 15 
equal to the voltage in volts divided by the 
resistance in ohms. Expressed as an equation: 


If the voltage (E) and resistance (R) are 
known, the current (I) can be readily found. 
If the voltage and current are known, and the 
resistance is unknown, the resistance (R) is 


equal to = When the voltage is the un- 

known quantity, it can be found by multiply- 

ing I X R. These three equations are all 

secured from the original by simple transposi- 

tion. The expressions are here repeated for 

quick reference: 

sea peace 

R I 

where I is the current in amperes, 
R is the resistance in ohms, 
E is the electromotive force in volts. 


[ = E = IR 


All electrical circuits fall in- 
to one of three classes: series 
circuits, parallel circuits, and 
series-parallel circuits. A series circuit is one 
in which the current flows in a single continu- 
ous path and is of the same value at every 


Applications of 
Ohm’s Law 


Figure 2. 
SIMPLE PARALLEL 
CIRCUIT. 


The two resistors R; and R: are said to be in 
parallel since the flow of current is offered 
two parallel paths. An electron leaving point 
A will pass either through R: or R:, but not 
through both, to reach the positive terminal 
of the battery. If a large number of electrons 
are considered, the greater number will pass 
through whichever of the two resistors has 
the lower resistance. 
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PRESSURE 
POTENTIAL 
E 


RATE OF FLOW 
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QUANTITY, Q 


Figure 3. 
WATER ANALOGY OF CURRENT 
AND POTENTIAL. 


The instrument E indicates the water pres- 
sure, which is equivalent to potential or volt- 
age. The instrument I indicates the rate-of- 
flow, which is equivalent to current. The 
quantity of water which has passed through 
the system is equivalent to the quantity of 
electrons which has passed through a circuit, 
usually expressed in coulombs. 


point in the circuit. In a parallel circuit there 
are two of more current paths between two 
points in the circuit, as shown in figure 2. 
Here the current divides at A, part going 
through R: and part through R:, and com- 
bines at B to return to the battery. Figure 4 
shows a series-parallel circuit. There are two 
paths between points A and B as in the 
parallel circuit, and in addition there are two 
resistances in series in each branch of the 
parallel combination. Two other examples of 
series-parallel arrangements appear in figure 5. 
The way in which the current splits to flow 
through the parallel branches is shown by the 
arrows. 

In every circuit, each of the parts has some 
resistance: the batteries or generator, the con- 
necting conductors, and the apparatus itself. 
Thus, if each part has some resistance, no 
matter how little, and a current is flowing 
through it, there will be a voltage drop across 
it. In other words, there will be a potential 
difference between the two ends of the circuit 
element in question. This drop in voltage is 
equal to the product of the current and the 
resistance, hence it is called the IR drop. 

The source of voltage has an internal re- 
sistance, and when connected into a circuit so 
that current flows, there will be an IR drop in 
the source just as in every other part of the 
circuit. Thus, if the terminal voltage of the 
source could be measured in a way that would 
cause no current to flow, it would be found 
to be more than the voltage measured when 


a current flows by the amount of the IR drop 
in the source. The voltage measured with no 
current flowing is termed the no load voltage; 
that measured with current flowing is the /oad 
voltage. It is apparent that a voltage source 
having a low internal resistance is most de- 
sirable, in order that the internal IR drop will 
be as small as possible, thereby making the 
load voltage more nearly equal to the no load 
voltage. 


Resistances 
in Series 


The current flowing in a series 
circuit is equal to the voltage 
impressed divided by the fotal 
resistance across which the voltage is im- 
pressed. Since the same current flows through 
every part of the circuit, it is merely necessary 
to add all the individual resistances to obtain 
the total resistance. Expressed as a formula: 


Reotais= Rai Raitt Ret oe te Ra 


Of course, if the resistances happened to be 
all of the same value, the total resistance would 
be the resistance of one multiplied by the 
number in the circuit. 


Resistances 
in Parallel 


Consider two resistors, one of 
100 ohms and one of 10 ohms, 
connected in parallel as in figure 
2, with a voltage of 10 volts applied across 
the combination. The same voltage is across 
each resistor, so the current through each can 
be easily calculated. 


E 
| tances 
R 
E = 10 volts 
R = 100 ohms 
I sega 0.1 
Sorry Aas ampere 
E10 evolts 
R= 710.0hms 
10 
Lt Ss SS) 
10 0 ampere 


Until it divides at A, the entire current of 
1.1 amperes is flowing through the conductor 
from the battery, and again from B through 
the conductor to the battery. Since this is more 
current than flows through the smaller resistor 
it is evident that the resistance of the parallel 
combination must be less than 10 ohms, the 
resistance of the smaller resistor. We can find 
this value by applying Ohm’s law. 
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Figure 4. 
SERIES-PARALLEL 
CIRCUIT. 


In this type of circuit the resistors are ar- 
ranged in series groups, and these seriesed 
groups are then placed in parallel. 


E 
R= 
I 
E = 10 volts 
I = 1.1 amperes 
10 
R = — = 9.09 ohms 
1.1 


The resistance of the parallel combination is 
9.09 ohms. 

Mathematically, we can derive a simple 
formula for finding the effective resistance of 
two resistors connected in parallel. 

This formula is: 


Ri X R: 
oe AUS 
Ri + R: 


where R is the unknown resistance, 
R: is the resistance of the first resistor, 
R: is the resistance of the second re- 
sistor. 


If the effective value required is known, 
and it is desired to connect one unknown re- 
sistor in parallel with one of known value, 
the following transposition of the above for- 


Figure 5. 
OTHER COMMON SERIES-PARALLEL 
CIRCUITS. 


mula will simplify the problem of obtaining 
the unknown value: 
Ra Xe 
R: = —————_ 
Rie aes 
where R 1s the effective value required, 
R: is the known resistor, 
R: is the value of the unknown resist- 
ance necessary to give R when 


in parallel with Rs. 


The resultant value of placing a number of 
unlike resistors in parallel is equal to the re- 
ciprocal of the sum of the reciprocals of the 
various resistors. This can be expressed as: 


1 
Rt 
1 1 1 1 
—+—+—+....— 
Ra vy Ra. ERs Rn 


The effective value of placing any number 
of unlike resistors in parallel can be deter- 
mined from the above formula. However, it 
is commonly used only when there are three 
or more resistors under consideration, since 
the simplified formula given before is more 
convenient when only two resistors are being 
used. 

When two or more resistors of the same 
value are placed in parallel, the effective re- 
sistance of the paralleled resistors is equal to 
the value of one of the resistors divided by 
the number of resistors in parallel. 

The effective value of resistance of two or 
more resistors connected in parallel is always 
less than the value of the lowest resistance in 
the combination. It is well to bear this simple 
rule in mind, as it will assist greatly in ap- 
proximating the value of paralleled resistors. 


To find the total resistance of 
several resistors connected in 
series-parallel, it is usually 
easiest to apply either the formula for series 
resistors or the parallel resistor formula first, 
in order to reduce the original arrangement to 
a simpler one. For instance, in figure 4 the 
series resistors should be added in each branch, 
then there will be but two resistors in parallel 
to be calculated. Similarly in figure 6, although 
here there will be three parallel resistors after 
adding the series resistors in each branch. In 
figure 5 the paralleled resistors should be re- 
duced to the equivalent series value, and then 
the series resistance values can be added. 


Resistors in | 


Series-Parallel 
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Figure 6. 
ANOTHER TYPE OF 
SERIES-PARALLEL CIRCUIT. 


Resistances in series-parallel can be solved 
by combining the series and parallel formulas 
into one similar to the following (refer to 
figure 6): 


Rec 
1 1 1 


2 
Ri + R: Rs + Rg Rs + Rs +R; 


Voltage Dividers A voltage divider is ex- 
actly what its name im- 
plies: a resistor or a series of resistors con- 
nected across a source of voltage from which 
various lesser values of voltage may be ob- 
tained by connection to various points along 


the resistor. 


A voltage divider serves a most useful 
purpose in a radio receiver, transmitter or 
amplifier, because it offers a simple means of 
obtaining plate, screen, and bias voltages of 
different values from a common power supply 
source. It may also be used to obtain very low 
voltages of the order of .01 to .001 volt with 
a high degree of accuracy, even though a 
means of measuring such voltages is lacking. 
The procedure for making these measurements 
can best be given in the following example. 


Assume that an accurately calibrated volt- 
meter reading from 0 to 150 volts is available, 
and that the source of voltage is exactly 100 
volts. This 100 volts is then impressed through 
a resistance of exactly 1,000 ohms. It will, 
then, be found that the voltage along various 
points on the resistor, with respect to the 
grounded end, is exactly proportional to the 
resistance at that point. From Ohm’s law, 
the current would be 0.1 ampere; this current 
remains unchanged since the original value 
of resistance (1,000 ohms) and the voltage 
source (100 volts) are unchanged. Thus, at 
a 500-ohm point on the resistor (half its en- 
tire resistance), the voltage will likewise be 
halved or reduced to 50 volts. 


EXTERNAL 
LOAD 


Figure 7. 
SIMPLE VOLTAGE DIVIDER 
CIRCUIT. 


The arrows indicate the manner in which the 
current flow divides between the _ voltage 
divider itself and the external foad circuit. 


The equation (E — I X R) gives the 
proof: E = 500 X 0.1 = 50. At the point of 
250 ohms on the resistor, the voltage will be 
one-fourth the total value, or 25 volts (E = 
250 X 0.1 = 25). Continuing with this 
process, a point can be found where the resist- 
ance measures exactly 1 ohm and where the 
voltage equals 0.1 volt. It is, therefore, obvious 
that if the original source of voltage and the 
resistance can be measured, it is a simple 
matter to predetermine the voltage at any 
point along the resistor, provided that the cur- 
rent remains constant, and provided that no 
current is taken from the tap-on point unless 
this current is taken into consideration. 


Proper design of a voltage 
divider for any type of 
radio equipment is a rela- 
tively simple matter. The first consideration is 
the amount of “bleeder current” to be drawn. 
In addition, it is also necessary that the desired 
voltage and the exact current at each tap on 
the voltage divider be known. 

Figure 7 illustrates the flow of current in a 
simple voltage divider and load circuit. The 
light arrows indicate the flow of bleeder cur- 
rent, while the heavy arrows indicate the flow 
of the load current. The design of a combined 
bleeder resistor and voltage divider, such as is 
commonly used in radio equipment, is illus- 
trated in the following example. 

A power supply delivers 300 volts and is 
conservatively rated to supply all needed cur- 
rent for the receiver and still allow a bleeder 
current of 10 milliamperes. The following 
voltages are wanted: 75 volts at 2 milli- 
amperes for the detector tube, 100 volts at 5 
milliamperes for the screens of the tubes, and 
250 volts at 20 milliamperes for the plates of 


Figuring 
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50 VOLTS DROP 


ar -._—_ 
t 1o+2+5+20MA. { \ 


10+2+5 MA. 
150 VOLTS DROP 


300 VOLTS 


10+ 2 MA. 
25 VOLTS DROP 


BLEEDER CURRENT, 10 MA. 
75 VOLTS DROP 


LOAD = 


—=———— POWER SUPPLY a oa 


Figure 8. 
MORE COMPLEX VOLTAGE DIVIDER. 
The method for computing the values of the 
resisters is discussed in the accompanying text. 


the tubes. The required voltage drop across Ri 
is 753 volts, across R: 25 volts, across Rs 150 
volts, and across R; it is 50 volts. These values 
are shown in the diagram of figure 8. The 
respective current values are also indicated. 
Apply Ohm’s law: 


E ho 

Ri = — = —— = 7,500 ohms. 
I O01 
E 25 

R: = — = —— = 2,083 ohms. 
I 012 
E 150 

Rs = — = — = 8,823 ohms. 
I .017 
E 50 

Raia — = —— — 1,351 ohms. 
I 037 


Rise ==] 7500+ 2083+ 6,823 + 
1,351 = 19,757 ohms. 


A 20,000-ohm resistor with three sliding taps 
will be of the approximately correct size, and 
would ordinarily be used because of the diff- 
culty in securing four separate resistors of the 
exact odd values indicated, and because no 
adjustment would be possible to compensate 
for any slight error in estimating the probable 
currents through the various taps. 

When the sliders on the resistor once are 
set to the proper point, as in the above ex- 
ample, the voltages will remain constant at 
the values shown as long as the current re- 
mains a constant value. 


SHI 


20 VOLTS 


Figure 9. 
ILLUSTRATING KIRCHHOFF’S 
FIRST LAW. 

The current flowing toward point “A” is 


equal to the current flowing away from 
point “A”. 


One of the serious disad- 
vantages of the voltage di- 
vider becomes evident 
when the current drawn from one of the taps 
changes. It is obvious that the voltage drops 
are interdependent and, in turn, the individual 
drops are in proportion to the current which 
flows through the respective sections of the 
divider resistor. The only remedy lies in pro- 
viding a heavy steady bleeder current in order 
to make the individual currents so small a part 
of the total current that any change in current 
will result in only a slight change in voltage. 
This can seldom be realized in practice be- 
cause of the excessive values of bleeder current 
which would be required. 


Disadvantages of 
Voltage Dividers 


Kirchhoff’'s Laws Ohm’s law is all that is 
necessary to calculate the 
values in simple circuits, such as the preceding 
examples; but in more complex problems, in- 
volving several loops or more than one volt- 
age in the same closed circuit, the use of 
Kirchhoff’s laws will greatly simplify the eal- 
culations. These laws are merely rules for 
applying Ohm’s law. 
Kirchhoff’s first law is concerned with net 
current to a point in a circuit and states that: 


At any point in a circuit the current 

flowing toward the point is equal to 

the current flowing away from the 
point. 


Stated in another way: if currents flowing to 
the point are considered positive, and those 
flowing from the point are considered nega- 
tive, the sum of all currents flowing toward 
and away from the point — taking signs into 
account —is equal to zero. Such a sum is 
known as an algebraic sum; so the law can be 
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stated in another way, as: The algebraic sum 
of all currents entering and leaving a point is 
zero. 

Figure 9 illustrates this first law. Since the 
effective resistance of the network of resistors 
is 5 ohms, it can be seen that 4 amperes flow 
toward point A, and 2 amperes flow away 
through the two 5-ohm resistors in series, 
while the remaining 2 amperes flow away 
through the 10-ohm resistor. Thus, there are 
4 amperes flowing to point A and 4 amperes 
flowing away from the point. If R is the 
effective resistance of the network (5 ohms), 
R: = 10 ohms, R: = 5 ohms, Rs: = 5 ohms, 
and E = 20 volts, we can set up the following 
equation: 


E E E 

ee 6dr = «sC*70 

R Ry Rey 

20 20 20 

coe ee 18) 

5 10 Saat +5 
Dia 2 2-8) 


Kirchhoff’s second law is concerned with net 
voltage drop around a closed loop in a circuit 
and states that: 


In any closed path or loop in a circuit 
the sum of the IR drops must equal 
the sum of the applied e.m.f.’s. 


The second law also may conveniently be 
stated in terms of an algebraic sum as: The 
algebraic sum of all voltage drops around a 
closed path or loop in a circuit is zero. The 
applied e.m.f.’s (voltages) are considered 
positive, while IR drops taken in the direction 
of current flow (including the internal drop 
of the sources of voltage) are considered 
negative. 

Figure 10 shows an example of the applica- 
tion of Kirchhoff's laws to a comparatively 
simple circuit consisting of three resistors and 
two batteries. First assume an arbitrary direc- 
tion of current flow in each closed loop of the 
circuit. Next draw an arrow to indicate the 
direction of current flow assumed so that you 
will not forget. Then equate the sum of all IR 
drops plus battery drops around each loop to 
zero. You will need one equation for each 
unknown to be determined. Then solve the 
equations for the unknown currents in the 
general manner indicated in figure 10. If the 
answer comes out positive the direction of 


3 OHMS 


= 3 VOLTS == 3 VOLTS 
ee hae 


1, SET VOLTAGE DROPS AROUND EACH LOOP EQUAL TO ZERO. 
11 2 (onms) + 2 (11-12) +3= 0 (First Loop) 
—-6+2 (l2—-I1)+312=0 (second Loor) 

2. SIMPLIFY 


21-2112 le-+3 =0 
411+3 


2l2—211+312—-6=0 
a2 2 iti —61=0 


Siigtus 214 hoe 
aay aia a 
3, EQUATE 
4:03 ie 216 
2 = § 
4. SIMPLIFY 
20174415 = 411+ 12 
LH 2-3 AMPERE 
By RE-SUBSTITUTE 
—12 1 
Soya qe 2] 
Tee oe = <?-- iz AMPERE 
Figure 10. 
ILLUSTRATING KIRCHHOFF’S 
SECOND LAW. 


The voltage drop around any closed loop in a 
network is equal to zero. 


current flow you originally assumed was cor- 
rect. If the answer comes out negative, the 
current flow is in the opposite direction to 
the arrow which was drawn originally. This 1s 
illustrated in the example of figure 10 where 
the direction of flow of I: is opposite to the 
direction assumed in the sketch. 


In order to cause electrons 
to flow through a con- 
ductor, constituting a cur- 
rent flow, it is necessary to apply an electro- 
motive force (voltage) across the circuit. Less 
power is expended in creating a small current 
flow through a given resistance than in creat- 
ing a large one; so it is necessary to have a 
unit of power as a reference. 

The unit of electrical power is the watt, 
which is the rate of energy consumption when 
an emf. of 1 volt forces a current of 1 
ampere through a circuit. The power in a 
resistive circuit is equal to the product of the 
voltage applied across, and the current flowing 
in, a given circuit. Hence: P (watts) = E 
(volts) X I (amperes). 


Power in 
Resistive Circuits 
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Ri a Figure 11. 
~ MATCHING OF 
4 RESISTANCES. 


To deliver the greatest amount of power to 

the load, the load resistance R, should be 

equal to the internal resistance of the bat- 
tery R:. 


Since it is often convenient to express 
power in terms of the resistance of the circuit 
and the current flowing through it, a substi- 
tution of IR for E (E = IR) in the above 
formula gives: P = IR X I or P = YR. In 
terms of voltage and resistance, P — E’/R. 
Here, I = E/R and when this is substituted 
for I the original formula becomes P = E X 
E/R, or P = E’/R. To repeat these three ex- 
pressions: 


PEN P= TR. ands PER, 


where P is the power in watts, 
E is the electromotive force in volts, 
and 
I is the current in amperes. 


To apply the above equations to a typical 
problem: The voltage drop across a cathode 
resistor in a power amplifier stage is 50 volts; 
the plate current flowing through the resistor 
is 150 milliamperes. The number of watts the 
resistor will be required to dissipate is found 
from the formula: P = EI, or 50 X .150 = 
7.5 watts (.150 amperes is equal to 150 milli- 
amperes). From the foregoing it is seen that 
a 7.5-watt resistor will safely carry the re- 
quired current, yet a 10- or 20-watt resistor 
would ordinarily be used to provide a safety 
factor. 


In another problem, the conditions being 
similar to those above, but with the resistance 
and current being the known factors, the solu- 
tion is obtained as follows: P = R = .0225 
X 333.33 = 7.5. If only the voltage and re- 
sistance are known, P= E’/R = 2500/333.33 
= 7.5 watts. It is seen that all three equations 
give the same results; the selection of the par- 
ticular equation depends only upon the known 
factors. 


Power, Energy, It is important to remember 
and Work that power (expressed in 

watts, horsepower, etc.). rep- 
resents the rate of energy consumption or the 


vate of doing work. But when we pay our elec- 
tric bill to the power company we have pur- 
chased a specific amount of energy or work 
expressed in the common units of kzlowatt- 
hours. Thus rate of energy consumption (watts 
or kilowatts) multiplied by time (seconds, 
minutes or hours) gives us total energy or 
work. Other units of energy are the watt- 
second, BTU, calorie, erg, and joule. 


Heating Effect Heat is generated when a 

source of voltage causes a 
current to flow through a resistor (or, for that 
matter, through any conductor). As explained 
earlier, this is due to the fact that heat is given 
off when free electrons collide with the atoms 
of the material. More heat is generated in high 
resistance materials than in those of low resist- 
ance, since the free electrons must strike the 
atoms harder to knock off other electrons. As 
the heating effect is a function of the current 
flowing and the resistance of the circuit, the - 
power expended in heat is given by the second 
formula: P= I’R. 


2-2 Electrostatics — Capacitors 


Electrical energy can be stored in an electro- 
static field. A device capable of storing energy 
in such a field is called capacitor (in earlier 
usage the term condenser was frequently used 
but the IRE standards call for the use of 
capacitor instead of condenser) and is said to 
have a certain capacitance. The energy stored 
in an electrostatic field is expressed in joules 
(watt seconds) and is equal to CE’/2, where 
C is the capacitance in farads (a unit of 


‘capacitance to be discussed) and E is the po- 


tential in volts. The charge is equal to CE, the 
charge being expressed in coulombs. 


Capacitance and Two metallic plates separat- 
Capacitors ed from each other by a 
thin layer of insulating ma- 
terial (called a dielectric, in this case), be- 
come a capacitor. When a source of d-c po- 
tential is momentarily applied across these 
plates, they may be said to become charged. 
If the same two plates are then joined together 
momentarily by means of a wire, the capacitor 
will discharge. 
When the potential was first applied, elec- 
trons immediately flowed from one plate to the 
other through the battery or such source of 
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d-c potential as was applied to the capacitor 
plates. However, the circuit from plate to 
plate in the capacitor was incomplete (the two 
plates being separated by an insulator) and 
thus the electron flow ceased, meanwhile es- 
tablishing a shortage of electrons on one plate 
and a surplus of electrons on the other. 

Remember that when a deficiency of elec- 
trons exists at one end of a conductor, there 
is always a tendency for the electrons to move 
about in such a manner as to re-establish a 
state of balance. In the case of the capacitor 
herein discussed, the surplus quantity of elec- 
trons on one of the capacitor plates cannot 
move to the other plate because the circuit has 
been broken; that is, the battery or d-c poten- 
tial was removed. This leaves the capacitor in 
a charged condition; the capacitor plate with 
the electron deficiency is positively charged, the 
other plate being negative. 

In this condition, a considerable stress exists 
in the insulating material (dielectric) which 
separates the two capacitor plates, due to the 
mutual attraction of two unlike potentials on 
the plates. This stress is known as electrostatic 
energy, as contrasted with electromagnetic 
energy in the case of an inductor. This charge 
can also be called potential energy because it 
is capable of performing work when the charge 
is released through an external circuit. 

In case it is difficult for the reader to under- 
stand why the charge is proportional to the 
voltage but the energy is proportional to the 
voltage squared, the following analogy may 
make things clear. 

The charge represents a definite amount of 
electricity, a given number of electrons. The 
potential energy possessed by these electrons 
depends not only upon their number, but also 
upon their potential or voltage. 

Compare the electrons to water, and two 
Capacitors to standpipes, a 1 mufd. capacitor to 
a standpipe having a cross section of 1 square 
inch and a 2 xfd. capacitor to a standpipe hav- 
ing a cross section of 2 square inches. The 
charge will represent a given volume of water, 
as the “charge” simply indicates a certain 
number of electrons. Suppose the water is 
equal to 5 gallons. 

Now the potential energy, or capacity for 
doing work, of the 5 gallons of water will be 
twice as great when confined to the 1 sq. in. 
standpipe as when confined to the 2 sq. in. 
standpipe. Yet the volume of water, or “charge” 
is the same in either case. 


Likewise a 1 ufd. capacitor charged to 1000 
volts possesses twice as much potential energy 
as does a 2 fd. capacitor charged to 500 volts, 
though the charge (expressed in coulombs: 
Q=CE) is the same in either case. 


The Unit of Capac- 
itance: The Farad 


If the external circuit 
of the two capacitor 
plates is completed by 
joining the terminals together with a piece of 
wire, the electrons will rush immediately from 
one plate to the other through the external 
circuit and establish a state of equilibrium. 
This latter phenomenon explains the discharge 
of a capacitor. The amount of stored energy in 
a charged capacitor is dependent upon the 
charging potential, as well as a factor which 
takes into account the size of the plates, di- 
electric thickness, nature of the dielectric, and 
the number of plates. This factor, which is de- 
termined by the foregoing, is called the capaci- 
tance of a capacitor and is expressed in farads. 

The farad is such a large unit of capacitance 
that it is rarely used in radio calculations, and 
the following more practical units have, there- 
fore, been chosen: 


1 muicrofarad = 1/1,000,000 of a farad, or 
000001 farad, or 10° farads. 


1 muicro-microfarad = 1/1,000,000 of a mi- 
crofarad, or .000001 microfarad, or 10° 
microfarads. 


1 micro-microfarad = one-millionth of one- 


millionth of a farad, or 10™ farads. 


If the capacitance is to be expressed in mucro- 
farads in the equation given for energy 
storage, the factor C would then have to be 
divided by 1,000,000, thus: 
CHD al es 
Stored energy in joules = ———————_—_ 
2 X 1,000,000 


This storage of energy in a capacitor is one 
of its very important properties, particularly in 
those capacitors which are used in power 
supply filter circuits. 


Dielectric 
Materials 


Although any substance which 
has the characteristics of a good 
insulator may be used as a dielec- 
tric material, commercially manufactured ca- 
pacitors make use of dielectric materials which 
have been selected because their characteristics 
are particularly suited to the job at hand. Air 
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is a very good dielectric material, but an air- 
spaced capacitor does not have a high capaci- 
tance since the dielectric constant of air is 
only slightly greater than one. A group of 
other commonly used dielectric materials is 
listed in figure 12. 


The capacitance of a capacitor is 
determined by the thickness and 
nature of the dielectric material 
between plates. Certain materials offer a greater 
capacitance than others, depending upon their 
physical makeup and chemical constitution. 
This property is expressed by a constant K, 
called the dielectric constant. 


Dielectric 
Constant 


If the charge becomes too great 
for a given thickness of a certain 
dielectric, the capacitor will break 
down, i.e., the dielectric will puncture. It is 
for this reason that capacitors are rated in the 
manner of the amount of voltage they will 
safely withstand as well as the capacitance in 
microfarads. This rating is commonly expressed 
as the d-c working voltage. 


Dielectric 
Breakdown 


Calculation of The capacitance of two parallel 


Capacitance plates is given with good accu- 
racy by the following formula: 
A 
C=0.2248 X K XK — 
t 


SPACING IN INCHES 


1 2 3.464 = 6 a 8 9 10:2 Nes Saas 


CAPACITANCE IN MICRO-MICROFARADS 


Figure 13. 
Through the use of this chart it is possible to 
determine the required plate diameter (with 
the necessary spacing established by peak 
voltage considerations) for a _ circular-plate 
neutralizing capacitor. The capacitance given 
is for a dielectric of air and the spacing given 
is between adjacent faces of the two plates. 


where C= capacitance in micro-microfarads, 
K = dielectric constant of spacing 
material, 
A = area of dielectric in square inches, 
t = thickness of dielectric in inches. 


This formula indicates that the capacitance 
is directly proportional to the area of the plates 
and inversely proportional to the thickness of 
the dielectric (spacing between the plates). 
This simply means that when the area of the 
plate is doubled, the spacing between plates 
remaining constant, the capacitance will be 
doubled. Also, if the area of the plates re- 
mains constant, and the plate spacing is 
doubled, the capacitance will be reduced to half. 

The above equation also shows that capaci- 
tance is directly proportional to the dielectric 
constant of the spacing material. An air-spaced 
capacitor that has a capacitance of 100 upfd. 
in air would have a capacitance of 467 mufd. 
when immersed in castor oil, because the di- 
electric constant of castor oil is 4.67 times as 
great as the dielectric constant of air. 

Where the area of the plates is definitely set, 
and when it is desired to know the spacing 
needed to secure a required capacitance, 


A X 0.2243) Xo 
t — —-——— 
G 
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where all units are expressed just as in the 
preceding formula. This formula is not con- 
fined to capacitors having only square or 
rectangular plates, but also applies when the 
plates are circular in shape. The only change 
will be the calculation of the area of such 
circular plates; this area can be computed by 
squaring the radius of the plate, then multiply- 
ing by 3.1416, or “pi.” Expressed as an 
equation: 


A = 3.1416 X r, 
where r — radius in inches. 


The capacitance of a multi-plate capacitor 
can be calculated by taking the capacitance of 
one section and multiplying this by the num- 
ber of dielectric spaces. In such cases, however, 
the formula gives no consideration to the 
effects of edge capacitance; so the capacitance 
as calculated will not be entirely accurate. 
These additional capacitances will be but a 
small part of the effective total capacitance, 
particularly when the plates are reasonably 
large and thin, and the final result will, there- 
fore, be within practical limits of accuracy. 


Capacitors in 
Parallel and 
in Series 


Equations for calculating ca- 
pacitances of capacitors in par- 
allel connections are the same 
as those for resistors in serzes: 


(ie Cy C2, etc. 


Capacitors in serzes connection are calculated 
in the same manner as are resistors in parallel 
connection. 

The formulas are repeated: (1) For two or 
more capacitors of wnegual capacitance in 
series: 


1 
C= : 
1 1 1 
Ci C: Cs 
1 1 1 1 
Ofek a ei 
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(2) Two capacitors of unequal capacitance 
series: 


me 


n 


C1 X C: 


Ci + C: 
(3) Three capacitors of egual capacitance in 
series: 


Ci 
C = — where C: is the common capacitance. 
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Figure 14. 
CAPACITORS IN SERIES, PARALLEL, 
AND SERIES-PARALLEL. 


(4) Three or more capacitors of equal capac- 
itance in series. 


Value of common capacitance 


Number of capacitors in series 


(5) Six capacitors in series parallel: 

1 1 1 
ei ian Sats le pee Bea 
1 1 1 1 1 1 

+ se eet 
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Capacitors in A-C 
and D-C Circuits 


When a capacitor is con- 
nected into a direct-cur- 
rent circuit, it will block 
the d.c., or stop the flow of current. Beyond 
the initial movement of electrons during the 
period when the capacitor is being charged, 
there will be no flow of current because the 
Circuit is effectively broken by the dielectric 
of the capacitor. 


Strictly speaking, a very small current may 
actually flow because the dielectric of the 
capacitor may not be a perfect insulator. This 
minute current flow is the leakage current 
previously referred to and is dependent upon 
the internal d-c resistance of the capacitor. 
This leakage current is usually quite notice- 
able in most types of electrolytic capacitors. 


When an alternating current is applied to 
a capacitor, the capacitor will charge and dis- 
charge a certain number of times per second 
in accordance with the frequency of the alter- 
nating voltage. The electron flow in the charge 
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and discharge of a capacitor when an a-c 
potential is applied constitutes an alternating 
current, in effect. It is for this reason that a 
capacitor will pass an alternating current yet 
offer practically infinite opposition to a direct 
current. These two properties are repeatedly 
in evidence in a radio circuit. 


Voltage Rating Any good paper dielectric 
of Capacitors filter capacitor has such a 
in Series high internal resistance (in- 

dicating a good dielectric) 
that the exact resistance will vary consider- 
ably from capacitor to capacitor even though 
they are made by the same manufacturer and 
are of the same rating. Thus, when 1000 volts 
d.c. is connected across two 1-ufd. 500-volt 
capacitors in series, the chances are that the 
voltage will divide unevenly and one capacitor 
will receive more than 500 volts and the other 
less than 500 volts. 


Voltage Equalizing 
Resistors 


By connecting a_half- 
megohm 1-watt carbon 
resistor across each capac- 
itor, the voltage will be equalized because 
the resistors act as a voltage divider, and the 
internal resistances of the capacitors are so 
much higher (many megohms) that they have 
but little effect in disturbing the voltage 
divider balance. 

Carbon resistors of the inexpensive type 
are not particularly accurate (not being de- 
signed for precision service); therefore it is 
advisable to check several on an accurate ohm- 
meter to find two that are as close as possible 
in resistance. The exact resistance is unimport- 
ant, just so it is the same for the two resistors 
used. 


Capacitors in 
Series on A.C. 


When two capacitors are con- 
nected in series, alternating 
voltage pays no heed to the 
relatively high internal resistance of each 
capacitor, but divides across the capacitors in 
inverse proportion to the capacitance. Because, 
in addition to the d.c. across a capacitor in a 
filter or audio amplifier circuit there is usually 
an a-c of a-f voltage component, it is inad- 
visable to series-connect capacitors of unequal 
Capacitance even if dividers are provided to 
keep the d.c. within the ratings of the in- 
dividual capacitors. 

For instance, if a 500-volt 1-ufd. capacitor 
is used in series with a 4-ufd. 500-volt capac- 


EQUAL EQUAL 
CAPACITANCE RESISTANCE 


Figure 15. 
SHOWING THE USE OF VOLTAGE EQUALIZ- 
ING RESISTORS ACROSS CAPACITORS CON- 
NECTED IN SERIES. 


itor across a 250-volt a-c supply, the 1-fd. 
capacitor will have 200 volts a.c. across it and 
the 4-ufd. capacitor only 50 volts. An equaliz- 
ing divider to do any good in this case would 
have to be of very low resistance because of 
the comparatively low impedance of the capac- 
itors to a.c. Such a divider would draw ex- 
cessive current and be impracticable. 


The safest rule to follow is to use only 
capacitors of the same capacitance and volt- 
age rating and to install matched high resist- 
ance proportioning resistors across the various 
capacitors to equalize the d-c voltage drop 
across each capacitor. This holds regardless of 
how many capacitors are series-connected. 


Electrolytic 
Capacitors 


Electrolytic capacitors use a very 
thin film of oxide as the dielec- 
tric, and are polarized; that is, 
they have a positive and a negative terminal 
which must be properly connected in a cir- 
cuit; otherwise, the oxide will break down 
and the capacitor will overheat. The unit then 
will no longer be of service. When electrolytic 
capacitors are connected in series, the positive 
terminal is always connected to the positive 
lead of the power supply; the negative terminal 
of the capacitor connects to the positive ter- 
minal of the mext capacitor in the series com- 
bination. The method of connection for elec- 
trolytic capacitors in series is shown in figure 


16. 


Similar electrolytic capacitors, of the same 
capacitance and made by the same manufac- 
turer, have more nearly uniform internal re- 
sistance, though it still will vary considerably. 
However, the variation is not nearly as great 
as encountered in paper capacitors, and the 
lowest d-c voltage is across the weakest (leak- 
iest) electrolytic capacitor of a series group. 

As an electrolytic capacitor begins to show 
signs of breaking down from excessive volt- 
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+ C 
POLARIZED CAPACITORS (ELECTROLYTIC) IN SERIES 


Figure 16. 


age, the leakage current goes up, which tends 
to heat the capacitor and aggravate the condi- 
tion. However, when used in series with one 
or more others, the lower resistance (higher 
leakage current) tends to put less d-c voltage 
on the weakening capacitor and more on the 
remaining ones. Thus, the capacitor with the 
lowest leakage current, usually the best capac- 
itor, has the highest voltage across it. For this 
reason, dividing resistors are not essential 
across series-connected electrolytic capacitors. 


2-3 Magnetism 
and Electromagnetism 


The common bar or horseshoe magnet is 
familiar to most people. The magnetic field 
which surrounds it causes the magnet to at- 
tract other magnetic materials, such as iron 
nails or tacks. Exactly the same kind of mag- 
netic field is set up around any conductor 
carrying a current, but the field exists only 
while the current is flowing. 


Magnetic Fields Before a potential, or volt- 
age, is applied to a con- 
ductor there is no external field, because there 
is no general movement of the electrons in 
one direction. However, the electrons do pro- 
gressively move along the conductor when an 
e.m.f. is applied, the direction of motion de- 
pending upon the polarity of the e.m.f. Since 
each electron has an electric field about it, the 
flow of electrons causes these fields to build 
up into a resultant external field which acts in 
a plane at right angles to the direction in 
which the current is flowing. This field is 
known as the magnetic field. 

The magnetic field around a current-carry- 
ing conductor is illustrated in figure 17. The 
direction of this magnetic field depends en- 
tirely upon the direction of electron drift or 
current flow in the conductor. When the flow 
is toward the observer, the field about the 


conductor is clockwise; when the flow is away 
from the observer, the field is counter-clock- 
wise. This is easily remembered if the left 
hand is clenched, with the thumb outstretched 
and pointing in the direction of electron flow. 
The fingers then indicate the direction of the 
magnetic field around the conductor. 

Each electron adds its field to the total ex- 
ternal magnetic field, so that the greater the 
number of electrons moving along the con- 
ductor, the stronger will be the resulting field. 

One of the fundamental laws of magnetism 
is that like poles repel one another and unlike 
poles attract one another. This is true of cur- 
rent-carrying conductors as well as of perman- 
ent magnets. Thus, if two conductors are 
placed side by side and the current in each is 
flowing in the same direction, the magnetic 
fields will also be in the same direction and 
will combine to form a larger and stronger 
field. If the current flow in adjacent conductors 
is in Opposite directions, the magnetic fields 
oppose each other and tend to cancel. 

The magnetic field around a conductor may 
be considerably increased in strength by wind- 
ing the wire into a coil. The field around each 
wire then combines with those of the adjacent 
turns to form a total field through the coil 
which is concentrated along the axis of the 
coil and behaves externally in a way similar 
to the field of a bar magnet. 

If the left hand is held so that the thumb 
is outstretched and parallel to the axis of a 
coil, with the fingers curled to indicate the 
direction of electron flow around the turns of 
the coil, the thumb then points in the direc- 
tion of the north pole of the magnetic field. 


The Magnetic In the magnetic circuit, the 
Circuit units which correspond to 
current, voltage, and _ resist- 
ance in the electrical circuit are flux, mag- 
netomotive force, and reluctance. | 


Flux; Flux 
Density 


As a current is made up of a 
drift of electrons, so is a mag- 
netic field made up of lines of 
force, and the total number of lines of force 
in a given magnetic circuit is termed the flux. 
The flux depends upon the material, cross sec- 
tion, and length of the magnetic circuit, and 
it varies directly as the current flowing in the 
circuit. The unit of flux is the maxwell, and 
the symbol is the Greek letter ¢ (phi). 
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Figure 17. 
LEFT-HAND RULE. 


Showing the direction of the magnetic lines of 
force produced around a conductor carrying 
an electric current. 


Flux density is the number of lines of force 
per unit area. It is expressed in gauss if the 
unit of area is the square centimeter (1 gauss 
= 1 line of force per square centimeter), or 
in lines per square inch. The symbol for flux 
density is B if it is expressed in gausses, or B 
if expressed in lines per square inch. 


The force which produces a 
flux in a magnetic circuit 
is called magnetomotive 
force. It is abbreviated m.m.f. and is desig- 
nated by the letter F. The unit of magneto- 
motive force is the gilbert, which is equival- 
ent to 1.26 X NI, where N is the number of 
turns and I is the current flowing in the cir- 
cuit in amperes. 

The m.m.f. necessary to produce a given 
flux density is stated in gilberts per centi- 
meter (oersteds) (H), or in ampere-turns 
per inch (H). 


Magnetomotive 
Force 


Reluctance Magnetic reluctance corresponds 
to electrical resistance, and is 
the property of a material that opposes the 
creation of a magnetic flux in the material. 
It is expressed in rels, and the symbol is the 
letter R. A material has a reluctance of 1 rel 
when an m.m.f. of 1 ampere-turn (NI) gen- 
erates a flux of 1 line of force in it. Combina- 
tions of reluctances are treated the same as 
resistances in finding the total effective re- 
luctance. The specific reluctance of any sub- 
stance is its reluctance per unit volume. 

Except for iron and its alloys, most com- 
mon materials have a specific reluctance very 
nearly the same as that of a vacuum, which, 
for all practical purposes, may be considered 
the same as the specific reluctance of air. 


The relations between 
flux, magnetomotive force, 
and reluctance are exactly 


Ohm’s Law for 
Magnetic Circuits 


the same as the relations between current, volt- 
age, and resistance in the electrical circuit. 
These can be stated as follows: 


F F 
¢=— R= F = $R 
R d 
where ¢ = flux, F = mmf., and R = re- 


luctance. 


Permeability expresses the ease 
with which a magnetic field may 
be set up in a material as conapared with the 
effort required in the case of air. Iron, for ex- 
ample, has a permeability of around 2000 
times that of air, which means that a given 
amount of magnetizing effect produced in an 
iron core by a current flowing through a coil 
of wire will produce 2000 times the flux 
density that the same magnetizing effect would 
produce in air. It may be expressed by the 
ratio B/H or B/H. In other words, 


B B 
(Se) OLN ae 
H H 
where « is the permeability, B is the flux 
density in gausses, B is the flux density in 
lines per square inch, H is the m.m.f. in 
gilberts per centimeter (oersteds), and H is 
the m.m.f. in ampere-turns per inch. These 
relations may also be stated as follows: 


B B 
H = — or H = —, and B = Hu or B = Hu 
Ui pb 


Permeability 


It can be seen from the foregoing that 
permeability is inversely proportional to the 
specific reluctance of a material. 


Saturation Permeability is similar to electric 
conductivity. There is, however, 
One important difference: the permeability of 
Magnetic materials is not independent of the 
magnetic current (flux) flowing through it, 
although electrical conductivity is substantially 
independent of the electric current in a wire. 
When the flux density of a magnetic conductor 
has been increased to the saturation point, a 
further increase in the magnetizing force will 
not produce a corresponding increase in flux 
density. 


Calculations To simplify magnetic circuit 
calculations, a magnetization 


curve may be drawn for a given unit of ma- 
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terial. Such a curve is termed a B-H curve, 
and is arrived at by experiment. B-H curves 
for most common magnetic materials are avail- 
able in many reference books, so none will be 
given here. 


Residual Magnetism; 
Retentivity 


The magnetism remain- 
ing in a material after 
the magnetizing force 
is removed is called residual magnetism. Re- 
tentivity is the property which causes a mag- 
netic material to have residual magnetism after 
having been magnetized. 


Hysteresis; 
Coercive Force 


Hysteresis is the characteristic 
of a magnetic system which 
causes a loss of power due to 
the fact that a negative magnetizing force 
must be applied to reduce the residual mag- 
netism to zero. This negative force is termed 
coercive force. By “negative” magnetizing 
force is meant one which is of the opposite 
polarity with respect to the original magnetiz- 
ing force. Hysteresis loss is apparent in trans- 
formers and chokes by the heating of the core. 
Inductance If the switch shown in figure 17 
is opened and closed, a pulsating 
direct current will be produced. When it is 
first closed, the current does not instantaneous- 
ly rise to its maximum value, but builds up 
to it. While it is building up, the magnetic 
field is expanding around the conductor. Of 
course, this happens in a small fraction of a 
second. If the switch is then opened, the cur- 
rent stops and the magnetic field contracts 
quickly. This expanding and contracting field 
will induce a current in any other conductor 
that is part of a continuous circuit which it 
cuts. Such a field can be obtained in the way 
just mentioned by means of a vibrator inter- 
ruptor, or by applying a.c. to the circuit in 
place of the battery. Varying the resistance of 
the circuit will also produce the same effect. 
This inducing of a current in a conductor due 
to a varying current in another conductor not 
in actual contact is called electromagnetic in- 
duction. 

Self-induction If an alternating current flows 
through a coil the varying 
magnetic field around each turn cuts itself and 
the adjacent turn and induces a voltage in the 
coil of opposite polarity to the applied e.m.f. 
The amount of induced voltage depends upon 


the number of turns in the coil, the current 
flowing in the coil, and the number of lines 
of force threading the coil. The voltage so 
induced is known as a cog¢nter-e.m.f. or back- 
e.m.f., and the effect is termed self-znduction. 
When the applied voltage is building up, the 
counter-e.m.f. opposes the rise; when the ap- 
plied voltage is decreasing, the counter-e.m.f. 
is of the same polarity and tends to maintain 
the current. Thus, it can be seen that self- 
induction tends to prevent any change in the 
current in the circuit. 

The storage of energy in a magnetic field 
is expressed in joules and is equal to (LI’) /2. 
(A joule is equal to 1 watt-second. L is defined 
immediately following. ) 


The Unit of Inductance is usually denoted by 
Inductance; the letter L, and is expressed in 
The Henry j/enrys. A coil has an inductance 


of 1 henry when a voltage of 1 
volt is induced by a current change of 1 am- 
pere per second. The henry, while com- 
monly used in audio frequency circuits, is too 
large for reference to inductance coils such as 
those used in radio frequency circuits; mlli- 
henry ot microhenry is more commonly used, 
in the following manner: 


1 henry 1,000 mullihenrys, or 10° milli- 


henrys. 


1 millihenry = 1/1,000 of a henry, .001 
henry, or 10° henry. 


1 microhenry = 1/1,000,000 of a henry, or 
000001 henry, or 10° henry. 


1 microhenry = 1/1,000 of a millihenry, .0O1 
or 10° millihenrys. 


1,000 microhenrys = 1 millihenry. 


When one coil is near 
another, a varying current 
in one will produce a varying magnetic field 
which cuts the turns of the other coil, 
inducing a current in it. This induced current 
is also varying, and will therefore induce 
another current in the first coil. This reaction 
between two coupled ‘circuits is called mutual 
induction, and can be calculated and expressed 
in henrys. The symbol for mutual inductance 
is M. Two circuits thus joined are said to be 
inductively coupled. 

The magnitude of the mutual inductance 


Mutual Induction 
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Figure 18. 
MUTUAL INDUCTANCE. 


The quantity M represents the mutual induct- 
ance between the two coils L: and Ly. 


depends upon the shape and size of the two 
Circuits, their positions and distances apart, 
and the permeability of the medium. The ex- 
tent to which two inductors are coupled is 
expressed by a relation known as coefficient of 
coupling. This is the ratio of the mutual 
inductance actually present to the maximum 
possible value. 

The formula for mutual inductance is 
L = 1L:+ L: + 2M when the coils are poled 
so that their fields add. When they are poled 
so that their fields buck, then L = Li + I: 
—: 2M. 

If a 3 henry coil and a 4 henry coil are 
placed so that there is no coupling between 
them, then the combined inductance of the 
two in series will be 7 henrys. But if the coils 
are placed in inductive relation to each other, 
the inductance of the two in series will be 
either greater or less than 7 henrys, depending 
upon whether the polarity is such that the 
mutual inductance aids the self-inductance or 
bucks the self-inductance. If the total induct- 
ance of the two coils when coupled measured 
either 6 or 8 henrys, then the mutual in- 
ductance would be (from the formula) 4 
henry. 


Inductors in Inductors in parallel are com- 
Parallel bined exactly as are resistors in 

parallel, provided that they are 
far enough apart so that the mutual inductance 
is entirely negligible. 


Inductors in 
Series 


Inductors in series are additive, 
just as are fesistors in series, 
again provided that no mutual 
inductance exists. In this case, the total in- 
ductance L is: 


L= lL + L: + Ee en ee, ee a 
Where mutual inductance does exist: 
| ea Os gas Br ss ata, 


where M is the mutual inductance. 


}+~——— L ——+| INDUCTANCE OF 
SINGLE-LAYER 
[R SOLENOID COILS 
R2 N2 
L= “OR+10L MICROHENRIES 
N TURNS 


WHERE: R= RADIUS OF COIL TO CENTER OF WIRE 
L = LENGTH OF COIL 
N = NUMBER OF TURNS 


Figure 19. 
FORMULA FOR 


CALCULATING INDUCTANCE. 
Through the use of the equation and the 
sketch shown above the inductance of single- 
layer solenoid coils can be calculated with an 
accuracy of about one per cent for the types 
of coils normally used in the h-f and y-h-f 

range. 


This latter expression assumes that the coils 
are connected in such a way that all flux link- 
ages are in the same direction, 1.e., additive. If 
this is not the case and the mutual linkages 
subtract from the self-linkages, the following 
formula holds: 


Lo ae 


where M is the mutual inductance. 


Core Material Ordinary magnetic cores can- 
not be used for radio frequen- 
cies because the eddy current and hysteresis 
losses in the core material become enormous 
as the frequency is increased. The principal 
use for conventional magnetic cores is in the 
audio-frequency range below approximately 
15,000 cycles, whereas at very low frequencies 
(50 to 60 cycles) their use is mandatory if 
an appreciable value of inductance is desired. 
An air core inductor of only 1 henry in- 
ductance would be quite large in size, yet 
values as high as 500 henrys are commonly 
available in small iron core chokes. The in- 
ductance of a coil with a magnetic core will 
vary with the amount of current (both a.c. 
and d.c.) which passes through the coil. For 
this reason, iron core chokes that are used in 
power supplies have a certain inductance rating 
at a predetermined value of d.c. 

The permeability of air does not change 
with flux density; so the inductance of iron 
core coils often is made less dependent upon flux 
density by making part of the magnetic path 
air, instead of utilizing a closed loop of iron. 
This incorporation of an air gap is necessary 
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in many applications of iron core coils, par- 
ticularly where the coil carries a considerable 
d-c component. Because the permeability of air 
is so much lower than that of iron, the air 
gap need comprise only a small fraction of the 
magnetic circuit in order to provide a sub- 
stantial proportion of the total reluctance. 


Iron-core inductors may be used at radio 
frequencies if the iron is in a very finely divid- 
ed form, as in the case of the powdered iron 
cores. used in some types of r-f coils and 1i-f 
transformers. These cores are made of extreme- 
ly small particles of iron. The particles are 
treated with an insulating material so that 
each particle will be insulated from the others, 
and the treated powder is molded with a 
binder into cores. Eddy current losses are 
greatly reduced, with the result that these spe- 
cial iron cores are entirely practical in circuits 
which cperate up to 100 Mc. in frequency. 


Time Constant—RC 
and RL Circuits 


When switch S in fig- 
ure 20 is placed in 
position 1, a voltmeter 
across capacitor C will indicate the manner in 
which the capacitor will charge through the 
resistor R from battery B. If relatively large 
values are used for R and C, and if a v-t volt- 
meter which draws negligible current is used 
to measure the voltage e, the rate of charge of 
the capacitor may actually be plotted with the 
aid of a stop watch. 


It will be found that the voltage e will 
begin to rise rapidly from zero the instant the 
switch is closed. Then, as the capacitor begins 
to charge, the rate of change of voltage across 
the capacitor will be found to decrease, the 
charging taking place more and more slowly 
as the capacitor voltage e approaches the bat- 
tery voltage E. Actually, it will be found that 
in any given interval a constant percentage of 
the remaining difference between e and E 
will be delivered to the capacitor as an in- 
crease in voltage. A voltage which changes in 
this manner is said to increase logarithmically, 
or is said to follow an exponential curve. 

A mathematical analysis of the charging of 
a capacitor in this manner would show that 
the relationship between the battery voltage E 
and the voltage across the capacitor e could 
be expressed in the following manner: 


ee et Vee) 


where e, E, R, and C have the values discussed 


above, € = 2.716 (the base of Naperian or 
natural logarithms), and t represents the 
time which has elapsed since the closing of the 
switch. With t expressed in seconds, R and C 
may be expressed in farads and ohms, or R 
and C may be expressed in microfarads and 
megohms. The product RC is called the time 
constant of the circuit, and is expressed in 
seconds. As an example, if R is one megohm 
and C is one microfarad, the time constant 
RC will be equal to the product of the two, 
or one second. 

When the elapsed time t is equal to the 
time constant of the RC network under con- 
sideration, the exponent of & becomes —-1. 
Now &” is equal to 1/e, or 1/2.716, which 
is 0.368. The quantity (1-0.368) then is 
equal to 0.632. Expressed as a percentage, the 
above means that the voltage across the capaci- 
tor will have increased to 63.2 per cent of 
the battery voltage in an interval equal to the 
time constant or RC product of the circuit. 
Then, during the next period equal to the time 
constant of the RC combination, the voltage 


PERCENT OF BATTERY 


VOLTAGE E 


Time L, IN TERMS OF TIME CONSTANT RC 


REMAINING ON CAPACITOR AFTER 


PERCENT OF CHARGED VOLTAGE 
SiS MOVED TO POSITION 3. 


Figure 20. 
TIME CONSTANT OF AN R-C CIRCUIT. 


Shown at (A) is the circuit upon which is 

based the curves of (B) and (C). (B) shows the 

rate at which capacitor C will charge from 

the instant at which switch S is placed in 

position 1. (C) shows the discharge curve of 

capacitor C from the instant at which switch 
S is placed in position 3. 
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across the capacitor will have risen to 63.2 
per cent of the remaining difference in voltage, 
or 86.5 per cent of the applied voltage E. 


In the case of a series combination of a re- 
sistor and an inductor, as shown in figure 21, 
the current through the combination follows a 
very similar law to that given above for the 
voltage appearing across the capacitor in an 
RC series circuit. The equation for the cur- 
rent through the combination is: 


E —t BR 
j=—(1-< <r ) 
R 


where 7 represents the current at any instant 
through the series circuit, E represents the 
applied voltage, and R represents the total 
resistance of the resistor and the d-c resistance 
of the inductor in series. Thus the time con- 
stant of the RL circuit is L/R, with R ex- 
pressed in ohms and L expressed in henrys. 
When the switch in figure 20 is moved to 
position 3 after the capacitor has been charged, 
the capacitor voltage will drop in the manner 
shown in figure 20C. In this case the voltage 


S R (INCLUDING D.C. RESISTANCE 
OF INDUCTOR L 


PERCENT OF END CURRENT 


L 
TIME +8 IN TERMS OF TIME CONSTANT R 


Figure 21. 
TIME CONSTANT OF AN R-L CIRCUIT. 


Note that the time constant for the increase 

in current through an R-L circuit is identical 

to the rate of increase in voltage across the 
capacitor in an R-C circuit. 


across the capacitor will decrease to 36.8 per 
cent of the initial voltage (will make 63.2 
per cent of the total drop) in a period of time 
equal to the time constant of the RC circuit. 


SraeaER THREE 


Alternating Current 


Circuits 


The previous chapter has been devoted to 
a discussion of circuits and circuit elements 
upon which is impressed a current consisting 
of a flow of electrons in one direction. This 
type of unidirectional current flow is called 
direct current, abbreviated d.c. Equally as im- 
portant in radio and communications work, 
and more important in power practice, is a 
type of current flow whose direction of electron 
flow reverses periodically. The reversal of flow 
may take place at a low rate, as in the case 
of power systems, or it may take place mil- 
lions of times per second in the case of com- 
munications frequencies. This type of current 
flow is called alternating current, abbreviated 
Bib. 


Frequency of an An alternating current is 
Alternating Current one whose amplitude of 

current flow periodically 
rises from zero to a maximum in one direc- 
tion, decreases to zero and changes its direc- 
tion, rises to maximum in the opposite direc- 
tion, and decreases to zero again. This com- 
plete process, starting from zero, passing 
through two maximums in opposite directions, 
and returning to zero again, is called a cycle. 
The number of times per second that a cur- 
rent passes through the complete cycle is called 
the frequency of the current in cycles per 
second. One and one quarter cycles of an alter- 
nating current wave are illustrated diagram- 
matically in figure 1. 
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Frequency Spectrum At present the usable fre- 

quency range for alternat- 
ing electrical currents extends over the liter- 
ally enormous frequency range from about 15 
cycles per second to perhaps 30,000,000,000 
cycles per second. It is obviously impracticable 
to use a frequency designation in c.p.s. for 
such enormously high frequencies, so three 
common units which are multiples of one 
cycle per second have been established. 


These units are: 
(1) the kilocycle (abbr., kc.), 1000 c.p.s. 


(2) the Megacycle (abbr., Mc.), 1,000,000 
c.p.s. or 1000 kc. 


the kilo-Megacycle (abbr., kMc.), 
1,000,000,000 c.p.s. or 1000 Mc. 


With easily handled units such as these we can 
classify the entire usable frequency range into 
frequency bands. 

The frequencies falling between about 15 
and 20,000 c.p.s. are called audio frequencies, 
abbreviated a.f., since these frequencies are 
audible to the human ear when converted 
from electrical to acoustical signals by a loud- 
speaker or headphone. Frequencies in the 
vicinity of 60 c.p.s. also are called power fre- 
quencies, since they are commonly used to dis- 
tribute electrical power to the consumer. 

The frequencies falling between 10,000 
c.p.s. (10 kc.) and 30,000,000,000 c.p.s. (30 
kMc.) are commonly called radio frequencies, 
abbreviated r.f., since they are commonly used 


(3) 
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Figure 1. 
ALTERNATING CURRENT 
AND DIRECT CURRENT. 
Graphical comparison between unidirectional 
(direct) current and -alternating current as 
plotted against time. 


in radio communication and allied arts. The 
radio-frequency spectrum has been classified 
into seven frequency bands, each one of which 
is ten times as high in frequency as the one 
just below it in the spectrum (except for the 
v-l-f£ band at the bottom end of the spectrum). 
The present spectrum, with classifications, is 
given below. 


Frequency Classification Abbrev. 
10 to 30 ke. Very-low frequencies v.L-f. 
30 to 300 kc. Low frequencies Le 
300 to 3000 kc. Medium frequencies mf. 
3 to 30 Mc. High frequencies hf. 
30 to 300 Mc.  Very-high frequencies v.h-f. 


300 to 3000 Mc. Ultra-high frequencies u.h.f. 


3 to 30 kMc. Super-high frequencies s.h.f. 
Generation of Faraday discovered that if 
Alternating Current a conductor which forms 

part of a closed circuit is 
moved through a magnetic field so as to cut 
across the lines of force, a current will flow in 
the conductor. He also discovered that, if a 
conductor in a second closed circuit is brought 
near the first conductor and the current in the 
first one is varied, a current will flow in the 
second conductor. This effect is known as 
induction, and the currents so generated are 
induced currents. In the latter case it is the 
lines of force which are moving and cutting 


the second conductor, due to the varying cur- 
rent strength in the first conductor. 

A current is induced in a conductor if there 
is a relative motion between the conductor 
and a magnetic field, its direction of flow de- 
pending upon the direction of the relative 
motion between the conductor and the field, 
and its strength depends upon the intensity of 
the field, the rate of cutting lines of force, and 
the number of turns in the conductor. 


Alternators A machine that generates an alter- 

nating current is called an alter- 
nator or a-c generator. Such a machine in its 
basic form is shown in figure 2. It consists of 
two permanent magnets, M, the opposite poles 
of which face each other and are machined so 
that they have a common radius. Between 
these two poles, north (N) and south (S). 
a substantially constant magnetic field exists. 
If a conductor in the form of C is suspended 
so that it can be freely rotated between the 
two poles, and if the opposite ends of con- 
ductor C are brought to collector rings, there 
will be a flow of alternating current when 
conductor C is rotated. This current will flow 
out through the collector rings R and brushes 
B to the external circuit, X-Y. 

The field intensity between the two pole 
pieces is substantially constant over the entire 
area of the pole face. However, when the 
conductor is moving parallel to the lines of 
force at the top or bottom of the pole faces, 
no lines are being cut. As the conductor moves 
on across the pole face it cuts more and more 
lines of force for each unit distance of travel, 
until it is cutting the maximum number of 
lines when opposite the center of the pole. 
Therefore, zero current is induced in the con- 
ductor at the instant it is midway between 
the two poles, and maximum current is in- 
duced when it is opposite the center of the 
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Figure 2. 
THE ALTERNATOR. 


Semi-schematic representation of the simplest 
form of the alternator. 
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Figure 3. 
OUTPUT OF THE ALTERNATOR. 


Graph showing sine-wave output current of the 
alternator of figure 2. 


pole face. After the conductor has rotated 
through 180° it can be seen that its position 
with respect to the pole pieces will be exactly 
Opposite to that when it started. Hence, the 
second 180° of rotation will produce an alter- 
nation of current in the opposite direction to 
that of the first alternation. 

The current does mot increase directly as 
the angle of rotation, but rather as the sine 
of the angle; hence, such a current has the 
mathematical form of a sine wave. Although 
most electrical machinery does not produce a 
strictly pure sine curve, the departures are 
usually so slight that the assumption can be 
regarded as fact for most practical purposes. 
All that has been said in the foregoing para- 
graphs concerning alternating current also is 
applicable to alternating voltage. 

The rotating arrow to the left in figure 3 
represents a conductor rotating in a constant 
magnetic field of uniform density. The arrow 
also can be taken as a vector representing the 
strength of the magnetic field. This means that 
the length of the arrow is determined by the 
strength of the field (number of lines of 
force), which is constant. Now if the arrow 
is rotating at a constant rate (that is, with 
constant angular velocity), then the voltage 
developed across the conductor will be pro- 
portional to the rate at which it is cutting lines 
of force, which rate is proportional to the 
vertical distance between the tip of the arrow 
and the horizontal base line. 

If EO is taken as unity or a voltage of 1, 
then the voltage (vertical distance from tip of 
arrow to the horizontal base line) at point C 
for instance may be determined simply by 
referring to a table of sines and looking up the 
sine of the angle which the arrow makes with 
the horizontal. 
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WHERE F = FREQUENCY IN CYCLES 


Figure 4, 
THE SINE WAVE. 


Illustrating one cycle of a sine wave. One 
complete cycle of alternation is broken up 
into 360 degrees. Then one-half cycle is 180 
degrees, one-quarter cycle is 90 degrees, and 
so on down to the smallest division of the 
wave. A cosine wave has a shape identical to 
a sine wave but is shifted 90 degrees in phase 
—in other words the wave begins at full am- 
plitude, the 90-degree point comes at zero 
amplitude, the 180-degree point comes at full 
amplitude in the opposite direction of current 
flow, and so forth. 


When the arrow has traveled from A to 
point E, it has traveled 90 degrees or one 
quarter cycle. The other three quadrants are 
not shown because their complementary or 
mirror relationship to the first quadrant is 
obvious. 

It is important to note that time units are 
represented by degrees or quadrants. The fact 
that AB, BC, CD, and DE are equal chords 
(forming equal quadrants) simply means that 
the arrow (conductor or vector) is traveling 
at a constant speed, because these points on 
the radius represent the passage of equal units 
of time. 

The whole picture can be represented in 
another way, and its derivation from the fore- 
going is shown in figure 3. The time base is 
represented by a straight line rather than by 
angular rotation. Points A, B, C, etc., represent 
the same units of time as before. When the 
voltage corresponding to each point is pro- 
jected to the corresponding time unit, the 
familiar sive curve is the result. 

Radian Notation From figure 1 we see that 
the value of an a-c wave 
varies continuously. But it is often of im- 
portance to know the amplitude of the wave 
in terms of the total amplitude at any instant 
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WHERE: 
@ (THETA) = PHASE ANGLE=2/77FT 
a= RADIANS OR 90° 

B=7T RADIANS OR 180° 

c= 32% RADIANS OR 270° 

D= 277 RADIANS OR 360° 

1 RADIAN = 57.324 DEGREES 


Figure 5. 
ILLUSTRATING RADIAN NOTATION. 


The radian is a unit of phase angle, equal to 

57.324 degrees. It is commonly used in mathe- 

matical relationships involving phase angles 

since such relationships are simplified when 
radian notation is used. 


or at any time within the cycle. To be able 
to establish the instant in question we must be 
able to divide the cycle into parts. We could 
divide the cycle into eighths, hundredths, or 
any other ratio that suited our fancy. How- 
ever, it is much more convenient mathemati- 
cally to divide the cycle either into electrical 
degrees (360° represent one cycle) or into 
radians. A radian is an arc of a circle equal 
to the radius of the circle; hence there are 
27 radians per cycle—or per circle (since 
there are w diameters per circumference, there 
are 2m radii). 

Both radian notation and electrical degree 
notation are used in discussions of alternating 
current circuits. However, trigonometric tables 
are much more readily available in terms of 
degrees than radians, so the following simple 
conversions are useful. 


2a tadians = 1. cycle = 360° 
a tadians = 14 cycle = 180° 


T 
—radians = 14 cycle= 90° 


au 

—radians—= 1/6cycle= 60° 

3 

ff 

—radians = 14 cycle= 45° 

1 

1 radian, = — cycle = 573° 

Qa 


When the conductor in the simple alter- 
nator of figure 2 has made one complete revo- 
lution it has generated one cycle and has ro- 
tated through 2a radians. The expression 27f 


then represents the number of radians in one 
cycle multiplied by the number of cycles per 
second (the frequency) of the alternating 
voltage or current. The expression then repre- 
sents the number of radians per second through 
which the conductor has rotated. Hence 2zf 
represents the angular velocity of the rotating 
conductor, or of the rotating vector which 
represents any alternating current or voltage, 
expressed in radians per second. 

In technical literature the expression 27f 
is often replaced by w, the lower-case Greek 
letter omega. Velocity multiplied by time 
gives the distance travelled, so 2aft (or at) 
represents the angular distance through which 
the rotating conductor or the rotating vector 
has travelled since the reference time t—O. 
In the case of a sine wave the reference time 
t=O represents that instant when the voltage 
or the current, whichever is under discussion, 
also is equal to zero. 


Instantaneous Value The instantaneous volt- 
of Voltage or age or current is propor- 
Current tional to the sine of the 

angle through which the 
rotating vector has travelled since reference 
time t—0. Hence, when the peak value of the 
a-c wave amplitude (either voltage or cur- 
rent amplitude) is known, and the angle 
through which the rotating vector has travelled 
is established, the amplitude of the wave at 
this instant can be determined through use 
of the following expression: 


é = Foon sin 2rft, 
where e — the instantaneous voltage 
E= maximum crest value of voltage, 


f = frequency in cycles per second, and 


period of time which has elapsed 
since t—0 expressed as a fraction 
of one second. 


ct 


The instantaneous current can be found from 
the same expression by substituting z for e 
and Imax for Emax. 

It is often easier to visualize the process of 
determining the instantaneous amplitude by 
ignoring the frequency and considering only 
one cycle of the a-c wave. In this case, for a 
sine wave, the expression becomes: 

€ = Emax sin 9 
where @ represents the angle through which 


the vector has rotated since time (and ampli- 
tude) were zero. As examples: 
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when 9 = 30° 
sin @ = 0.5 
so @ = O35 ink 
when @ = 60° 
sin 9 = 0.866 
so @€ = 0.866 Pax 
when @ = 90° 
sin @ =. 1.0 
so e€ = Emax 
when 9 = 1 radian 
sin @ = 0.8415 
$0271 0.8415" Emax 
Effective Value The instantaneous value 


of an of an alternating current 
Alternating Current or voltage varies continu- 

ously throughout the 
cycle. So some value of an a-c wave must be 
chosen to establish a relationship between the 
effectiveness of an a-c and a d-c voltage or 
current. The heating value of an alternating 
current has been chosen to establish the refer- 
ence between the effective values of a-c and 
d-c. Thus an alternating current will have an 
effective value of 1 ampere when it produces 
the same heat in a resistor as does 1 ampere 
of direct current. 

This effective value is derived by taking the 
instantaneous values of current over a cycle of 
alternating current, squaring these values, tak- 
ing an average of the squares, and then taking 
the square root of the average. By this pro- 
cedure, the effective value becomes known as 
the root mean square or t.m.s. value. This 1s 
the value that is read on a-c voltmeters and 
a-c ammeters. The r.m.s. value is 70.7 (for 
sine waves only) per cent of the peak or maxi- 
mum instantaneous value and is expressed as 
follows: 


Eorr or Ey. m.s. — 0.707 x Foxe: or 
0.707 X Imax. 


The following relations are extremely useful 
in radio and power work: 


Er. SE Aes A P x Emax, and 
Emax = 1.414 x Ex. ms. 


| 


Lert or Lesa: 


Rectified Alternating If an alternating current 
Current or Pulsat- is passed through a recti- 
ing Direct Current fier, it emerges in the 

form of a current of 
varying amplitude which flows in one direc- 


TIME 


AMPLITUDE 


Figure 6. 
FULL-WAVE RECTIFIED 
SINE WAVE. 


Waveform obtained at the output of a full- 
wave rectifier being fed with a sine wave and 
having 100 per cent rectification efficiency. 
Each pulse has the same shape as one-half 
cycle of a sine wave. This type of current is 
known as pulsating direct current. 


tion only. Such a current is known as rectified 
a.c. ot pulsating d.c. A typical wave form of a 
pulsating direct current as would be obtained 
from the output of a full-wave rectifier is 
shown in figure 6. 

Measuring instruments designed for d.c. 
operation will not read the peak or instantan- 
eous maximum value of the pulsating d-c out- 
put from the rectifier; they will read only the 
average value. This can be explained by assum- 
ing that it could be possible to cut off some 
of the peaks of the waves, using the cut-off 
portions to fill in the spaces that are open, 
thereby obtaining an average d-c value. A 
milliammeter and voltmeter connected to the 
adjoining circuit, or across the output of the 
rectifier, will read this average value. It is re- 
lated to peak value by the following expres- 
sion: 


Eavg “= 0.636 x Binax 


It is thus seen that the average value is 63.6 
per cent of the peak value. 


Relationship Between To summarize the three 
Peak, R.M.S. or most significant values 
Effective, and of an a-c sine wave: the 
Average Values peak value is equal to 
1.41 times the r.m.s. or 
effective, and the r.m.s. value is equal to 0.707 
times the peak value; the average value of a 
full-wave rectified a-c wave is 0.636 times the 
peak value, and the average value of a rectified 
wave is equal to 0.9 times the r.m.s. value. 


R.M.S. = 0.707 X Peak 

Average = 0.636 X Peak 

Average = 0.9 x R.M.S. 
sexel NL x Average 


R.M.S. edt 
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Peak == 11.57 “ox. Average 


Applying Ohm’s Law Ohm's law applies 
to Alternating Current equally to direct or al- 

ternating current, pro- 
vided the circuits under consideration are pure- 
ly resistive, that is, circuits which have neither 
inductance (coils) nor capacitance (capac- 
itors). Problems which involve tube filaments, 
drop resistors, electric lamps, heaters or similar 
resistive devices can be solved from Ohm’s 
law, regardless of whether the current is direct 
or alternating. When a capacitor or coil is 
made a part of the circuit, a property common 
to either, called reactance, must be taken into 
consideration. Ohm’s law still applies to a-c 
circuits containing reactance, but additional 
considerations are involved; these will be dis- 
cussed in a later paragraph. 


Inductive As was stated in Chapter Two, 
Reactance when a changing current flows 

through an inductor a back- or 
counter-electromotive force is developed; this 
force opposes any change in the initial current. 
This property of an inductor causes it to offer 
opposition or impedance to a change in cur- 
rent. The measure of impedance offered by an 
inductor to an alternating current of a given 
frequency is known as its inductive reactance. 
This is expressed as Xu: 


Xi = 2nfL, 


where Xi = inductive reactance expressed in 
ohms. 

w = 3.1416 (27 = 6.283), 

f = frequency in cycles, 

L = inductance in henrys. 


Inductive Reactance It is very often necessary 
at R.F. to compute inductive re- 

actance at radio frequen- 
cies. The same formula may be used, but to 
make it less cumbersome the inductance is ex- 
pressed in maullihenrys and the frequency in 
kilocycles. For higher frequencies and smaller 
values of inductance, frequency is expressed 
in megacycles and inductance in muicrohenrys. 
The basic equation need not be changed, since 
the multiplying factors for inductance and 
frequency appear in numerator and denomin- 
ator, and hence are cancelled out. However, 
it is not possible in the same equation to ex- 


press L in millihenrys and f in cycles without 
conversion factors. 


Capacitive It has been explained that inductive 
Reactance reactance is the measure of the 

ability of an inductor to offer im- 
pedance to the flow of an alternating current. 
Capacitors have a similar property although 
in this case the opposition is to any change in 
the voltage across the capacitor. This property 
is called capacitive reactance and is expressed 
as follows: 


1 
Xe = ) 
2nfC 
where X- = capacitive reactance in ohms, 
gw = 3.1416, 
f = frequency in cycles, 
C = capacitance in farads. 


Capacitive Re- 
actance at R. F. 


Here again, as in the case 
of inductive reactance, the 
units of capacitance and fre- 
quency can be converted into smaller units for 
practical problems encountered in radio work. 
The equation may be written: 


1,000,000 
XS ee 
2nrfC 
where f = frequency in megacycles, 
C = capacitance in micro-microfarads. 


In the audio range it is often convenient to 
express frequency (f) in cycles and capac- 
itance (C) in microfarads, in which event 
the same formula applies. 


Phase When an alternating current flows 
through a purely resistive circuit, it 
will be found that the current will go through 
maximum and minimum in perfect step with 
the voltage. In this case the current is said to 
be in step or in phase with the voltage. For 
this reason, Ohm’s law will apply equally well 
for a.c. or d.c. where pure resistances are con- 
cerned, provided that the same values of the 
wave (either peak or r.m.s.) for both voltage 
and current are used in the calculations. 
However, in calculations involving alternat- 
ing currents the voltage and current are not 
necessarily in phase. The current through the 
circuit may lag behind the voltage, in which 
case the current is said to have lagging phase; 
lagging phase is caused by inductive reactance. 
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CURRENT LAGGING VOLTAGE BY 90° 
(CIRCUIT CONTAINING PURE INDUCTANCE ONLY ) 


Figure 7. 
LAGGING PHASE ANGLE. 


Showing the manner in which the current 

lags the voltage in an a-c circuit containing 

pure inductance only. The lag is equal to 
one-quarter cycle or 90 degrees. 
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CURRENT LEADING VOLTAGE BY 90° 
(CIRCUIT CONTAINING PURE CAPACITANCE ONLY ) 


Figure 8. 
LEADING PHASE ANGLE. 


Showing the manner in which the current 

leads the voltage in an a-c circuit containing 

pure capacitance only. The lead is equal to 
one-quarter cycle or 90 degrees. 


Or the current may reach its maximum value 
ahead of the voltage, in which case the cur- 
rent is said to have /eading phase; a leading 
phase angle is caused by capacitive reactance. 

In an electrical circuit containing reactance 
only, the current will either lead or lag the 
voltage by 90°. If the circuit contains inductive 
reactance only, the current will lag the voltage 
by 90°. If only capacitive reactance is in the 
circuit, the current will lead the voltage by 
90°. 


Reactances Inductive and capacitive re- 
in Combination actance have exactly opposite 

effects on the phase relation 
between current and voltage in a circuit. 
Hence when they are used in combination 
their effects tend to neutralize. The combined 
effect of a capacitive and an inductive react- 
ance is often called the net reactance of a 
circuit. The net reactance is found by sub- 
tracting the capacitive reactance from the in- 
ductive reactance, X = Xu — Xe. 


The result of such a combination of pure 
reactances may be either positive, in which 
case the positive reactance is greater so that 
the net reactance is inductive, or it may be 
negative in which case the capacitive reactance 
is greater so that the net reactance is capac- 
itive, or zero in which case the circuit is said 
to be resonant. The condition of resonance 
will be discussed in a later section. Note that 
inductive reactance is always taken as being 
positive while capacitive reactance is always 
taken as being negative. 


Impedance; Circuits Pure reactances intro- 
Containing Reactance duce a phase angle of 
and Resistance 90° between voltage 

and current; pure re- 
sistance introduces no phase shift between volt- 
age and current. Hence we cannot add a re- 
actance and a resistance directly. When a te- 
actance and a resistance are used in combina- 
tion the resulting phase angle of current flow 
with respect to the impressed voltage lies 
somewhere between plus or minus 90° and 0° 
depending upon the relative magnitudes of the 
reactance and the resistance. 

The term zmpedance is a general term which 
can be applied to any electrical entity which 
impedes the flow of current. Hence the term 
may be used to designate a resistance, a pure 
reactance, or a complex combination of both 
reactance and resistance. The designation for 
impedance is Z. An impedance must be de- 
fined in such a manner that both its magnitude 
and its phase angle are established. The desig- 
nation may be accomplished in either of two 
ways — one of which is convertible into the 
other by simple mathematical operations. 

The first method of designating an imped- 
ance is actually to specify both the resistive 
and the reactive component in the form 
R + jX. In this form R represents the re- 
sistive component in ohms and X represents 
the reactive component. The “j” merely means 
that the X component is reactive and thus 
cannot be added directly to the R component. 
Plus jX means that the reactance is positive 
or inductive, while if minus jX were given it 
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Figure 9. 
THE IMPEDANCE TRIANGLE. 


Showing the graphical construction of a tri- 

angle for obtaining the net (scalar) impedance 

resulting from the connection of a resistance 

and a reactance in series. Shown also along- 

side is the alternative mathematical procedure 

for obtaining the values associated with the 
triangle. 


would mean that the reactive component was 
negative or capacitive. 

The second method of representing an im- 
pedance is to specify its absolute magnitude 
and the phase angle of current with respect 
to voltage, in the form Z 249%. Figure 9 shows 
graphically the relationship between the two 
common ways of representing an impedance. 

The construction of figure 9 is called an 
impedance diagram. Through the use of such 
a diagram we can add graphically a resistance 
and a reactance to obtain a value for the result- 
ing impedance in the scalar form. With zero 
at the origin, resistances are plotted to the 
right, positive values of reactance (inductive) 
in the upward direction, and negative values 
of reactance (capacitive) in the downward 
direction. 

Note that the resistance and reactance are 
drawn as the two sides of a right triangle, 
with the hypotenuse representing the result- 
ing impedance. Hence it is possible to deter- 
mine mathematically the value of a resultant 
impedance through the familiar right-triangle 
relationship —the square of the hypotenuse 
is equal to the sum of the squares of the other 
two sides: 


Poe — R? a » de 
olZ| =VR FX 


Note also that the angle 9 included between . 


R and Z can be determined from any of the 
following trigonometric relationships: 


IMPEDANCE |2| 


) FREQUENCY 


Figure 10. 
IMPEDANCE AGAINST FREQUENCY 
FOR R-L AND R-C CIRCUITS. 


The impedance of an R-C circuit approaches 
infinity as the frequency approaches zero 
(d.c.), while the impedance of a series R-L 
circuit approaches infinity as the frequency 
approaches infinity. The impedance of an R-C 
circuit approaches the impedance of the series 
resistor as the frequency approaches infinity, 
while the impedance of a series R-L circuit 
approaches the impedance of the resistor as 
the frequency approaches zero (d.c.) 


Sif 2) shee 
[Z| 
R 
cos 9 = ~~ 
|Z| 
xX 
tan (6) -=20ee 
R 


One common problem is that of determining 
the scalar magnitude of the impedance, |Z], 
and the phase angle 9, when resistance and 
reactance are known; hence, of converting 
from the Z = R + jX to the |Z) ee) form 
In this case we use two of the expressions just 
given: 


IZ =VR+X 


xX x 
tan 9 = —, (or 6. = tangs iy 
R R 


The inverse problem, that of converting 
from the |Z| 2 to the R + jX form is done 
with the following relationships, both of which 
are obtainable by simple division from the 
trigonometric expressions just given for de- 
termining the angle @: 
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Figure 11. 
SERIES R-L-C CIRCUIT. 


R= |Z| 
jxi—.|Z) jf sin’? 
By simple addition these two expressions may 
be combined to give the relationship between 


the two most common methods of indicating 
an impedance: 


Ree jk (Z| (cos 8 + j sin ?) 


In the case of impedance, resistance, or re- 
actance, the unit of measurement is the ohm; 
hence the ohm may be thought of as a unit 
of opposition to current flow, without refer- 
ence to the relative phase angle between the 
applied voltage and the current which flows. 

Further, since both capacitive and inductive 
reactance are functions of frequency, imped- 
ance will vary with frequency. Figure 10 
shows the manner in which |Z| will vary 
with frequency in an RL series circuit and in 
an RC series circuit. 


cos 8 


Series RLC Circuits In a series circuit contain- 

ing RK, L, and C, the im- 
pedance is determined as discussed before ex- 
cept that the reactive component in the ex- 
pressions becomes the net reactance — the dif- 
ference between Xi and Xc. Hence (Xui—Xc) 
may be substituted for X in the equations. 
Thus: 


he NR ( Xe Xo) + 
(0:6 ie) Xc ) 
@ = tan—* ———_____ 
R 
A series RLC circuit thus may present an 
impedance which is capacitively reactive if the 
net reactance is capacitive, inductively reactive 
if the net reactance is inductive, or resistive if 
the capacitive and inductive reactances are 
equal. 


Addition of The addition of complex 
Complex Quantities quantities (for example, 
impedances in series) is 


90° 


VOLTAGE DROP ACROSS 
XvL= 35.4 /135° 


DROP ACROSS RESISTOR = 
70.8 /45° 


* 
TINE VOLTAGE = 100 foe 
ie 


+180° 
ye 
/ 


he 
4- DROP ACROSS XC=106.2 [-45° 


NET DROP ACROSS XL + XC= 70.8/—45° 
go° 


Figure 12. 
Graphical construction of the voltage drops 
associated with the series R-L-C circuit of 
figure 11. 


quite simple if the quantities are in the rect- 
angular form. If they are in the polar form 
they only can be added graphically, unless 
they are converted to the rectangular form by 
the relationships previously given. As an ex- 
ample of the addition of complex quantities 
in the rectangular form, the equation for the 
addition of impedances is: 


(Ri + jXi) + (Re + jX:) = 
CRiTEGRS ect: HERS Xe) 

For example if we wish to add the imped- 
ances (10 + j50) and (20 — j30) we ob- 
tain: 
CLO st 450). 9020323730) 

=<) (1020) te 1050430): ) 

= 30 + j(50-30) 

= 30 + j20 


Multiplication and 
Division of 


It is often necessary in 
solving certain types of 
Complex Quantities circuits to multiply or 

divide two complex quan- 
tities. It is a much simpler mathematical oper- 
ation to multiply or divide complex quantities 
if they are expressed in the polar form. Hence 
if they are given in the rectangular form they 
should be converted to the polar form before 
multiplication or division is begun. Then the 
multiplication is accomplished by multiplying 
the |Z| terms together and adding algebraical- 
ly the 2 terms, as: 


(|Z: | £6;) (|Z2| £2) ae |Z;| [Ze LO, + 6, 
For example, suppose that the two impedances 


120| 243° and |32| 4-23° are to be multi- 
plied. Then: 
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(120| 243°) (|32|4-23°) = |20-32| 
£43” (23°) 
= 640 220° 
Division is accomplished by dividing the 
denominator into the numerator, and sxzb- 


tracting the angle of the denominator from 
that of the numerator, as: 


|Z:| 24; |Z: | 
|Z2| 24 |Z: | 


For example, suppose that an impedance of 
150| 267° is to be divided by an impedance 
of |10| 245°. Then: 
|50| 267° |50| 
———- = — £67°-45° 
PLOiz.45- 110| 


BB WG} 22S 


Ohm's Law for The simple form of Ohm’s 
Complex Quantities Law used for d-c circuits 

may be stated in a more 
general form for application to a-c circuits 
involving either complex quantities or simple 
resistive elements. The form is: 


E 
i= 
VA 


in which, in the general case, I, E, and Z are 
complex (vector) quantities. In the simple 
case where the impedance is a pure resistance 
with an a-c voltage applied, the equation 
simplifies to the familiar I = E/R. In any 
case the applied voltage may be expressed 
either as peak, r.m.s., or average; the resulting 
current always will be in the same type of 
units as used to define the voltage. 

In the more general case vector algebra 
must be used to solve the equation. And, since 
either division or multiplication is involved, 
the complex quantities should be expressed 
in the polar form. As an example, take the 
case of the series circuit shown in figure 11, 
with 100 volts applied. The impedance of the 
series circuit can best be obtained first in the 
rectangular form, as: 


200 + j(100-300) = 200-j200 


Now, to obtain the current we must convert 
this impedance to the polar form. 


iZ| = V¥200’+ (-200)’ 


= 40,000 + 40,000 


= 80,000 
a Oa 2 
xX —200 
6 = tan ~— >= tan” ———> = 440) 
R 200 
ean y 


Therefore Z = 282 Z-45° 


Note that in a series circuit the resulting im- 
pedance takes the sign of the largest reactance 
in the series combination. 


Where a slide-rule is being used to make 
the computations, the impedance may be found 
without any addition or subtraction operations 
by finding the angle @ first, and then using 
the trigonometric equation below for obtain- 
ing the impedance. Thus: 


De —200 
6 = tan’ 7 = tan) = tae 
R 200 
pea i 
Then |Z| = cos — 45°.==,0. 707 
cos 9 
200 
[Ze a a Oe 
0.707 


Since the applied voltage will be the reference 
for the currents and voltages within the cir- 
cuit, we may define it as having a zero phase 
angle: E = 100 40°. 

Then 


100 20° 
[= = 0.354 £0°-(-45°) 
282: 4-45° 


= 0.354 245° amperes. 


This same current must flow through all three 
elements of the circuit, since they are in series 
and the current through one must already have 
passed through the other two. Hence the volt- 
age drop across the resistor (whose phase 
angle of course is 0°) is: 


E=>]IR 
E= (0.354 245, ). .G2QGGs- seas 
rey 2. 45” VOLS 
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The voltage drop across the inductive react- 
ance is: 


Ei] X. 
= (0.354.245°) (100 290°) 
a4 2..135° volts 


Similarly, the voltage drop across the capac- 
itive reactance is: 


E+T Xe 
E= (0.354 245°) (300 Z-90°) 
= 106.2 Z-45° 


Note that the voltage drop across the capacitive 
reactance is greater than the supply voltage. 
This condition often occurs in a series RLC 
circuit, and is explained by the fact that the 
drop across the capacitive reactance is can- 
celled to a lesser or greater extent by the drop 
across the inductive reactance. It is often de- 
sirable in a problem such as the above to 
check the validity of the answer by adding 
vectorially the voltage drops across the com- 
ponents of the series circuit to make sure that 
they add up to the supply voltage—or to use 
the terminology of Kirchhoff’s Second Law, 
to make sure that the voltage drops across all 
elements of the circuit, including the source 
taken as negative, is equal to zero. 

In the general case of the addition of a 
number of voltage vectors in series it is best 
to resolve the voltages into their in-phase and 
out-of-phase components with respect to the 
supply voltage. Then these components may be 
added directly. Hence: 


Fe— 70.8 245° 
— 70.8 (cos 45° + j sin 45°) 
=70.8 (0.707 + j0.707) 
= 50 + j50 


Ei. = .35.4 oe Fee ine 
= 35.4 (cos 135° +j sin 135°) 
= 35.4 (-0.707 + j0.707) 
= -25 + j25 


Se $062 vo Aase 
= 106.2 (cos —45° + j sin -45°) 
= 106.2 (0.707 -j0.707 ) 
te 

Ert+E:.+Ec = = oe ai j50) ae (- —25 aah Van) 
el fomi)) 

= (50- 5585) S(O) ad =e] 
=--L00°+-j0 


= 100 zp, 
supply Bhriae 


which is equal to the 


Checking by 
Construction on the 
Complex Plane 


It is frequently desirable 
to check computations 
involving complex quan- 
tities by constructing vec- 
tors representing the quantities on the complex 
plane. Figure 12 shows such a construction for 
the quantities of the problem just completed. 
Note that the answer to the problem may be 
checked by constructing a parallelogram with 
the voltage drop across the resistor as one side 
and the net voltage drop across the capacitor 
plus the inductor (these may be added agre- 
braically as they are 180° out of phase) as the 
adjacent side. The vector sum of these two volt- 
ages, which is represented by the diagonal 
of the parallelogram, is equal to the supply 
voltage of 100 volts at zero phase angle. 


Resistance and Re- 
actance in Parallel 


In a series circuit, such. 
as just discussed, the cur- 
rent through all the ele- 
ments which go to make up the series circuit 
is the same. But the voltage drops across each 
of the components are, in general, different 
from one another. Conversely, in a parallel 
RLC or RX circuit the voltage is, obviously, 
the same across each of the elements. But the 
currents through each of the elements are 
usually different. 

There are many ways of solving a problem 
involving paralleled resistance and reactance; 
several of these ways will be described. In 
general, it may be said that the impedance of 
a number of elements in parallel is solved 
using the same relations as are used for solving 
resistors in parallel, except that complex quan- 
tities are employed. The basic relation is: 


1 1 1 1 
Sey ea Ee ara 
Zi 


or when only two impedances are involved: 
ZiZo 


Ztot — ——— 
Zi + Ze 


As an example using the two-impedance 
relation, take the simple case, illustrated in 
figure 13, of a resistance of 6 ohms in parallel 
with a capacitive reactance of 4 ohms. To 
simplify the first step in the computation it is 
best to put the impedances in the polar form 
for the numerator, since multiplication is in- 
volved, and in the rectangular form for the 
addition in the denominator. 
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PARALLEL CIRCUIT EQUIVALENT SERIES CIRCUIT 


Figure 13. 
THE EQUIVALENT SERIES CIRCUIT. 


Showing a parallel R-C circuit and the equiv- 
alent series R-C circuit which represents the 
same net impedance as the parallel circuit. 


re SD 


(620°) (42-90°) 
Tet Ge 
6 - j4 
242 -90° 
6-j4 


Then the denominator is changed to the polar 
form for the division operation: 


—4 
Bre hain es! tat enn OOO aie Ole 
6 
6 6 
[Z| = ———_——_- = —— = 7.21 ohms 
cos—33.7° 0.832 
6 -j4 = 7.21 £-33.7° 
Then: 
24 Z-90° 
Zitat = DOD L—56.3° 
7.21 £-33.7° 


= 3,33 (cos—56.3° + j sin —56.3°) 
= 3.33 [0.5548 + j (-0.832)] 
= 1.85 23 2.77 


Through the series of op- 
erations in the previous 
paragraph we have convert- 
ed a circuit composed of two impedances in 
parallel into an equivalent series circuit com- 
posed of impedances in series. An equivalent 
series Circuit is one which, as far as the termi- 
nals ate concerned, acts identically to the 
original parallel circuit; the current through 
the circuit and the power dissipation of the 
resistive elements are the same for a given 
voltage at the specified frequency. 

We can check the equivalent series circuit 
with respect to the original circuit of figure 


Equivalent Series 
Circuit 


15 by assuming that one volt a.c. (at the fre- 
quency where the capacitive reactance in the 
parallel circuit is 4 ohms) is applied to the 
terminals of both. 


In the parallel circuit the current through 
the resistor will be 1/6 ampere (0.166a.) 
while the current through the capacitor will 
be j Y% ampere (+ j 0.25 a.). The total cur- 
rent will be the sum of these two currents, or 
0.166 + j 0.25 a. Adding these vectorially 
we obtain: 


lI] = V0.166 + 0.257 =/0.09 oa 


The dissipation in the resistor will be 17/6 
= 0.166 watts. 


In the case of the equivalent series circuit 
the current will be: 


E 1 
= — = 03a. 


[I] = —— 
[Z| 3.33 


And the dissipation in the resistor will be: 


W = PR =03 
== 0:9" X 1.8) 
= 0.166 watts 


So we see that the equivalent series circuit 
checks exactly with the original parallel cir- 
cuit. 


Parallel RLC In solving a more complicated 
Circuits circuit made up of more than 
two impedances in parallel we 
may elect to use either of two methods of 
solution. These methods are called the admit- 
tance method and the assumed-voltage method. 
However, the two methods are equivalent since 
both use the sum-of-reciprocals equation: 


1 1 1 1 


——— _— —e 


L tot as Ze Zs 


In the admittance method we use the relation 
Y = 1/Z, where Y = G + jB; Y is called 
the admittance, defined above, G is the con- 
ductance or R/Z’ and B is the susceptance or 
aK) Ze, Then Yio = 1/Ztoe =" eee 
Y: .... In the assumed-voltage method we 
multiply both sides of the equation above by 
E, the assumed voltage, and add the currents, 
as: 


E E E E 
— = — + —+ —.,, .=Iz:4+I2+Iz.., 
Litot Z1 Ze Zs 
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Figure 14. 
SERIES RESONANT CIRCUIT. 


Then the impedance of the parallel com- 
bination may be determined from the relation: 


et 1 E/ Lisot 


Resonant Circuits 


A series circuit such as shown in figure 14 
is said to be in resonance when the applied 
frequency is such that the capacitive reactance 
is exactly balanced by the inductive reactance. 
At this frequency the two reactances will can- 
cel in their effects, and the impedance of the 
circuit will be at a minimum so that maxi- 
mum current will flow. In fact, as shown in 
figure 15, the net impedance of a series circuit 
at resonance is equal to the resistance which 
remains in the circuit after the reactances have 
been cancelled. 


Resonant Frequency Some resistance is always 

present in a circuit be- 
cause it is possessed in some degree by both 
the inductor and the capacitor. If the frequency 
of the alternator E is varied from nearly zero 
to some high frequency, there will be one 
particular frequency at which the inductive 
reactance and capacitive reactance will be 
equal. This is known as the resonant fre- 
quency, and in a series circuit it is the fre- 
quency at which the circuit current will be a 
maximum. Such series resonant circuits are 
chiefly used when it is desirable to allow a 
certain frequency to pass through the circuit 
(low impedance to this frequency), while at 
the same time the circuit is made to offer 
considerable opposition to currents of other 
frequencies. 

If the values of inductance and capacitance 
both are fixed, there will be only one resonant 
frequency. 

If both the inductance and capacitance are 
made variable, the circuit may then be changed 
or tuned, so that a number of combinations 
of inductance and capacitance can resonate at 


the same frequency. This can be more easily 
understood when one considers that inductive 
reactance and capacitive reactance travel in 
opposite directions as the frequency is changed. 
For example, if the frequency were to remain 
constant and the values of inductance and 
capacitance were then changed, the following 
combinations would have equal reactance: 


Frequency is constant at 60 cycles. 


L is expressed in henrys. 
C is expressed in microfarads (.000001 
farad. ) 


rE 2G: G; XO 
.265 LOOsMZO 100 
2.65 1L000L tee G5 1,000 
26.) 10,000 265 10,000 
265.00 100,000 0265 100,000 
2,650.00 1,000,000 00265 1,000,000 
Frequency From the formula for reson- 


of Resonance ance, 


27fL = , the resonant frequency 


2afC 
can readily be solved. In order to isolate f on 


one side of the equation, merely multiply both 
sides by 2mf, thus giving: 
1 
47rfL = —. 
& 
Divided by the quantity 4x’L, the result is: 
1 
4a LC 


+ 


Oo 


RESISTANCE—REACTANCE- IMPEDANCE 


Figure 15. 
IMPEDANCE OF A 
SERIES-RESONANT CIRCUIT. 


Showing the variation in reactance of the 
separate elements and in the net impedance 
of a series resonant circuit (such as figure 
14) with changing frequency. The short verti- 
cal lines are drawn at the point of resonance 
(X, — Xq = O) in the series circuit. 
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Then, by taking the square root of both 
sides: 


1 
f=——, 
27 V LC 
where f frequency in cycles, 
L = inductance in henrys, 
C = capacitance in farads. 


It is more convenient to express L and C 
in smaller units, especially in making radio- 
frequency calculations; f can also be expressed 
in megacycles or kilocycles. A very useful 
group of such formulas is: 


. 25,390 25,330 25,330 
f? = ——— or L = —— or C = ——— 
LC 1a iL 
where f = frequency in megacycles, 
L = inductance in microhenrys, 


C 


capacitance in micromicrofarads. 


Impedance of Series The 
Resonant Circuits 


impedance across 
the terminals of a series 
resonant circuit (figure 


14) is: 

Pal ails Saale ieee Oo ed 
where Z = impedance in ohms, 

r = resistance in ohms, 


Xc = capacitive reactance in ohms, 
Xi = inductive reactance in ohms. 


From this equation, it can be seen that the 
impedance is equal to the vector sum of the 
Circuit resistance and the difference between 
the two reactances. Since at the resonant fre- 
quency Xx equals Xc, the difference between 
them (figure 15) is obviously zero, so that 
at resonance the impedance is simply equal 
to the resistance of the circuit; therefore, be- 
cause the resistance of most normal radio- 
frequency circuits is of a very low order, the 
impedance is also low. 

At frequencies higher and lower than the 
resonant frequency, the difference between 
the reactances will be a definite quantity and 
will add with the resistance to make the im- 
pedance higher and higher as the circuit is 
tuned off the resonant frequency. 

If Xc should be greater than Xz, then the 
term (Xi — Xc) will give a negative number. 
However, this is nothing to worry about be- 
cause when the difference is squared the prod- 
uct is always positive. This means that the 


smaller reactance is subtracted from the larger, 
regardless of whether it be capacitive or in- 
ductive, and the difference squared. 


Current and Voltage 
in Series Resonant 


Formulas for calculating 
currents and voltages in 


Circuits a series resonant circuit 
are similar to those of 
Ohm’s law. 
E 
= EO =a 
Z 


The complete equations: 


E 
I 


Vr ma (Xi ba Xc)? 
BS hyo ir (Xi Xo). 


Inspection of the above formulas will show 
the following to apply to series resonant cir- 
cuits: When the impedance is low, the current 
will be high; conversely, when the impedance 
is high, the current will be low. 


Since it is known that the impedance will 
be very low at the resonant frequency, it fol- 
lows that the current will be a maximum at 
this point. If a graph is plotted of the current 
against the frequency either side of resonance, 
the resultant curve becomes what is known as 
a resonance curve. Such a curve is shown in 
figure 16, the frequency being plotted against 
current in the series resonant circuit. 


Several factors will have an effect on the 
shape of this resonance curve, of which re- 
sistance and L-to-C ratio are the important 
considerations. The curves B and C in figure 
16 show the effect of adding increasing values 
of resistance to the circuit. It will be seen that 
the peaks become less and less prominent as 
the resistance is increased; thus, it can be said 
that the selectivity of the circuit is thereby 
decreased. Selectivity in this case can be de- 
fined as the ability of a circuit to discriminate 
against frequencies adjacent to the resonant 
frequency. 


Because the a-c or r-f 
voltage across a coil and 
capacitor is proportional 
to the reactance (for a 
given current), the actual voltages across the 


Voltage Across Coil 
and Capacitor in 
Series Circuit 
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coil and across the capacitor may be many 
times greater than the terminal voltage of the 
circuit. Furthermore, since the individual re- 
actances can be very high, the voltage across 
the capacitor, for example, may be high enough 
to cause flashover, even though the applied 
voltage is of a value considerably below that 
at which the capacitor is rated. 


Circuit Q—Sharp- An extremely important 
ness of Resonance property of a capacitor or 
an inductor is its factor-of- 
merit, more generally called its Q. It is this 
factor, Q, which primarily determines the 
sharpness of resonance of a tuned circuit. This 
factor can be expressed as the ratio of the 
reactance to the resistance, as follows: 


2nfL 
es : 
te 


where R = total resistance. 


The actual resistance in a wire 
or an inductor can be far greater 
than the d-c value when the coil is used in a 
radio-frequency circuit; this is because the 
current does not travel through the entire 
cross-section of the conductor, but has a tend- 
ency to travel closer and closer to the surface 
of the wire as the frequency is increased. This 
is known as the skin effect. 

The actual current-carrying portion of the 
wire is decreased, as a result of the skin effect, 
so that the ratio of a-c to d-c resistance of the 
wire, called the resistance ratio, is increased. 
The resistance ratio of wires to be used at 
frequencies below about 500 kc. may be 
materially reduced through the use of /stz wire. 
Litz wire, of the type commonly used to wind 
the coils of 455-kc. i-f transformers, may con- 
sist of 3 to 10 strands of insulated wire, about 
No. 40 in size, with the individual strands 
connected together only at the ends of the 
coils. 


Skin Effect 


Variation of Q. Examination of the equation 
with Frequency for determining Q might give 

rise to the thought that even 
though the resistance of an inductor increases 
with frequency, the inductive reactance does 
likewise, so that the Q might be a constant. 
Actually, however, it works out in practice 
that the Q of an inductor will reach a relative- 
ly broad maximum at some particular fre- 


CURRENT - SERIES RESONANT CIRCUIT ————————* 
RESONANCE 


IMPEDANCE — PARALLEL RESONANT CIRCUIT 


- OF 


FREQUENCY 


Figure 16. 
RESONANCE CURVE. 


Showing the increase in impedance at reson- 

ance for a parallel-resonant circuit, and simi- 

larly, the increase in current at resonance for 

a series-resonant circuit. The sharpness of 

resonance is determined by the Q of the cir- 

cuit, as illustrated by a comparison between 
A, B, and C. 


quency. Hence, coils normally are designed 
in such a manner that the peak in their curve 
of Q with frequency will occur at the normal 
operating frequency of the coil in the circuit 
for which it is designed. 

The Q of a capacitor ordinarily is much 
higher than that of the best coil. Therefore, 
it usually is the merit of the coil that limits 
the overall Q of the circuit. 

At audio frequencies the core losses in an 
iron-core inductor greatly reduce the Q from 
the value that would be obtained simply by 
dividing the reactance by the resistance. Ob- 
viously the core losses also represent circuit 
resistance, just as much so as though the loss 
occurred in the wire itself. 


Parallel 
Resonance 


In radio circuits, parallel reson- 
ance (more correctly termed anti- 
resonance) is more frequently 
encountered than series resonance; in fact, it is 
the basic foundation of receiver and transmit- 
ter circuit operation. A circuit is shown in 
figure 17. 


The “Tank” 
Circuit 


In this circuit, as contrasted with 
a circuit for series resonance, L 
(inductance) and C_ (capaci- 
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Figure 17. 
PARALLEL-RESONANT CIRCUIT. 


The inductance L and capacitance C comprise 
the reactive elements of the parallel-resonant 
(anti-resonant) tank circuit, and the resistance 
R indicates the sum of the r-f resistance of 
the coil and capacitor, plus the resistance 
coupled into the circuit from the external 
load. in most cases the tuning capacitor has 
much lower r-f resistance than the coil and 
can therefore be ignored in comparison with 
the coil resistance and the coupled-in resist- 
ance. The instrument M, indicates the “‘line 
current’ which keeps the circuit in a state of 
oscillation — this current is the same as the 
fundamental component of the plate current 
of a Class C amplifier which might be feeding 
the tank circuit. The instrument Mz indicates 
the “tank current’ which is equal to the line 
current multiplied by the operating Q of the 
tank circuit. 


tance) are connected in parallel, yet the com- 
bination can be considered to be in series with 
the remainder of the circuit. This combination 
of L and C, in conjunction with R, the re- 
sistance which is principally included in L, is 
sometimes called a tank circuit because it ef- 
fectively functions as a storage tank when in- 
corporated in vacuum tube circuits. 


Contrasted with series resonance, there are 
two kinds of current which must be considered 
in a parallel resonant circuit: (1) the line 
current, as read on the indicating meter Mh, 
(2) the circulating current which flows within 
the parallel L-C-R portion of the circuit. See 
figure 17. 


At the resonant frequency, the line current 
(as read on the meter M:) will drop to a very 
low value although the circulating current in the 
L-C circuit may be quite large. It is interest- 
ing to note that the parallel resonant circuit 
acts in a distinctly opposite manner to that of 
a series resonant circuit, in which the current 
is at a maximum and the impedance is mini- 
mum at resonance. It is for this reason that in 
a parallel resonant circuit the principal con- 
sideration is one of impedance rather than 
current. It is also significant that the zmped- 
ance curve for parallel circuits is very nearly 
identical to that of the current curve for series 


resonance. The impedance at resonance is ex- 
pressed as: 


oa (27fL)’ 
Nias 
where Z = impedance in ohms, 
L = inductance in henrys, 
f = frequency in cycles, 
R = resistance in ohms. 


Or, impedance can be expressed as a func- 
tion of Q as: 


Z = 2nfLQ, 


showing that the impedance of a circuit is 
directly proportional to its effective Q at reson- 
ance. 


The curves illustrated in figure 16 can be 
applied to parallel resonance. Reference to the 
curve will show that the effect of adding re- 
sistance to the circuit will result in both a 
broadening out and a lowering of the peak 
of the curve. Since the voltage of the circuit 
is directly proportional to the impedance, and 
since it is this voltage that is applied to the 
gtid of the vacuum tube in a detector or 
amplifier circuit, the impedance curve must 
have a sharp peak in order for the circuit to 
be selective. If the curve is broad-topped in 
shape, both the desired signal and the inter- 
fering signals at close proximity to resonance 
will give nearly equal voltages on the grid of 
the tube, and the circuit will then be xon- 
selective; i.e., it will tune broadly. 


Effect of L/C Ratio In order that the highest 
in Parallel Circuits possible voltage can be de- 

veloped across a parallel 
resonant circuit, the impedance of this circuit 
must be very high. The impedance will be 
greater with conventional coils of limited Q 
when the ratio of inductance-to-capacitance is 
great, that is, when L is large as compared. 
with C. When the resistance of the circuit is 
very low, Xi will equal Xe at maximum im- 
pedance. There are innumerable ratios of L 
and C that will have equal reactance, at a 
given resonant frequency, exactly as is the case 
in a series resonant circuit. 


In practice, where a certain value of in- 
ductance is tuned by a variable capacitance 
over a fairly wide range in frequency, the 
L/C ratio will be small at the lowest fre- 
quency and large at the high-frequency end. 
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The circuit, therefore, will have unequal gain 
and selectivity at the two ends of the band of 
frequencies which is being tuned. Increasing 
the Q of the circuit (lowering the resistance) 
will obviously increase both the selectivity and 
gain. 


Circulating Tank 
Current at Resonance 


The Q of a circuit has 
a definite bearing on 
the circulating tank 
current at resonance. This tank current is very 
nearly the value of the line current multiplied 
by the effective circuit Q. For example: an 
r-f line current of 0.050 amperes, with a cir- 
cuit Q of 100, will give a circulating tank 
current of approximately 5 amperes. From this 
it can be seen that both the inductor and the 
connecting wires in a ¢ircuit with a high Q 
must be of very low resistance, particularly in 
the case of high power transmitters, if heat 
losses are to be held to a minimum. 

Because the voltage across the tank at 
resonance is determined by the Q, it is possible 
to develop very high peak voltages across a 
high Q tank with but little line current. 


Effect of Coupling If a parallel resonant cir- 
on Impedance cuit is coupled to another 

Circuit, such as an antenna 
output circuit, the impedance and the effective 
Q of the parallel circuit is decreased as the 
coupling becomes closer. The effect of closer 
(tighter) coupling is the same as though an 
actual resistance were added in series with the 
parallel tank circuit. The resistance thus 
coupled into the tank circuit can be considered 
as being reflected from the output or load 
circuit to the driver circuit. 


Tank Circuit When the plate circuit of a 
Flywheel Effect Class B or Class C operated 

tube (defined in Chapter 
Five) is connected to a parallel resonant circuit 
tuned to the same frequency as the exciting 
voltage for the amplifier, the plate current 
serves to maintain this L/C circuit in a state 
of oscillation. 

The plate current is supplied in short pulses 
which do not begin to resemble a sine wave, 
even though the grid may be excited by a 
sine-wave voltage. These spurts of plate cur- 
tent are converted into a sine wave in the 
plate tank circuit by virtue of the “Q” or 
“flywheel effect” of the tank. 

If a tank did not have some resistance losses, 


it would, when given a “kick” with a single 
pulse, continue to oscillate indefinitely. With 
a moderate amount of resistance or “friction” 
in the circuit the tank will still have inertia, 
and continue to oscillate with decreasing am- 
plitude for a time after being given a “kick.” 
With such a circuit, almost pure sine-wave 
voltage will be developed across the tank cir- 
cuit even though power is supplied to the 
tank in short pulses or spurts, so long as the 
spurts are evenly spaced with respect to time 
and have a frequency that is the same as the 
resonant frequency of the tank. 


Another way to visualize the action of the 
tank is to recall that a resonant tank with 
moderate Q will discriminate strongly against 
harmonics of the resonant frequency. The dis- 
torted plate current pulse in a Class C ampli- 
fier contains not only the fundamental fre- 
quency (that of the grid excitation voltage) 
but also higher harmonics. As the tank offers 
low impedance to the harmonics and high 
impedance to the fundamental (being reson- 
ant to the latter), only the fundamental — 
a sine-wave voltage — appears across the tank 
circuit in substantial magnitude. 


Loaded and 
Unloaded Q 


Confusion sometimes exists as 
to the relationship between the 
unloaded and the loaded Q of 
the tank circuit in the plate of an r-f power 
amplifier. In the normal case the loaded Q 
of the tank circuit is determined by such 
factors as the operating conditions of the 
amplifier, bandwidth of the signal to be 
emitted, permissible level of harmonic radia- 
tion, and such factors. The normal value of 
loaded Q for an r-f amplifier used for com- 
munications service is from perhaps 6 to 20. 
The unloaded Q of the tank circuit determines 
the efficiency of the output circuit and is de- 
termined by the losses in the tank coil, its 
leads and plugs and jacks if any, and by the 
losses in the tank capacitor which ordinarily 
are very low. The unloaded Q of a good 
quality large diameter tank coil in the high- 
frequency range may be as high as 500 to 
800, and values greater than 300 are quite 
common. 


Tank Circuit Since the unloaded Q of a tank 
Efficiency Circuit is determined by the 

minimum losses in the tank, 
while the loaded Q is determined by useful 
loading of the tank circuit from the external 


54 A-C Circuits 


THE RADIO 


Zp Ze 


+B 


Figure 18. 
IMPEDANCE-MATCHING TRANSFORMER. 


The reflected impedance Z, varies directly in 

proportion to the secondary load Z,, and 

directly in proportion to the square of the 
primary-to-secondary turns ratio. 


load in addition to the internal losses in the 
tank circuit, the relationship between the two 
Q values determines the operating efficiency 
of the tank circuit. Expressed in the form of 
an equation, the loaded efficiency of a tank 


circuit is: 
Qu 
Tank efficiency =( 1 — ) xX 100 
Q: 
where Qu = unloaded Q of the tank circuit 


Q: = loaded Q of the tank circuit 


As an example, if the unloaded Q of the 
tank circuit for a class C r-f power amplifier 
is 400, and the external load is coupled to the 
tank circuit by an amount such that the loaded 
Q is 20, the tank circuit efficiency will be: 
ef = Cl 400/20); 100 orl 005) 
X 100, or 95 per cent. Hence 5 per cent of 
the power output of the class C amplifier will 
be lost as heat in the tank circuit and the 


remaining 95 per cent will be delivered to the 
load. 


Transformers 


When two coils are placed in such induc- 
tive relation to each other that the lines of 
force from one cut across the turns of the 
other and induce a current in so doing, the 
combination can be called a transformer. The 
name is derived from the fact that energy is 
transformed from one winding to another. 
The inductance in which the original flux is 
produced is called the primary; the inductance 
which recezves the induced current is called 
the secondary. In a radio receiver power trans- 
former, for example, the coil through which 
the 110-volt a.c. passes is the primary, and the 
coil from which a higher or lower voltage 
than the a-c line potential is obtained is the 
secondary. 


Transformers can have either air or mag- 
netic cores, depending upon whether they are 
to be operated at radio or audio frequencies. 
The reader should thoroughly impress upon 
his mind the fact that current can be trans- 
ferred from one circuit to another only if 
the primary current is changing or alternating. 
From this it can be seen that a power trans- 
former cannot possibly function as such when 
the primary is supplied with non-pulsating d.c. 

A power transformer usually has a magnetic 
core which consists of laminations of iron, 
built up into a square or rectangular form, 
with a center opening or window. The 
secondary windings may be several in number, 
each perhaps delivering a different voltage. 
The secondary voltages will be proportional to 
the number of turns and to the primary voltage. 


Types of Transformers are used in alter- 
Transformers nating-current circuits to trans- 

fer power at one voltage and im- 
pedance to another circuit at another voltage 
and impedance. There are three main classifi- 
cations: of transformers: those made for use in 
power-frequency circuits, those made for audio- 
frequency applications, and those made for 
radio frequencies. Power-frequency transform- 
ers are discussed in Chapter 25, Power Sup- 
plies; design and application data on power 
transformers is given in this chapter. The 
application of audio-frequency transformers is 
given in Chapter 5, particularly in the section 
devoted to Audio Frequency Power Amplifiers. 
Radio frequency transformers are also dis- 
cussed in Chapter 5 in the section devoted to 
Tuned R-F Voltage Amplifiers. 
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Figure 19. 
THE AUTO-TRANSFORMER. 


Schematic diagram of an _ auto-transformer 
showing the method of connecting it to the 
line and to the load. When only a small 
amount of step up or step down is required, 
the auto-transformer may be much smaller 
physically than would be a transformer with a 
separate secondary winding. Continuously 
variable auto-transformers (Variac’s and 
Powerstat’s) are widely used commercially. 
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The Auto The type of transformer in figure 
Transformer 19, when wound with heavy wire 
over an iron core, is a common 
device in primary power circuits for the pur- 
pose of increasing or decreasing the line volt- 
age. In effect, it is merely a continuous wind- 
ing with taps taken at various points along 
the winding, the input voltage being applied 
to the bottom and also to one tap on the wind- 
ing. If the output is taken from this same 
tap, the voltage ratio will be 1-to-1; i.e. the 
input voltage will be the same as the output 
voltage. On the other hand, if the output 
tap is moved down toward the common termi- 
nal, there will be a step-down in the turns 
ratio with a consequent step-down in voltage. 
The opposite holds true if the output termi- 
nal is moved upward from the middle input 
terminal; there will be a voltage step-up in 
this case. The initial setting of the middle 
input tap is chosen so that the number of 
turns will have sufficient reactance to keep the 


no-load primary current at a reasonably low 
value. 


Electric Filters 


There are many applications where it is 
desirable to pass a d-c component without 
passing a superimposed a-c component, or to 
pass all frequencies above or below a certain 
frequency while rejecting or attenuating all 
others, or to pass only a certain band or bands 
of frequencies while attenuating all others. 

All of these things can be done by suitable 
combinations of inductance, capacitance and 
resistance. However, as whole books have been 
devoted to nothing but electric filters, it can 
be appreciated that it is possible only to touch 
upon them superficially in a general coverage 
book. 

A filter acts by virtue of its property of 
offering very high impedance to the undesired 
frequencies, while offering but little impedance 
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Figure 20. 
Through the use of the curves and equations which accompany the diagrams in the illustration 
above it is possible to determine the correct values of inductance and capacitance for the usual 
types of pi-section filters. 
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to the desired frequencies. This will also apply 
to d.c. with a superimposed a-c component, as 
d.c. can be considered as an alternating current 
of zero frequency so far as filter discussion goes. 


Types of Filters Sometimes a shunt or series 

element of an L-C filter is 
resonated with a reactance of opposite sign. 
When this is done, the section is known as an 
M-derived section. If the complementary re- 
actance is added to a series arm, the section is 
said to be shunt derived; if added to the shunt 
arm, series derived. 

A derived filter has sharper cut off than a 
regular constant K filter, but has less attenua- 
tion than the constant K section at frequencies 
far removed from cut off. The effect of reso- 
nating the series inductance of a a section 
filter to form an M-derived filter is shown in 
figure 20. The “notch” frequency is determined 
by the resonant frequency of the filter element 
which is tuned. The closer the resonant fre- 
quency is made to cut off, the sharper will be 
the cut off attenuation, but the less will be the 
attenuation at several times the cut off fre- 
quency. 

The amount of attenuation obtained at the 
“notch” when a derived section is used is de- 
termined by the effective Q of the resonant arm. 

Oftentimes constant-K sections and derived 
sections are cascaded to obtain the combined 


characteristic of sharp cut off and good remote- 
frequency attenuation. Such a filter is known 
as a composite filter. 

All filters have some insertion loss. This is 
the attenuation (substantially uniform) pro- 
vided to frequencies within the pass band. The 
insertion loss varies with the kind of filter, 
the Q of capacitors and inductors used, and the 
type termination employed. 


Electric Filter Electric wave filters have long 
Design been used in some amateur sta- 
tions in the audio channel to re- 
duce the transmission of unwanted high fre- 
quencies and hence to reduce the bandwidth 
occupied by a radiophone signal. The effec- 
tiveness of a properly designed and properly 
used filter circuit in reducing QRM and side- 
band splatter should not be underestimated. 

The chart of figure 20 gives design data and 
procedure on the pi-section type of filter. M- 
derived sections with an M of 0.6 will be 
found to be most satisfactory as the input 
section (or half-section) of the usual filter 
since the input impedance of such a section is 
most constant over the pass band of the filter 
section. 

Simple filters may use either L, T, or a sec- 
tions. Since the a section is the more com- 
monly used type figure 20 gives design data 
and characteristics for this type of filter. 


CHAPTER FOUR 


Vacuum Tube Principles 


In the previous chapters we have seen the 
manner in which an electric current flows 
through a metallic conductor as a result of an 
electron drift. This drift, which takes place 
when there is a difference in potential between 
the ends of the metallic conductor, is in addi- 
tion to the normal random electron motion 
between the molecules of the conductor. 

An electric current can be caused to flow 
through other media than a metallic conductor. 
One such medium is an ionized solution, such 
as the sulfuric acid electrolyte in a storage 
battery; this type of current flow is called 
electrolytic conduction. Further, it was shown 
at about the turn of the century that an elec- 
tric current can be carried by a stream of free 
electrons in an evacuated chamber. The flow 
of a current in such a manner is said to take 
place by electronic conduction. The study of 
electron tubes (also called vacuum tubes, or 
valves) is actually the study of the control and 
use of electronic currents within an evacuated 
or partially evacuated chamber. 

Since the current flow in an electron tube 
takes place in an evacuated chamber, there 
must be located within the enclosure both a 
source of electrons and a collector for the 
electrons which have been emitted. The elec- 
tron source is called the cathode, and the 
electron collector is usually called the anode. 
Some external source of energy must be ap- 
plied to the cathode in order to impart suff- 
cient velocity to the electrons within the 
cathode material to enable them to overcome 


a7 


the surface forces and thus escape into the 
surrounding medium. In the usual types of 
electron tubes the cathode energy is applied 
in the form of heat; electron emission from a 
heated cathode is called thermionic emission. 
In another common type of electron tube, the 
photoelectric cell, energy in the form of light 
is applied to the cathode to cause photoelectric 
emission. 


Emission of electrons from the 
cathode of a thermionic electron 
tube takes place when the cath- 
ode of the tube is heated to a temperature 
sufficiently high that the free electrons in the 
emitter have sufficient velocity to overcome 
the restraining forces at the surface of the 
material. These surface forces vary greatly 
with different materials. Hence different types 
of cathodes must be raised to various temper- 
atures to obtain adequate quantities of electron 
emission. The several types of emitters found 
in common types of transmitting and receiv- 
ing tubes will be described in the following 
paragraphs. 


Thermionic 
Emission 


The emitters or cathodes as 
used in present-day thermi- 
onic electron tubes may be classified into two 
groups: the directly-heated or filament type 
and the indirectly-heated or heater-cathode 
type. Directly-heated emitters may be further 
subdivided into three important groups, all 
of which are commonly used in modern 


Cathode Types 
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Figure 1. 
CONVENTIONAL ELECTRON-TUBE TYPES. 


vacuum tubes. These classifications are: the 
pure-tungsten filament, the thoriated-tungsten 
filament, and the oxide-coated filament. 


The Pure Tung- 
sten Filament 


Pure tungsten wire was used 
as the filament in nearly all 
(platinum was used occas- 
ionally) the earlier transmitting and receiving 
tubes. However, the thermionic efficiency of 
tungsten wire as an emitter (the number of 
milliamperes emission per watt of filament 
heating power) is quite low, the filaments be- 
come fragile after use, their life is rather 
short, and they are susceptible to burnout at 
any time. Pure tungsten filaments must be 
run at bright white heat (about 2500° Kel- 
vin). For these reasons, tungsten filaments 
have been replaced in all applications where 
another type of filament could be used. They 
are, however, still universally employed in 
large water-cooled tubes and in certain large, 
high-power air-cooled triodes where another 
filament type would be unsuitable. Tungsten 
filaments are the most satisfactory for high- 
power, high-voltage tubes where the emitter 
is subjected to positive ion bombardment due 
to the residual gas content of the tubes. Tung- 
sten is not adversely affected by such bom- 
bardment. 


The Thoriated- 
Tungsten Filament 


In the course of experi- 
ments made upon tung- 
sten emitters, it was 
found that filaments made from tungsten hav- 
ing a small amount of thoria (thorium oxide) 
as an impurity had much greater emission 


than those made from the pure metal. Subse- 
quent development has resulted in the highly 
efficient carburized thoriated-tungsten filament 
as used in virtually all medium-power trans- 
mitting tubes today. 

Thoriated-tungsten emitters consist of a 
tungsten wire containing from 1% to 2% 
thoria. The activation process varies between 
different manufacturers of vacuum tubes, but 
it is essentially as follows: (1) the tube is 
outgassed; (2) the filament is burned for a 
short period at about 2800° Kelvin to clean 
the surface and reduce some of the thoria 
within the filament to metallic thorium; (3) 
the filament is burned for a longer period at 
about 2100° Kelvin to form a layer of thor- 
ium on the surface of the tungsten; (4) the 
temperature is reduced to about 1600° Kelvin 
and some pure hydrocarbon gas is admitted 
to form a layer of tungsten carbide on the 
surface of the tungsten. This layer of tungsten 
carbide reduces the rate of thorium evapora- 
tion from the surface at the normal operating 
temperature of the filament and thus increases 
the operating life of the vacuum tube. Thor- 
ium evaporation from the surface is a natural 
consequence of the operation of the thoriated- 
tungsten filament. The carburized layer on the 
tungsten wire plays another role in acting as 
a reducing agent to produce new thorium 
from the thoria to replace that lost by evapora- 
tion. This new thorium continually diffuses to 
the surface during the normal operation of 
the filament. The last process, (5), in the 
activation of a thoriated tungsten filament con- 
sists of re-evacuating the envelope and then 
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burning or ageing the new filament for a con- 
siderable period of time at the normal operat- 
ing temperature of approximately 1900° K. 

One thing to remember about any type of 
filament, particularly the thoriated type, is 
that the emitter deteriorates practically as fast 
when “standing by” (no plate current) as it 
does with any normal amount of emission 
load. Also, a thoriated filament may be either 
temporarily or permanently damaged by a 
heavy overload which may strip the surface 
layer of thorium from the filament. 


Reactivating Thoriated-tungsten _fila- 
Thoriated-Tungsten ments (and only thor- 
Filaments iated-tungsten filaments ) 


which have lost emission 
as a result of insufficient filament voltage, a 
severe temporary overload, a less severe ex- 
tended overload, or even normal operation 
may quite frequently be reactivated to their 
original characteristics by a process similar to 
that of the original activation. However, only 
filaments which have not approached too close 
to the end of their useful life may be success- 
fully reactivated. The filament found in cer- 
tain makes of tubes may be reactivated three 
or four times before it will cease to operate 
as a thoriated emitter. 


The actual process of reactivation is relative- 
ly simple. The tube which has gone flat is 
placed in a socket to which only the two fila- 
ment wires have been connected. The filament 
is then “flashed” for about 20 to 40 seconds 
at about 114 times normal rated voltage. The 
filament will become extremely bright during 
this time and, if there is still some thoria left 
in the tungsten and if the tube didn’t originally 
fail as a result of an air leak, some of this 
thoria will be reduced to metallic thorium. 
The filament is then burned at 15 to 25 per 
cent overvoltage for from 30 minutes to 3 to 
4 hours to bring this new thorium to the sur- 
face. 

The tube should then be tested to see if it 
shows signs of renewed life. If it does, but is 
still weak, the burning process should be con- 
tinued at about 10 to 15 per cent overvoltage 
for a few more hours. This should bring it 
back almost to normal. If the tube checks still 
very low after the first attempt at reactivation, 
the complete process can be repeated as a last 
effort. 

As has been mentioned above, thoriated- 
tungsten filaments are operated at about 1900° 
K or at a bright yellow heat. A burnout at 
normal filament voltage is almost an unheard 
of occurrence. The ratings placed upon tubes 


Figure 2. 
V-H-F and U-H-F TUBE TYPES. 


The tube to the left in this photograph is a 955 “acorn” triode. The 6F4 acorn triode is very 
similar in appearance to the 955 but has two leads brought out each for the grid and for the 
plate connection. The second tube is a 446A “lighthouse” triode. The 2C40, 2C43, and 2C44 are 
more recent examples of the same type tube and are essentially the same in external appearance. 
The third tube from the left is a 2C39 “oilcan” tube. This tube type is essentially the inverse 
of the lighthouse variety since the cathode and heater connections come out the small end and 
the plate is the large finned radiator on the large end. The use of the finned blate radiator 
makes the oilcan tube capable of approximately 10 times as much plate dissipation as the light- 
house type. The tube to the right is the 4X150A beam tetrode. This tube, a comparatively recent 
release, is capable of somewhat greater power output than any of the other tube types shown, and 
is rated for full output at 500 Mc. and at reduced output at frequencies greater than 1000 Mc. 
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Figure 3. 
CUT-AWAY DRAWING OF A 6C4 TRIODE. 


by the manufacturers are figured for a life 
expectancy of 1000 hours. Certain types may 
give much longer life than this but the aver- 
age transmitting tube will give from 1000 to 
5000 hours of useful life. 


The Oxide- 
Coated Filament 


The most efficient of all 
modern filaments is the 
oxide-coated type which 
consists of a mixture of barium and strontium 
oxides coated upon a wire or strip usually of 
a nickel alloy. This type of filament operates 
at a dull-red to orange-red temperature (1050° 
to 1170° K) at which temperature it will 
emit large quantities of electrons. The oxide- 
coated filament is somewhat more efficient 
than the thoriated-tungsten type in small sizes 
and it is considerably less expensive to manu- 
facture. For this reason all receiving tubes and 
quite a number of the low-powered transmit- 
ting tubes use the oxide-coated filament. An- 
other advantage of the oxide-coated emitter 
is its extremely long life—the average tube 
can be expected to run from 3000 to 5000 
hours, and when loaded very lightly, tubes of 
this type have been known to give 50,000 
hours of life before their characteristics 
changed to any great extent. 

Oxide filaments are unsatisfactory for use at 
high continuous plate voltages because: (1) 
their activity is seriously impaired by the high 
temperature necessary to de-gas the high- 
voltage tubes and, (2) the positive ion bom- 
bardment which takes place even in the best 
evacuated high-voltage tube causes destruction 
of the oxide layer on the surface of the fila- 
ment. 

Oxide-coated emitters have been found cap- 


able of emitting an enormously large current 
pulse with a high applied voltage for a very 
short period of time without damage. This 
characteristic has proved to be of great value 
in radar work. For example, the relatively 
small cathode in a microwave magnetron may 
be called upon to deliver 25 to 50 amperes 
at an applied voltage of perhaps 25,000 volts 
for a period in the order of one microsecond. 
After this large current pulse has been passed, 
plate voltage normally will be removed for 
1000 microseconds or more so that the cathode 
surface may be restored in time for the next 
pulse of current. If the cathode were to be 
subjected to a continuous current drain of this 
magnitude, it would be destroyed in an ex- 
ceedingly short period of time. 

The activation of oxide-coated filaments 
also varies with tube manufacturers but con- 
sists essentially in heating the wire which has 
been coated with a mixture of barium and 
strontium carbonates to a temperature of about 
1500° Kelvin for a time and then applying 
a potential of 100 to 200 volts through a 
protective resistor to limit the emission current. 
This process reduces the carbonates to oxides 
thermally, cleans the filament surface of foreign 
materials, and activates the cathode surface. 

Reactivation of oxide-coated filaments is 
not possible since there is always more than 
sufficient reduction of the oxides and diffusion 
of the metals to the surface of the filament to 
meet the emission needs of the cathode. 


The Heater 
Cathode 


The heater type cathode was de- 
veloped as a result of the re- 
quirement for a type of emitter 
which could be operated from alternating cur- 
rent and yet would not introduce a-c ripple 
modulation even when used in low-level stages. 
It consists essentially of a small nickel-alloy 
cylinder with a coating of strontium and bar- 
ium oxides on its surface similar to the coat- 
ing used on the oxide-coated filament. Inside 
the cylinder is an insulated heater element 
consisting usually of a double spiral of tung- 
sten wire. The heater may operate on any volt- 
age from 2 to 117 volts, although 6.3 is by 
far the most common value. The heater is 
operated at quite a high temperature so that 
the cathode itself usually may be brought to 
operating temperature in a matter of 15 to 
30 seconds. Heat coupling between the heater 
and the cathode is mainly by radiation, al- 
though there is some thermal conduction 
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through the insulating coating on the heater 
wire, as this coating is also in contact with 
the cathode thimble. 


Indirectly heated cathodes are employed in 
all a-c operated tubes which are designed to 
operate at a low level either for r-f or a-f use. 
However, some receiver power tubes use heater 
cathodes (6L6, 6V6, 6F6, and GK6-GT) as 
do some of the low-power transmitter tubes 
fee 7ees07.315,°3E29, 2E26, 5763, etc.). 
Heater cathodes are employed almost ex- 
clusively when a number of tubes are to be 
operated in series as in an a-c—d-c receiver. A 
heater cathode is often called a uni-potential 
cathode because there is no voltage drop 
along its length as there is in the directly- 
heated or filament cathode. 


The emission of electrons from 
a heated cathode is quite sim- 
ilar to the evaporation of mole- 
cules from the surface of a liquid. The mole- 
cules which leave the surface are those having 
sufficient kinetic (heat) energy to overcome 
the forces at the surface of the liquid. As the 
temperature of the liquid is raised, the aver- 
age velocity of the molecules is increased, and 
a greater number of molecules will acquire 
sufficient energy to be evaporated. The evapor- 
ation of electrons from the surface of a ther- 
mionic emitter is similarly a function of aver- 
age electron velocity, and hence is a function 
of the temperature of the emitter. 


The Emission 
Equation 


Electron emission per unit area of emitting 
surface is a function of the temperature T 
in degrees Kelvin, the work function of the 
emitting surface 6 (which is a measure of the 
surface forces of the material and hence of 
the energy required of the electron before it 
may escape), and of the constant A which 
also varies with the emitting surface. The re- 
lationship between emission current in am- 
peres per square centimeter, J, and the above 
quantities can be expressed as: 


Pa ARSY = (1) 


Secondary The bombarding of most metals 
Emission and a few insulators by electrons 

will result in the emission of other 
electrons by a process called secondary emis- 
sion. The secondary electrons are literally 
knocked from the surface layers of the bom- 
barded material by the primary electrons which 
strike the material. The number of secondary 
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Figure 4. 
CUT-AWAY DRAWING OF A 6CB6 PENTODE. 


electrons emitted per primary electron varies 
from a very small percentage to as high as 
5 to 10 secondary electrons per primary. 
The phenomena of secondary emission is 
undesirable for most thermionic electron tubes. 
However, the process is used to advantage in 
certain types of electron tubes such as the 
image orthicon (TV camera tube) and the 
electron-multiplier type of photo-electric cell. 
In types of electron tubes which make use of 
secondary emission, such as the type 931 photo 
cell, the secondary-electron-emitting surfaces 
are specially treated to provide a high ratio of 
secondary to primary electrons. Thus a high 
degree of current amplification in the electron- 
multiplier section of the tube is obtained. 


The Space 
Charge Effect 


As a cathode is heated so that 
it begins to emit, those elec- 
trons which have been dis- 
charged into the surrounding space form a 
negatively charged cloud in the immediate 
vicinity of the cathode. This cloud of electrons 
around the cathode is called the space charge. 
The electrons comprising the charge are con- 
tinuously changing, since those electrons mak- 


‘ing up the original charge fall back into the 


cathode and are replaced by others emitted 
by it. 
The Diode If a cathode capable of being 
heated either indirectly or direct- 
ly is placed in an evacuated envelope along 
with a plate, such a two-element vacuum tube 
is called a diode. The diode is the simplest of 
all vacuum tubes and is the fundamental type 
from which all the others are derived; hence, 
the diode and its characteristics will be dis- 
cussed first. 
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Figure 5. 


AVERAGE PLATE CHARACTERISTICS 
OF A POWER DIODE. 


When the cathode within a 
diode is heated, it will be 
found that a few of the elec- 
trons leaving the cathode will leave with suffh- 
cient velocity to reach the plate. If the plate 
is electrically connected back to the cathode, 
the electrons which have had sufficient velocity 
to arrive at the plate will flow back to the 
cathode through the external circuit. This small 
amount of initial plate current is an effect 
found in all two-element vacuum tubes. 

If a battery or other source of d-c voltage is 
placed in the external circuit between the plate 
and cathode so that it places a positive poten- 
tial on the plate, the flow of current from the 
cathode to plate will be increased. This is due 
to the strong attraction offered by the posi- 
tively charged plate for any negatively charged 
particles. 


Characteristics 
of the Diode 


Space-Charge-Limited 
Current | 


At moderate values of 
plate voltage the cur- 
rent flow from cathode 
to anode is limited by the space charge of elec- 
trons around the cathode. Increased values of 
plate voltage will tend to neutralize a greater 
portion of the cathode space charge and hence 
will cause a greater current to flow. 

Under these conditions, with plate current 
limited by the cathode space charge, the plate 
current is not linear with plate voltage. In 
fact it may be stated in general that the plate- 
current flow in electron tubes does not obey 
Ohm’s Law. Rather, plate current increases as 
the three-halves power of the plate voltage. 


60 r- 


50}——_—__1__ eu 


IN34 
CRYSTAL DIODE 


40 | 


TYPICAL STATIC 


CHARACTERISTICS 


30 


20 


MILLIAMPERES 


—10 fe) 1 2 3 
VOLTS 
Figure 6. 


TYPICAL CHARACTERISTICS OF A 
CRYSTAL DIODE. 


The relationship between plate voltage, E, 
and plate current, J, can be expressed as: 


[= Kee (2) 


where K is a constant determined by the 
geometry of the element structure within the 
electron tube. 


Plate Current 
Saturation 


As plate voltage is raised to 
the potential where the cath- 
ode space charge is neutral- 
ized, all the electrons that the cathode is cap- 
able of emitting are being attracted to the 
plate. The electron tube is said then to have 
reached saturation plate current. Further in- 
crease in plate voltage will cause only a 
relatively small increase in plate current. The 
initial point of plate current saturation is 
sometimes called the point of Maximum Space- 
Charge-Limited Emission (MSCLE). 

The degree of flattening in the plate-voltage 
plate-current curve after the MSCLE point will 
vary with different types of cathodes. This ef- 
fect is shown in figure 7. The flattening is 
quite sharp with a pure tungsten emitter. With 
thoriated tungsten the flattening is smoothed 
somewhat, while with an oxide-coated cathode 
the flattening is quite gradual. The gradual 
saturation in emission with an oxide-coated 
emitter is generally considered to result from 
a lowering of the surface work function by the 
field at the cathode resulting from the plate 
potential. 
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Figure 7. 
MAXIMUM SPACE-CHARGE-LIMITED 
EMISSION FOR DIFFERENT TYPES 
OF EMITTERS. 


Another effect encountered with oxide-coat- 
ed cathodes is a relatively enormous short- 
term emission capability. The cathodes used 
in radar magnetrons are capable of emission 
current density up to 100 amperes per square 
centimeter for a period of the order of one 
microsecond. After the emission of a large 
current pulse the cathode must be permitted 
to rest for several hundred microseconds be- 
fore it is capable of emitting the next pulse. 


The current flowing in the 
plate-cathode space of a con- 
ducting electron tube repre- 
sents the energy required to accelerate elec- 
trons from the zero potential of the cathode 
space charge to the potential of the anode. 
Then, when these accelerated electrons strike 
the anode, the energy associated with their 
velocity is immediately released to the anode 
structure. In normal electron tubes this energy 
release appears as heating of the plate or 
anode structure. 


Electron Energy 
Dissipation 


The Triode If an element consisting of a 
mesh or spiral of wire is in- 
serted concentric with the plate and between 
the plate and the cathode, such an element 
will be able to control by electrostatic action 
the cathode-to-plate current of the tube. The 
new element is called a grid, and a vacuum 
tube containing a cathode, grid, and plate 1s 
commonly called a triode. 

If this new element through which the elec- 
trons must pass in their course from cathode 
to plate is made negative with respect to the 
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Figure 8. 


ACTION OF THE GRID IN A TRIODE. 


(A) shows the triode tube with cutoff bias on 
the grid. Note that all the electrons emitted 
by the cathode remain inside the grid mesh. 
(B) shows the same tube with an intermediate 
value of bias on the grid. Note the medium 
value of plate current and the fact that there 
is a reserve of electrons remaining within the 
grid mesh. (C) shows the operation with a 
relatively small amount of bias which with 
certain tube types will allow substantially all 
the electrons emitted by the cathode to reach 
the plate. Emission is said to be saturated in 
this case. In a majority of tube types a high 
value of positive grid voltage is required be- 
fore plate-current saturation takes place. 


cathode, the negative charge on this grid will 
effectively repel the negatively charged elec- 
trons (like charges repel; unlike charges at- 
tract) back into the space charge surrounding 
the cathode. Hence, the number of electrons 
which are able to pass through the grid mesh 
and reach the plate will be reduced, and the 
plate current will be reduced accordingly. As 
a matter of fact, if the charge on the grid is 
made sufficiently negative, all the electrons 
leaving the cathode will be repelled back to it 
and the plate current will be reduced to zero. 
Any d-c voltage placed upon a grid is called a 
bias (especially so when speaking of a control 
grid). The smallest negative voltage which 
will cause cutoff of plate current at a par- 
ticular plate voltage is called the value of 
cutoff bias. 


The amount of plate current in a triode is 
a result of the net field at the cathode from 
interaction between the field caused by the 
grid bias and that caused by the plate voltage. 
Hence, both grid bias and plate voltage affect 
the plate current. In all normal tubes a small 
change in grid bias has a considerably greater 
effect than a similar change in plate voltage. 
The ratio between the change in grid bias and 
the change in plate current which will cause 
the same small change in plate current is 
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Figure 9. 


NEGATIVE-GRID CHARACTERISTICS 
OF A TYPICAL TRIODE. 
Average plate characteristics of this type are 
most commonly used in determining the Class 
A operating characteristics of a triode ampli- 
fier stage. 


called the amplification factor or m of the 
electron tube. Expressed as an equation: 


iM) Pole 
ats oe 


with ip constant (4 represents a small change). 


The » can be determined experimentally by 
making a small change in grid bias, thus 
slightly changing the plate current. The plate 
current is then returned to the original value 
by making a change in the plate voltage. The 
ratio of the change in plate voltage to the 
change in grid voltage is the » of the tube 
under the operating conditions chosen for the 
test. 


In a diode it was shown that 
the electrostatic field at the 
cathode was proportional to 
the plate potential, E,, and that the total cath- 
ode current was proportional to the three- 
halves power of the plate voltage. Similarly, 
in a triode it can be shown that the field at 
the cathode space charge is proportional to 
the equivalent voltage (E, + E,/u), where 
the amplification factor, », actually represents 
the relative efficacy of grid potential and plate 
potential in producing a field at the cathode. 

It would then be expected that the cathode 


current in a triode would be proportional to 
the three-halves power of (Ex; + E)/u). This 


Current Flow 
in a Triode 
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Figure 10. 
POSITIVE-GRID CHARACTERISTICS 
OF A TYPICAL TRIODE. 


Plate characteristics of this type are most 
commonly used in determining the  pulse- 
signal operating characteristics of a_ triode 
amplifier stage. Note the large emission capa- 
bility of the oxide-coated heater cathode in 
tubes of the general type of the 6J5. 


has been proved to be true. The cathode cur- 
rent of a triode can be represented with fair 
accuracy by the expression: 


3f2 
Cathode current = K( E.+ =) (3) 


where K is a constant determined by element 
geometry within the triod 3 

Plate Resistance The piate resistance of a 
vacuum tube is the ratio 
of a change in plate voltage to the change in 
plate current which the change in plate volt- 
age produces. To be accurate, the changes 
should be very small with respect to the oper- 
ating values. Expressed as an equation: 


hware 


hy = Ri A=small change 


E.=constant 
The plate resistance can also be determined 
by the experiment mentioned above. By noting 
the change in plate current as it occurs when 
the plate voltage is changed (grid voltage held 
constant), and by dividing the latter by the 
former, the plate resistance can be determined. 
Plate resistance is expressed in ohms. 
Transconductance The mutual conductance, 
also referred to as trans- 
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conductance, is the ratio of a change in the 
plate current to the change in grid voltage 
which brought about the plate current change, 
the plate voltage being held constant. Expressed 
as an equation: 


E,=constant A=small change 


The transconductance is also numerically 
equal to the amplification factor divided by the 
plate resistance. Gu = 4 /Rp. 


Transconductance is most commonly ex- 
pressed in microreciprocal-ohms or microm- 
hos. However, since transconductance expresses 
change in plate current as a function of a 
change in grid voltage, a tube is often said 
to have a transconductance of so many mil- 
liamperes-per-volt. If the transconductance in 
milliamperes-per-volt is multiplied by 1000 it 
will then be expressed in micromhos. Thus 
the transconductance of a 6A3 could be called 
either 5.25 ma./volt or 5250 micromhos. 


Tetrode or In the preceding chapter it was 
Screen-Grid mentioned that two conductors 
Tube separated by a dielectric form 


a capacitor, or that there is 
capacitance between them. Since the electrodes 
in a vacuum tube are conductors and they are 
separated by a dielectric, vacuum, there is 
capacitance between them. Although the inter- 
electrode capacitances are so small as to be of 
little consequence in audio-frequency work, 
they are large enough to be of considerable 
importance when triodes are operated at radio 
frequencies. 

The quest for a simple and easily usable 
method of eliminating the effects of the grid- 
to-plate capacitance of the triode led to the 
development of the screen-grid tube or tetrode. 
When another grid is added between the grid 
and plate of a vacuum tube the tube is called 
a tetrode, and because the new grid is called 
a screen, as a result of its screening or shield- 
ing action, the tube is often called a screen- 
grid tube. The interposed screen grid acts as an 
electrostatic shield between the grid and plate, 
with the consequence that the grid-to-plate 
capacitance is reduced. Although the screen 
grid is maintained at a positive voltage with 
respect to the cathode of the tube, it is main- 
tained at ground potential with respect to r.f. 
by means of a by-pass capacitor of very low 
reactance at the frequency of operation. 


In addition to the shielding effect, the 
screen grid serves another very useful purpose. 
Since the screen is maintained at a positive 
potential, it serves to increase or accelerate the 
flow of electrons to the plate. There being 
large openings in the screen mesh, most of 
the electrons pass through it and on to the 
plate. Due also to the screen, the plate current 
is largely independent of plate voltage, thus 
making for high amplification. When the 
screen voltage is held at a constant value, it is 
possible to make large changes in plate volt- 
age without appreciably affecting the plate 
current. 


When the electrons from the cathode ap- 
proach the plate with sufficient velocity, they 
dislodge electrons upon striking the plate. This 
effect of bombarding the plate with high 
velocity electrons, with the consequent dis- 
lodgement of other electrons from the plate, 
gives rise to the condition of secondary emis- 
sion which has been discussed in a previous 
paragraph. This effect can cause no particular 
difficulty in a triode because the secondary 
electrons so emitted are eventually attracted 
back to the plate. In the screen-grid tube, how- 
ever, the screen is close to the plate and is 
maintained at a positive potential. Thus, the 
screen will attract these electrons which have 
been knocked from the plate, particularly when 
the plate voltage falls to a lower value than 
the screen voltage, with the result that the 
plate current is lowered and the amplification 
is decreased. 


The Pentode The undesirable effects of sec- 
ondary emission from the plate 
can be greatly reduced if another element is 
added between the screen and plate. This addi- 
tional element is called a suppressor, and tubes 
in which it is used are called pentodes. The 
suppressor grid is sometimes connected to 
cathode within the tube, sometimes it is 
brought out to a connecting pin on the tube 
base, but in any case it is established negative 
with respect to the minimum plate voltage. 
The secondary electrons that would travel to 
the screen if there were no suppressor are 
diverted back to the plate. The plate current 
is, therefore, not reduced and the amplification 
possibilities are increased. 


Pentodes for audio applications are designed 
so that the suppressor increases the limits to 
which the plate voltage may swing; therefore 
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the consequent power output and gain can be 
very great. Pentodes for radio-frequency ser- 
vice function in such a manner that the sup- 
pressor allows high voltage gain, at the same 
time permitting fairly high gain at low plate 
voltage. This holds true even if the plate volt- 
age is the same or slightly lower than the 
screen voltage. 


Beam Power 
Tubes 


A beam power tube makes use 
of another method for sup- 
pressing secondary emission. In 
this tube there are four electrodes: a cathode, 
a grid, a screen, and a plate, so spaced and 
placed that secondary emission from the plate 
is suppressed without actual power. Because 
of the manner in which the electrodes are 
spaced, the electrons which travel to the plate 
are slowed down when the plate voltage is 
low, almost to zero velocity in a certain region 
between screen and plate. For this reason the 
electrons form a stationary cloud, a space 
charge. The effect of this space charge is to 
repel secondary electrons emitted from the 
plate and thus cause them to return to the 
plate. In this way, secondary emission is sup- 
pressed. 

Another feature of the beam power tube is 
the low current drawn by the screen. The 
screen and the grid are spiral wires wound so 
that each turn in the screen is shaded from 
the cathode by a grid turn. This alignment of 
the screen and the grid causes the electrons to 
travel in sheets between the turns of the screen 
so that very few of them strike the screen 
itself. This forming of the electron stream into 
sheets or beams increases the charge density 
in the screen-plate region and assists in the 
formation of the space charge in this region. 

Because of the effective suppressor action 
provided by the space charge, and because of 
the low current drawn by the screen, the beam 
power tube his the advantages of high power 
output, high power sensitivity, and high 
efficiency. The 6L6 is such a beam power tube, 
designed for use in the power amplifier stages 
of receivers and speech amplifiers or modulat- 
ors. Larger tubes employing the beam-power 
principle are being made by various manu- 
facturers for use in the radio-frequency stages 
of transmitters. These tubes feature extremely 
high power sensitivity (a very small amount 
of driving power is required for a large out- 
put), good plate efficiency, and low grid-to- 
plate capacitance. 


Grid-Screen 
Mu Factor 


The grid-screen mu factor (psx) 
is analogous to the amplification 
factor in a triode, except that 
the screen of a pentode or tetrode is substituted 
for the plate of a triode. us, denotes the ratio 
of a change in grid voltage to a change in 
screen voltage, each of which will produce 
the same change in screen current. Expressed 
as an equation: 


I,,=constant A=small change 


The grid-screen mu factor is important in 
determining the operating bias of a tetrode 
or pentode tube. The relationship between con- 
trol-grid potential and screen potential deter- 
mines the plate current of the tube as well as 
the screen current since the plate current is 
essentially independent of the plate voltage 
in tubes of this type. In other words, when 
the tube is operated at cutoff bias as deter- 
mined by the screen voltage and the grid- 
screen mu factor (determined in the same way 
as with a triode, by dividing the operating 
voltage by the mu factor) the plate current 
will be substantially at cutoff as will be the 
screen current. The grid-screen mu factor is 
numerically equal to the amplification factor 
of the same tetrode or pentode tube when 
triode connected. 


Current Flow 
in Tetrodes 
and Pentodes 


Equation (3) is the expres- 
sion for total cathode current 
in a triode tube. The expres- 
sion for the total cathode cur- 
rent of tetrode and pentode tubes is the same, 
except that the screen-grid voltage and the 
grid-screen factor are used in place of the 
plate voltage and u of the triode. The equation 
is: 


Cathode current = K( B+ oy (4) 


Cathode current, of course, is the sum of the 
screen and plate current, plus control grid cur- 
rent in the event that the control grid is 
positive with respect to the cathode. It will be 
noted that total cathode current is independent 
of plate voltage in a tetrode or pentode. Also, 
in the usual tetrode or pentode the plate cur- 
rent also is substantially independent of plate 
voltage over the usual operating range—which 
means simply that the effective plate resistance 
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of such tubes is relatively high. However, when | 


the plate voltage falls below the normal oper- 
ating range the plate current falls sharply 
while the screen current rises to such a value 
that the total cathode current remains sub- 
stantially constant. Hence, the screen grid in 
a tetrode or pentode will almost invariably be 
damaged by excessive dissipation if the plate 
voltage is removed while the screen voltage is 
still being applied from a low-impedance 
source. 


The Effect of 
Grid Current 


Equations (3) and (4) have 
shown how the total cathode 
current in triodes, tetrodes, 
and pentodes is a function of the potentials 
applied to the various electrodes. Hence, if 
only one electrode is positive with respect to 
the cathode (such as would be the case in a 
triode acting as a class A amplifier) all the 
cathode current goes to the plate. But when 
both screen and plate are positive in a tetrode 
or pentode, the cathode current divides be- 
tween the two elements. Hence the screen 
current is taken from the total cathode cur- 
rent, while the balance goes to the plate. 
Further, if the control grid in a tetrode or 
pentode is operated at a positive potential the 
total cathode current is divided between all 
three elements which have a positive potential. 
Hence, in a tube which is receiving a large 
excitation voltage, it may be said that the 
control grid robs electrons from the output 
electrode during the period that the grid is 
positive. Hence it always is necessary to limit 
the peak positive excursion of the control grid. 


Coefficients of In general it may be stated 
Tetrodes and that the amplification factor 
Pentodes of tetrode and _ pentode 

tubes is a coefficient which 
is not of much use to the designer. In fact the 
amplification factor is seldom given on the 
design data sheets of such tubes. Its value is 
usually very high, due to the relatively high 
plate resistance of such tubes, but bears little 
relationship to the stage gain which actually 
will be obtained with such tubes. 

On the other hand, the grid-plate transcon- 
ductance is the most important coefficient of 
pentode and tetrode tubes. Gain per stage can 
be computed directly when the Gu is known. 
The grid-plate transconductance of a tetrode 
or pentode tube can be calculated through use 
of the expression: 


with Ex¢ and E» constant. 


The plate resistance of such tubes is of less 
importance than in the case of triodes, though 
it is often of value in determining the amount 
of damping a tube will exert upon the im- 
pedance in its plate circuit. Plate resistance is 
calculated from: 


with Ec and Ess constant. 


Mixer and 


Converter Tubes 


The superheterodyne tfe- 
ceiver will be described 
in detail in Chapter Six, 
but suffice to say here that such a receiver 
always includes at least one stage for changing 
the frequency of the incoming signal to the 
fixed frequency of the main intermediate 
amplifier in the receiver. The frequency chang- 
ing process is accomplished by selecting the 
beat-note difference frequency between a 
locally generated oscillation and the incoming 
signal frequency. If the oscillator signal is sup- 
plied by a separate tube, the frequency chang- 
ing tube is called a mixer. Alternatively, the 
oscillation may be generated by additional 
elements within the frequency changer tube. 
In this case the frequency changer is common- 
ly called a converter tube. 


conversion conductance 
(Ge) is a coefficient of inter- 
est in the case of mixer or 
converter tubes, or of conventional triodes, tet- 
trodes, or pentodes operating as frequency 
changers. The conversion conductance is the 
ratio of a change in the signal-grid voltage 
at the input frequency to a change in the out- 
put current at the converted frequency. Hence 
Ge in a mixer is essentially the same as trans- 
conductance in amplifier with the exception 
that the input signal and the output current 
are on different frequencies. The value of Ge 
in conventional mixer tubes is from 300 to 
1000 micromhos. The value of G. in an am- 
plifier tube operated as a mixer is approxi- 
mately 0.3 times the Gm of the tube operated 
as an amplifier. The voltage gain of a mixer 
stage is equal to GceZ1. where Zi is the im- 
pedance of the plate load into which the mixer 
tube operates. 


Conversion The 
Conductance 
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Figure 11. 


SHOWING THE EFFECT OF CATHODE 
LEAD INDUCTANCE. 


The degenerative action of cathode lead in- 

ductance tends to reduce tne effective grid-to- 

cathode voltage with respect to the voltage 

available across the input tuned circuit. Cath- 

ode lead inductance also introduces undesir- 

able coupling between the input and the out- 
put circuits. 
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Figure 12. 
TWO-CAVITY KLYSTRON OSCILLATOR. 


A conventional two-cavity klystron is shown 

with a feedback loop connected between the 

two cavities so that the tube may be used 
as an oscillator. 


Electron Tubes at 
Very High Frequencies 


As the frequency of 
operation of the us- 
ual type of electron 
tube is increased above about 20 Mc., certain 
assumptions which are valid for operation at 
lower frequencies must be re-examined. First, 
we find that lead inductances from the socket 
connections to the actual elements within the 
envelope no longer are negligible. Second, we 
find that electron transit time no longer may 
be ignored; an appreciable fraction of a cycle 
of input signal may be required for an elec- 
tron to leave the cathode space charge, pass 
through the grid wires, and travel through the 
space between grid and plate. 


The effect of lead induct- 
ance is two-fold. First, as 
shown in figure 11, the 
combination of grid-lead inductance, grid- 
cathode capacitance, and cathode lead induct- 
ance tends to reduce the effective grid-cathode 
signal voltage for a constant voltage at the 
tube terminals as the frequency is increased. 
Second, cathode lead inductance tends to intro- 
duce undesired coupling between the various 
elements within the tube. 

Tubes especially designed for v-h-f and 
u-h-f use have had their lead inductances 
minimized. The usual procedures for reducing 
lead inductance are: (1) using heavy lead 
conductors or several leads in parallel (ex- 
amples are the GSH7 and GAK5), (2) scal- 
ing down the tube in all dimensions to reduce 
both lead inductances and interelectrode capac- 


Effects of 
Lead Inductance 


itances (examples are the 6GAK5, 6F4, and 
other acorn and miniature tubes), and (3) 
the use of very low inductance extensions of 
the elements themselves as external connec- 
tions (examples are lighthouse tubes such as 
the 2C40, oilcan tubes such as the 2C29, and 
many types of v-h-f transmitting tubes). 


Effects of 
Transit Time 


When an electron tube is 
operated at a frequency high 
enough so that electron tran- 
sit time between cathode and plate is an ap- 
preciable fraction of a cycle at the input fre- 
quency, several undesirable effects take place. 
First, the grid takes power from the input 
signal even though the grid is negative at all 
times. This comes about since the grid will 
have changed its potential during the time 
required for an electron to pass from cathode 
to plate. Due to interaction and a resulting 
phase difference between the field associated 
with the grid and that associated with a mov- 
ing electron, the grid presents a resistance to 
an input signal in addition to its normal 
“cold” capacitance. Further, as a result of this 
action, plate current no longer is in phase 
with grid voltage. 

An amplifier stage operating at a frequency 
high enough so that transit time is appre- 
ciable: 

(a) Is difficult to excite as a result of grid 
loss from the equivalent input grid resistance, 

(b) Is capable of less output since trans- 
conductance is reduced and plate current is 
not in phase with grid voltage. 
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The effects of transit time increase with the 
square of the operating frequency — hence 
they increase rapidly as frequency is increased 
above the value where they become just ap- 
preciable. These effects may be reduced by 
scaling down tube dimensions —a procedure 
which also reduces lead inductance. Further, 
transit-time effects may be reduced by the 
obvious procedure of increasing electrode po- 
tentials so that electron velocity will be in- 
creased. However, due to the law of electron 
motion in an electric field, transit time is 
increased only as the square root of the ratio 
of operating potential increase; hence this 
expedient is of limited value due to other 
limitations upon operating voltages of small 
electron tubes. 


Special Microwave 
Electron Tubes 


Due primarily to the 
limitation imposed by 
transit time, convention- 
al negative-grid electron tubes are capable of 
affording worthwhile amplification and power 
output only to a definite upper frequency. 
This upper frequency limit varies from _per- 
haps 100 Mc. for conventional tube types to 
about 4000 Mc. for specialized types such as 
the lighthouse tube. Above the limiting fre- 
quency the conventional negative-grid tube no 
longer is practicable and recourse must be 
taken to totally different types of electron tubes 
in which electron transit time is not a limita- 
tion to operation. Three of the most import- 
ant of such microwave tube types are the 
klystron, the magnetron, and the travelling- 
wave tube. 

The Power Klystron The klystron is a type 
of electron tube in 
which electron transit time is used to ad- 
vantage. Such tubes comprise, as shown in 
figure 12, a cathode, a focussing electrode, a 
resonator connected to a pair of grids which 
afford velocity modulation of the electron 
beam (called the “buncher’), a drift space, 
and another resonator connected to a pair of 
grids (called the “catcher’). A collector for 
the expended electrons may be included at the 
end of the tube, or the catcher may also per- 
form the function of electron collection. 


The tube operates in the following manner: 
The cathode emits a stream of electrons which 
is focussed into a beam by the focussing 
electrode. The stream passes through the 
buncher where it is acted upon by any field 


REPELLER 
ELECTRODE 


Figure 13. 
REFLEX KLYSTRON OSCILLATOR. 


A conventional reflex klystron oscillator of 
the type commonly used as a local oscillator 
in superheterodyne receivers operating above 
about 2000 Mc. is shown above. Frequency 
modulation of the output frequency of the 
oscillator, or a-f-c operation in a receiver, may 
be obtained by varying the negative voltage 
on the repeller electrode. 


existing between the two grids of the buncher 
cavity. When the potential between the two 
grids is zero, the stream passes through with- 
out change in velocity. But when the potential 
between the two grids of the buncher is in- 
creasingly positive in the direction of electron 
motion, the velocity of the electrons in the 
beam is increased. Conversely, when the field 
becomes increasingly negative in the direction 
of the beam (corresponding to the other half 
cycle of the exciting voltage from that which 
produced electron acceleration) the velocity 
of the electrons in the beam is decreased. 


When the velocity-modulated electron beam 
reaches the drift space, where there is no field, 
those electrons which have been sped up on 
one half-cycle overtake those immediately 
ahead which were slowed down on the other 
half-cycle. In this way, the beam electrons be- 
come bunched together. As the bunched groups 
pass through the two grids of the catcher 
cavity, they impart pulses of energy to these 
grids. The catcher grid-space is charged to 
different voltage levels by the passing electron 
bunches, and a corresponding oscillating field 
is set up in the catcher cavity. The catcher is 
designed to resonate at the frequency of the 
velocity-modulated beam, or at a harmonic of 
this frequency. 


In the klystron amplifier, energy delivered 
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Figure 14. 
TUNABLE KLYSTRON OSCILLATOR. 


Showing a two-cavity klystron oscillator tube 
with its tuning mechanism (Sperry). 


by the buncher to the catcher grids is greater 
than that applied to the buncher cavity by the 
input signal. In the klystron oscillator (figure 
12), a feedback loop connects the two cavities. 
Coupling to either buncher or catcher is pro- 
vided by small loops which enter the cavities 
by way of concentric lines, as shown in fig- 
ured 2, 

The klystron is an electron-coupled device. 
When used as an oscillator, its output voltage 
is rich in harmonics. Klystron oscillators of 
various types afford power outputs ranging 
from less than 1 watt to many thousand watts. 
Operating efficiency varies between 5 and 30 
per cent. Frequency may be shifted to some 
extent by varying the beam voltage. Tuning is 
carried on mechanically in some klystrons by 
altering (by means of knob settings) the shape 
of the resonant cavity. 
The Reflex Klystron The two-cavity klystron 
as described in the pre- 
ceding paragraphs is primarily used as a trans- 
mitting device since quite reasonable amounts 
of power are made available in its output cir- 
cuit. However, for applications where a much 
smaller amount of power is required—power 
levels in the milliwatt range—for low-power 
transmitters, receiver local oscillators, etc., an- 
other type of klystron having only a single 
cavity is more frequently used. 

The theory of operation of the single-cavity 
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Figure 15. 


CUT-AWAY VIEW OF A TUNABLE 
KLYSTRON. 


The tuning mechanism has been removed in 

this cut-away view of a tunable klystron tube. 

The flexible diaphragms which serve as the 

top enclosure of the top cavity and the bot- 

tom enclosure of the bottom cavity allow the 

volumes of the two cavities to be varied by 
the tuning mechanism. 


klystron is essentially the same as the multi- 
cavity type with the exception that the velocity- 
modulated electron beam, after having left the 
“buncher” cavity is reflected back into the 
area of the buncher again by a repeller elec- 
trode as illustrated in figure 13. The potentials 
on the various electrodes are adjusted to the 
value such that proper bunching of the elec- 
tron beam will take place just as a particular 
portion of the velocity-modulated beam re- 
enters the area of the resonant cavity. Since 
this type of klystron has only one circuit it 
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Figure 16. 
SIMPLE MAGNETRON OSCILLATOR. 


An external tank circuit is used with this 
type of magnetron oscillator for operation in 
the lower u-h-f range. 


can be used only as an oscillator and not as an 
amplifier. Effective modulation of the fre- 
quency of a single-cavity klystron for FM 
work can be obtained by modulating the tre- 
peller electrode voltage. 


The magnetron is an s-h-f 
oscillator tube normally em- 
ployed where very high values of peak power 
or moderate amounts of average power are 
required in the range from perhaps 700 Mc. 
to 30,000 Mc. Special magnetrons were de- 
veloped for wartime use in radar equipments 
which had peak power capabilities of several 
million watts (megawatts) output at frequen- 
cies in the vicinity of 3000 Mc. The normal 
duty cycle of operation of these radar equip- 
ments was approximately 1/10 of one per 
cent (the tube operated about 1/1000 of the 
time and rested for the balance of the operat- 
ing period) so that the average power output 
of these magnetrons was in the vicinity of 
1000 watts. 

In its simplest form the magnetron tube is a 
filament-type diode with two half-cylindrical 
plates or anodes situated coaxially with respect 
to the filament. The construction is illustrated 
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in figure 16A. The anodes of the magnetron 
are connected to a resonant circuit as illustrat- 
ed on figure 16B. The tube is surrounded by 
an electromagnet coil which, in turn, is con- 
nected to a low-voltage d-c energizing source 
through a rheostat R for controlling the 
strength of the magnetic field. The field coil is 
oriented so that the lines of magnetic force it 
sets up are parallel to the axis of the electrodes. 


Under the influence of the strong magnetic 
field, electrons leaving the filament are de- 
flected from their normal paths and move in 
circular orbits within the anode cylinder. This 
effect results in a negative resistance which 
sustains oscillations. The oscillation frequency 
is very nearly the value determined by L and 
C, in figure 16B. In other magnetron circuits, 
the frequency may be governed by the electron 
rotation, no external tuned circuits being em- 
ployed. Wavelengths of less than 1 centi- 
meter have been produced with such circuits. 


More complex magnetron tubes employ no 
external tuned circuit, but utilize instead one 
Or more resonant cavities which are integral 
with the anode structure. Figure 17 shows a 
magnetron of this type having a multi-cellular 
anode of eight cavities. It will be noted, also, 
that alternate cavities (which would operate at 
the same polarity when the tube is oscillating) 
are strapped together. Strapping was found to 
improve the efficiency and stability of high- 
power radar magnetrons. In most radar appli- 
cations of magnetron oscillators a powerful| 
permanent magnet of controlled characteristics 
is employed to supply the magnetic field rather 
than to use an electromagnet. 
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Figure 17. 
MODERN MULTI-CAVITY MAGNETRON. 


Illustrated is an external-anode strapped mag- 
netron of the type commonly used in radar 
equipment for the 10-cm. range. A perma- 
nent magnet of the general type used with 
such a magnetron is shown in the right-hand 
portion of the drawing, with the magnetron in 
place between the pole pieces of the magnet. 
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The Cathode-Ray Tube The cathode-ray tube 
is a special type of 
electron tube which permits the visual observa- 
tion of electrical signals. It may be incorpo- 
rated into an oscilloscope for use as a test 
instrument or it may be the display device for 
a radar equipment or a television receiver. 

A cathode-ray tube always includes an elec- 
tron gun for producing a stream of electrons, 
a grid for controlling the intensity of the elec- 
tron beam, and a luminescent screen for con- 
verting the impinging electron beam into visi- 
ble light. Such a tube always operates in con- 
junction with either a built-in or an external 
means for focussing the electron stream into a 
narrow beam, and a means for deflecting the 
electron beam in accordance with an electrical 
signal. 

The main electrical difference between types 
of cathode-ray tubes lies in the means em- 
ployed for focussing and deflecting the electron 
beam. The beam may be focussed and/or de- 
flected either electrostatically or magnetically, 
since a stream of electrons can be acted upon 
either by an electrostatic or a magnetic field. 
In an electrostatic field the electron beam tends 
to be deflected toward the positive termination 
of the field. In a magnetic field the stream 
tends to be deflected at right angles to the 
field. Further, an electron beam tends to be 
deflected so that it is normal (perpendicular ) 
to the equipotential lines of an electrostatic 
field—and it tends to be deflected so that it 
is parallel to the lines of force in a magnetic 
field. 

Large cathode-ray tubes used as kinescopes 
in television receivers usually are both focused 
and deflected magnetically. On the other hand, 
the medium-size c-r tubes used in oscilloscopes 
and small television receivers usually are both 
focussed and deflected electrostatically. But c-r 
tubes for special applications may be focussed 
magnetically and deflected electrostatically or 
vice versa. 

There are advantages and disadvantages to 
both types of focussing and deflection. How- 
ever, it may be stated that electrostatic deflec- 
tion is much better than magnetic deflection 
when high-frequency waves are to be displayed 
on the screen; hence the almost universal use 
of this type of deflection for oscillographic 
work. But when a tube is operated at a high 
value of accelerating potential so as to obtain 
a bright display on the face of the tube for 
television or radar work, the use of magnetic 


Figure 18. 
TYPICAL CATHODE-RAY TUBE. 


The tube illustrated is of the electrostatic- 
deflection electrostatic-focus type usually used 
in oscilloscopes. Most current oscilloscope tubes 
have all the electrodes brought out through 
the base of the tube. Television tubes, which 
almost always are of the magnetic-focus 
magnetic-deflection type, do not include the 
focussing electrode or the deflecting plates, 
and the high-voltage accelerating anode usu- 
ally is connected to a conducting coating on 
the inside of the glass envelope. 


deflection becomes desirable since it is rela- 
tively much easier to deflect a high-velocity 
electron beam magnetically than electrostatical- 
ly. However, an ion trap is required with mag- 
netic deflection since the heavy negative ions 
emitted by the cathode are not materially de- 
flected by the magnetic field and hence would 
burn an “ion spot” in the center of the lumi- 
nescent screen. With electrostatic deflection the 
heavy ions are deflected equally as well as the 
electrons in the beam so that an ion spot is 
not formed. 

The construction of a typical electrostatic- 
focus, electrostatic-deflection cathode-ray tube 
is illustrated in the pictorial diagram of figure 
18. The indirectly heated cathode K releases 
free electrons when heated by the enclosed 
filament. The cathode is surrounded by a cyl- 
inder G, which has a small hole in its front 
for the passage of the electron stream. Although 
this element is not a wire mesh as is the usual 
grid, it is known by the same name because 
its action is similar: it controls the electron 
stream when its negative potential is varied. 

Next in order is found the first accelerating 
anode, H, which resembles another disk or 
cylinder with a small hole in its center. This 
electrode is run at a high or moderately high 
positive voltage, to accelerate the electrons 
towards the far end of the tube. 

The focussing electrode, F, is a sleeve which 
usually contains two small disks, each with a 
small hole. 

After leaving the focussing electrode, the 
electrons pass through another accelerating 
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anode, A, which is operated at a high positive 
potential. In some tubes this electrode is oper- 
ated at a higher potential than the first acceler- 
ating electrode, H, while in other tubes both 
accelerating electrodes are operated at the 
same potential. 

The electrodes which have been described 
up to this point constitute the “electron gun,” 
which produces the free electrons and focusses 
them into a slender, concentrated, rapidly- 
traveling stream for projecting onto the view- 
ing screen. 

To make the tube useful, means must be 
provided for deflecting the electron beam 
along two axes at right angles to each other. 
The more common tubes employ electrostatic 
deflection plates, one pair to exert a force on 
the beam in the vertical plane and one pair 
to exert a force in the horizontal plane. These 
plates are designated as B and C in figure 18. 

Standard oscilloscope practice with small 
cathode-ray tubes calls for connecting one of 
the B plates and one of the C plates together 
and to the high voltage accelerating anode. 
With the newer three-inch tubes and with 
five-inch tubes and larger all four deflecting 
plates are commonly used for deflection. The 
positive high voltage is grounded, instead of the 
negative as is common practice in amplifiers, 
etc., in order to permit operation of the deflect- 
ing plates at a d-c potential at or near ground. 

In the average electrostatic-deflection c-r 
tube the spot will be fairly well centered if all 
four deflection plates are returned to the po- 
tential of the second anode (ground). How- 
ever, for accurate centering and to permit mov- 
ing the entire trace either horizontally or 
vertically to permit display of a particular 
waveform, horizontal and vertical centering 
controls usually are provided on the front of 
the oscilloscope. 

After the spot is once centered, it is neces- 
sary only to apply a positive or negative volt- 
age (with respect to ground) to one of the 
ungrounded or “free” deflector plates in order 
to move the spot. If the voltage is positive 
with respect to ground, the beam will be 
attracted toward that deflector plate, while if 
negative the beam and spot will be repulsed. 
The amount of deflection is directly propor- 
tional to the voltage (with respect to ground ) 
that is applied to the free electrode. 

With the larger-screen higher-voltage tubes 
it becomes necessary to place deflecting voltage 
on both horizontal and both vertical plates. 


This is done for two reasons: First, the amount 
of deflection voltage required by the high- 
voltage tubes is so great that a transmitting 
tube operating from a high voltage supply 
would be required to attain this voltage with- 
out distortion. By using push-pull deflection 
with two tubes feeding the deflection plates, 
the necessary plate supply voltage for the de- 
flection amplifier is halved. Second, a certain 
amount of de-focussing of the electron stream 
is always present on the extreme excursions in 
deflection voltage when this voltage is applied 
only to one deflecting plate. When the de- 
flecting voltage is fed in push-pull to both 
deflecting plates in each plane, there is no de- 
focussing because the average voltage acting on 
the electron stream is zero, even though the 
net voltage (which causes the deflection) 
acting on the stream is twice that on either 
plate. 

The fact that the beam is deflected by a mag- 
netic field is important even in an oscillo- 
scope which employs a tube using electro- 
static deflection, because it means that precau- 
tions must be taken to protect the tube from 
the transformer fields and sometimes even the 
earth’s magnetic field. This normally is done 
by incorporating a magnetic shield around the 
tube and by placing any transformers as far 
from the tube as possible, oriented to the posi- 
tion which produces minimum effect upon the 
electron stream. 


Screen Materials — 
“*Phosphors”’ 


At least five types of 
luminescent screen ma- 
terials are commonly 
available on the various types of c-r tubes 
commercially available. These screen materials 
are called phosphors; each of the five phosphors 
is best suited to a particular type of applica- 
cation. The P-1 phosphor, which has a green 
fluorescence with medium persistence, is almost 
invariably used for oscilloscope tubes for visual 
observation. The P-4 phosphor, with white 
fluorescence and medium persistence, is used 
on television viewing tubes (“Kinescopes’’ ). 
The P-5 and P-11 phosphors, with blue fluo- 
rescence and very short persistence, are used 
primarily in oscilloscopes where photographic 
recording of the trace is to be obtained. The 
P-7 phosphor, which has a blue flash and a 
long-persistence greenish-yellow persistence, is 
used primarily for radar displays where reten- 
tion of the image for several seconds after the 
initial signal display is required. 
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Gas Tubes The space charge of electrons in 
the vicinity of the cathode in a 
diode causes the plate-to-cathode voltage drop 
to be a function of the current being carried 
between the cathode and the plate. This voltage 
drop can be rather high when large currents 
are being passed, causing a considerable amount 


of energy loss which shows up as plate dissipa- 


tion. However, this negative space charge can 


be neutralized by the presence of the proper 
density of positive ions in the space between 
the cathode and anode. The positive ions may 
be obtained by the introduction of the proper 
amount of gas or a small amount of mercury 
into the envelope of the tube. When the volt- 
age drop across the tube reaches the ionization 
potential of the gas or mercury vapor, the gas 
molecules will become ionized to form posi- 
tive ions. The positive ions then tend to neu- 
tralize the space charge in the vicinity of the 
cathode. The voltage drop across the tube then 
remains constant at the ionization potential of 
the gas up to a current drain equal to the 
maximum emission capability of the cathode. 
The voltage drop varies between 10 and 20 
volts, depending upon the particular gas em- 
ployed, up to the maximum current rating 
of the tube. 


Mercury-vapor tubes, although very widely 
used, have the disadvantage that they must be 
operated within a specified temperature range 
(25° to 70° C.) in order that the mercury 
vapor pressure within the tube shall be within 


the proper range. If the temperature is too 
low, the drop across the tube becomes too high 
causing immediate overheating and possible 
damage to the elements. If the temperature is 
too high, the vapor pressure is too high, and 
the voltage at which the tube will “flash back” 
is lowered to the point where destruction of 
the tube may take place. Since the ambient 
temperature range specified above is within 
the normal room temperature range, no trouble 
will be encountered under normal operating 
conditions. However, by the substitution of 
xenon gas for mercury it is possible to produce 
a rectifier with characteristics comparable to 
those of the mercury-vapor tube except that the 
tube is capable of operating over the range from 
approximately -70° to 90° C. The 3B25 
rectifier is an example of this type of tube. 


Thyratron If a grid is inserted between the ca- 
Tubes thode and plate of a mercury-vapor 
gaseous-conduction rectifier, a nega- 
tive potential placed upon the added element 
will increase the plate-to-cathode voltage drop 
required before the tube will ionize or “fire.” 
The potential upon the control grid will have 
no effect on the plate-to-cathode drop after the 
tube has ionized. However, the grid voltage 
may be adjusted to such a value that conduc- 
tion will take place only over the desired 
portion of the cycle of the a-c voltage being 
impressed upon the plate of the rectifier. 


CHAPTER FIVE 


Vacuum Tube Amplifiers 


The ability of the control grid of a vacuum 
tube to control large amounts of plate power 
with a small amount of grid energy allows the 
vacuum tube to be used as an amplifier. It is 
this ability of vacuum tubes to amplify an 
extremely small amount of energy up to almost 
any level without change in anything except 
amplitude which makes the vacuum tube such 
an extremely valuable adjunct to modern elec- 
tronics and communication. 


As an assistance in simplify- 
ing- and shortening expres- 
sions involving vacuum-tube 
parameters, the following sym- 
bols will be used throughout this book: 


Symbols for 
Vacuum-Tube 
Parameters 


Tube Constants 


u—amplification factor 

R»—plate resistance 
Gu—transconductance 

Msg—grtid-screen mu factor 
G.—conversion transconductance (mixer 


tube ) 


Interelectrode Capacitances 
Cex—grid-cathode capacitance 
Cyy—grid-plate capacitance 
Cpx—plate-cathode capacitance 
Cin—Input capacitance (tetrode or pentode ) 
Cout—output capacitance (tetrode or pen- 


tode ) 


Electrode Potentials 
En—d-c plate supply voltage (a positive 
quantity ) 
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Eee—d-c grid supply voltage (a negative 
quantity ) 

Eem—peak grid excitation voltage (1 total 
peak-to-peak grid swing) 

Epm—peak plate voltage (14 total peak-to- 
peak plate swing) 

€p—instantaneous plate potential 

€.<—instantaneous grid potential 

€pmin—Minimum instantaneous plate voltage 

€zmp—Maximum positive instantaneous grid 
voltage 

E,»—static plate voltage 

E,—static grid voltage 

€co—cut off bias 


Electrode Currents 
I»h—-average plate current 
I.—average grid current 
Ipu—peak fundamental plate current 
ipmax—Maximum instantaneous plate current 
maximum instantaneous grid current 
Ip,—static plate current 
I,—static grid current 


Other Symbols 
Pi—plate power input 
P.—plate power output 
P;—plate dissipation 
Pu—grid driving power 
losses ) 
P,—grid dissipation 
Np—plate efficiency (expressed as a deci- 
mal ) 
6,—one-half angle of plate current flow 
6,—one-half angle of grid current flow 
Rr—load resistance 
Z.—load impedance 


Igmax 


(grid plus bias 
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Vacuum-Tube The relationships between cer- 
Constants tain of the electrode potentials 

and currents within a vacuum 
tube are reasonably constant under specified 
conditions of operation. These relationships 
are called vacuum-tube constants and are listed 
in the data published by the manufacturers of 
vacuum tubes. The defining equations for the 
basic vacuum-tube constants are given in 
Chapter Four. 


The values of interelectrode 
capacitance published in 
vacuum-tube tables are the 
static values measured, in the case of triode for 
example, as shown in figure 1. The static 
capacitances are simply as shown in the draw- 
ing, but when a tube is operating as amplifier 
there is another consideration known as Miller 
Effect which causes the dynamic input capaci- 
tance to be different from the static value. The 
output capacitance of an amplifier is essentially 
the same as the static value such as is given in 
the published tube tables. The grid-to-plate 
capacitance is also the same as the published 
static value, but since the Czp acts as a small 
capacitance coupling energy back from the 
plate circuit to the grid circuit, the dynamic 
input capacitance is equal to the static value 
plus an amount (frequently much greater in 
the case of a triode) determined by the gain 
of the stage, the plate load impedance, and 
the Cz» feedback capacitance. The total value 
for an audio amplifier stage can be expressed 
in the following equation: 


Interelectrode 
Capacitances 


Cu (dynamic) = Cu (static) + (A +- 1) Cen 


where Cyx is the grid-to-cathode capacitance, 
Cep is the grid-to-plate capacitance, and A is 
the stage gain. This expression assumes that 
the vacuum tube is operating into a resistive 
load such as would be the case with an audio 
stage working into a resistance plate load in 
the middle audio range. 


The more complete expression for the input 
admittance (vector sum of capacitance and 
resistance) of an amplifier operating into any 
type of plate load is as follows: 


Input capacitance = Cx + (1 +A cos 9) Cop 


1 
Input resistance = — a Bs ) 
w Cep 


A sin 9 


TRIODE PENTODE OR TETRODE 
Figure 1. 


Static Interelectrode Capacitances Within a 
Triode, Pentode, or Tetrode. 


Where: Cx = grid-to-cathode capacitance 
Cy» = grid-to-plate capacitance 
A = voltage amplification of the tube 
alone 


6 = phase angle of the plate load im- 
pedance, positive for inductive 
loads, negative for capacitive 


It can be seen from the above that if the 
plate load impedance of the stage is capacitive 
or inductive, there will be a resistive com- 
ponent in the input admittance of the stage. 
The resistive component of the input admit- 
tance will be positive (tending to load the 
circuit feeding the grid) if the load imped- 
ance of the plate is capacitive, or it will be 
negative (tending to make the stage oscillate) 
if the load impedance of the plate is inductive. 


Neutralization of the effects 
of interelectrode capacitance 
is employed most frequent- 
ly in the case of radio fre- 
quency power amplifiers. Before the introduc- 
tion of the tetrode and pentode tube, triodes 
were employed as neutralized Class A ampli- 
flers in receivers. This practice has been largely 
superseded in the present state of the art 
through the use of tetrode and pentode tubes 
in which the Cep or feedback capacitance has 
been reduced to such a low value that neutrali- 
zation of its effects is not necessary to prevent 
oscillation and instability. 


Neutralization 
of Interelectrode 
Capacitance 


5-1 Classes and Types of 
Vacuum-Tube Amplifiers 


Vacuum-tube amplifiers are grouped into 
various classes and sub-classes according to the 
type of work they are intended to perform. 
The difference between the various classes is 
determined primarily by the value of average 
grid bias employed and the maximum value of 
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the exciting signal to be impressed upon 
the grid. 


Class A 
Amplifier 


A Class A amplifier is an amplifier 
biased and supplied with excitation 
of such amplitude that plate cur- 
rent flows continuously (360° of the ex- 
citing voltage waveshape) and grid current 
does not flow at any time. Such an amplifier 
is normally operated in the center of the grid- 
voltage plate-current transfer characteristic and 
gives an output waveshape which is a sub- 
stantial replica of the input waveshape. 


Class A, 
Amplifier 


This is another term applied to the 
Class A amplifier in which grid 
current does not flow over any 
portion of the input wave cycle. 


Class A: 
Amplifier 


This is a Class A amplifier oper- 
ated under such conditions that the 
grid is driven positive over a por- 
tion of the input voltage cycle, but plate cur- 
rent still flows over the entire cycle. 


Class AB; This is an amplifier operated under 
Amplifier such conditions of grid bias and 

exciting voltage that plate current 
flows for more than one-half the input voltage 
cycle but for less than the complete cycle. In 
other words the operating angle of plate cur- 
rent flow is appreciably greater than 180° but 
less than 360°. The suffix 1 indicates that grid 
current does not flow over any portion of the 
input cycle. 


Class AB: 
Amplifier 


A Class AB: amplifier is operated 
under essentially the same condi- 
tions of grid bias as the Class 
AB: amplifier mentioned above, but the excit- 
ing voltage is of such amplitude that grid cur- 
rent flows over an appreciable portion of the 
input wave cycle. 


Class B 
Amplifier 


A Class B amplifier is biased sub- 
stantially to cutoff of plate current 
(without exciting voltage) so 


AUDIO -FREQUENCY 


Audio-frequency voltage amplifiers are most 
frequently employed in two general applica- 
tions: First, to build up the voltage output of 
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that plate current flows essentially over one- 
half the input voltage cycle. The operating 
angle of plate current flow is essentially 180°. 
The Class B amplifier is almost always excited 
to such an extent that grid current flows. 


Class C 
Amplifier 


A Class C amplifier is biased to a 
value greater than the value re- 
quired for plate current cutoff 
and is excited with a signal of such amplitude 
that grid current flows over an appreciable 
period of the input voltage waveshape. The 
angle of plate current flow in a Class C am- 
plifier is appreciably less than 180°, or in 
other words, plate current flows appreciably 
less than one-half the time. Actually, the con- 
ventional operating conditions for a Class C 
amplifier are such that plate current flows for 
120° to 150° of the exciting voltage wave- 
shape. 


Types of 
Amplifiers 


There are three general types of 
amplifier circuits in use. These 
types are classified on the basis 
of the return for the input and output circuits. 
Conventional amplifiers are called cathode re- 
turn amplifiers since the cathode is effectively 
grounded and acts as the common return for 
both the input and output circuits. The second 
type is known as a plate return amplifier or 
cathode follower since the plate circuit is ef- 
fectively at ground for the input and output 
signal voltages and the output voltage or 
power is taken between cathode and plate. The 
third type is called a grid-return or grounded- 
grid amplifier since the grid is effectively at 
ground potential for input and output signals 
and output is taken between grid and plate. 


Chapter Organization 


As an assistance to the reader, the balance 
of this chapter has been subdivided into six 
main sections: Audio-Frequency Voltage Am- 
plifiers, Audio-Frequency Power Amplifiers, 
Radio-Frequency Voltage Amplifiers, Radio- 
Frequency Power Amplifiers, Feedback Ampli- 
fiers, Video-Frequency Amplifiers. 


VOLTAGE AMPLIFIERS 


the detector or demodulator in a receiver to a 
level sufficient to excite the grid of the audio- 
frequency power amplifier which drives the 
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loudspeaker; and second, to increase the volt- 
age output of a microphone or other type of 
pickup to a level sufficient to excite the grid 
of an audio-frequency power amplifier. 


5-2 Resistance- 


Capacitance Coupled 
Audio-Frequency Amplifiers 


Present practice in the design of audio-fre- 
quency voltage amplifiers is almost exclusively 
to use resistance-capacitance coupling between 
the low-level stages. Both triodes and pentodes 
are used; triode amplifier stages will be dis- 
cussed first. 


R-C Coupled 
Triode Stages 


Figure 2 illustrates the stand- 
ard circuit for a resistance- 
capacitance coupled amplifier 
stage utilizing a triode tube with cathode bias. 


+B 


Figure 2. 


Standard circuit for resistance-capacitance 

coupled triode amplifier stage. Values for 

components can be determined with the aid 
of Table /. 


In conventional audio-frequency amplifier de- 
sign such stages are used at medium voltage 
levels (from 0.01 to 5 volts peak on the grid 
of the tube) and use medium- triodes such 
as the 6J5 or high-u triodes such as the 6SF5 
or 6SL7-GT. Normal voltage gain for a single 
stage of this type is from 10 to 70, depending 
upon the tube chosen and its operating con- 
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Figure 3. 


Equivalent circuits and gain equations for a triode R-C coupled amplifier stage. In using 

these equations, be sure to select the values of mu and R, which are proper for the static 

current and voltages with which the tube will operate. These values may be obtained from 
curves published in the RCA Tube Handbook HB-3. 
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TABLE I 
RESISTANCE-CAPACITANCE COUPLED TRIODE AUDIO VOLTAGE AMPLIFIE 


R 
— 


6J5, 6J5-G, 7A4. 6F8-G| 6SQ7, 7B6, 75, 2A6, 1LE3. 1£4-G 
6SN7-GT, 7N7(1 TRI.UNIT)| 6B6-G (TRIODE UNIT) i - 


Esa 250 VOLTS 250 VOLTS 
Re 47K 100K | 270K | 100K | 270K | 470K 47K 100K | 270K 


90 VOLTS 


6200/8200|160011800 
4/1. .31 [0.61 [0,58 /0.73 [0.73 
-5.28|-4.03|-5.11 

137 [101 [119] @5 | 94 [177 [177] 


[E sig | 1.0/1.0] 1.0[1.0/1.0[10[01[01]01]01101 [0.1 


Eout |14.8/ 15 |15.2 16.2 


0 [0.1 Jo. 
3300.8900/3900:4700 9.70 
|.395 |.365 |,288 |.261 
H1,30/-1.42/-1.12] 


0 
EC et 
H.25/1.8 2.4 [1,5 |-2.0|-1.5 1.7 
60 


1 
GAIN |14.8/15 [15.2 |16.2 
%DIST. | 1.4 | 1.4 | 1.6/1.3] 1 


5.9 |16.2 | 4.37|4.78 |5.92| 6.13] 6.2416.75 [3.94 4.2 [4.32 14.76 O81 OS. 
15.9 |16.2|43.7 |47.8 |59,2 |61.3 |62.4| 67.5 | 7. 4/8. [10.0] } 
6 : : he EM URE | 2.4 | 


1,3 | 0.8 | 0.7 | 0.8} O. 
+——— 


Esic | 2.7/3.5 /2.55/3.3 | 2.6 |3,05/0.55 |0.55 


S%DIST.| 4.1] 4.9| 4.9| 4,6] 4.7 


6C 4, 12AU7 


250 VOLTS 


Eout [39.9] 38.4/53.0| 42 |49.4/23.9/26.0 
GAIN [44.7 15 |16.1/15.9 6.2 {43.8 47.4 


6AQ6, 6AQ7-GT,6AT6, 6Q7, 7F8 
6Q7-GT, 6SZ7, 6T7G, 6T8 | 


250 VOLTS 250 VOLTS 


1.41 |1,06|1,2 
13,4|10.6 12.5 
9.5110 |10.4 


47K 270K 100 K 


RoF_|0.1 |0.27| 0.1 [0.47|0.27|0.47 [0.27 |0.47|0.47 | 1.0 |0.47| 1.0 | 0.1 |0.27| 0.1 10.47 |0.27 
Rk __|1000|1000|1500|1800!4700|6800) 1800|22003900|390014700|5600] 390|470 | 820 1000|2200|2200 
10.63 | 58 | 1,50 


IB 3.2| 3.2 | 1.78] 1.72|,.684|0.63|.917 |0.83|0.44 |0.44].312/0.29| 3.0 [2.86/ 1.58 0.66 
[Ec _|-3.2|-3.2}267/-3.10|-3.21|-426|-1.65 |-1.83|-1.72|-1.72|-1.47|-1.62/-1.17+1.34 
| 80 | 114]}109| 115 


134 103 


“1280 -1,45|-1.45 


ditions. Triode tubes are normally used in the 
last voltage amplifier stage of an R-C amplifier 
since their harmonic distortion with large out- 
put voltage (25 to 75 volts) is less than with 
a pentode tube. 


Voltage Gain The voltage gain per stage of 
per Stage a resistance-capacitance cou- 

pled triode amplifier can be 
calculated with the aid of the equivalent cir- 
cuits and expressions for the mid-frequency, 
high-frequency, and low-frequency range given 
in figure 3. 

A triode R-C coupled amplifier stage is 
normally operated with values of cathode re- 
sistor and plate load resistor such that the 
actual voltage on the tube is approximately 
one-half the d-c plate supply voltage. To assist 
the designer of such stages, data on operating 
conditions for commonly used tubes is pub- 
lished in the RCA Tube Handbook HB-3. It 


18 [14.3 |13.4]13.1 [38.6 |4o. 54 [33.8 |38.2|35.6 |36. 
%bIsT.| 4.9] 4.6 | 5.0] 5.0] 4.9 | 5.0/4.0] 4.8 | 4.8 [3.8 |3.9 Sa fas [4.6/4.6 [4.9 [4.5 [4.2] 


is assumed, in the case of the gain equations of 
figure 3, that the cathode by-pass capacitor, Cx, 
has a reactance that is low with respect to the 
cathode resistor at the lowest frequency to be 
passed by the amplifier stage. 


R-C Coupled Figure 4 illustrates the stand- 
Pentode Stages ard circuit for a_ resistance- 

capacitance coupled pentode 
amplifier stage. Cathode bias is used and the 
screen voltage is supplied through a dropping 
resistor from the plate voltage supply. In con- 
ventional audio-frequency amplifier design such 
stages are normally used at low voltage levels 
(from 0.00001 to 0.1 volts peak on the grid 
of the tube) and use moderate-Gm pentodes 
such as the 6SJ7. Normal voltage gain for a 
stage of this type is from 60 to 250, depend- 
ing upon the tube chosen and its operating 
conditions. Pentode tubes are ordinarily used in 
the first stage of an R-C amplifier where the 
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Figure 4. 


circuit for 
coupled pentode amplifier stage. 
circuit constants may be determined with the 
aid of Table II. 


Standard resistance-capacitance 


Values of 


high gain which they afford is of greatest ad- 
vantage and where only a small voltage output 
is required from the stage. 


The voltage gain per stage of a resistance- 
capacitance coupled pentode amplifier can be 
calculated with the aid of the equivalent cir- 
cuits and expressions for the mid-frequency, 
high-frequency, and low-frequency range given 
in figure 5. 


To assist the designer of such stages, data 
on operating conditions for commonly used 
types of tubes is published in the RCA Tube 
Handbook HB-3. It is assumed, in the case of 


the gain equations of figure 5, that the cathode 
by-pass capacitor, Cx, has a reactance that is 
low with respect to the cathode resistor at the 
lowest frequency to be passed by the stage. It 
is additionally assumed that the reactance of 
the screen by-pass capacitor, Cu, is low with 
respect to the screen dropping resistor, Ra, at 
the lowest frequency to be passed by the am- 
plifier stage. 


Cascade Voltage 
Amplifier Stages 


When voltage amplifier 
stages are operated in such 
a manner that the output 
voltage of the first is fed to the grid of the 
second, and so forth, such stages are said to be 
cascaded. The total voltage gain of cascaded 
amplifier stages is obtained by taking the prod- 
uct of the voltage gains of each of the suc- 
cessive stages. 

Sometimes the voltage gain of an amplifier 
stage is rated in decibels. Voltage gain is con- 
verted into decibels gain through the use of 
the following expression: db = 20 logw A, 
where A is the voltage gain of the stage. The 
total gain of cascaded voltage amplifier stages 
can be obtained by adding the number of 
decibels gain in each of the cascaded stages. 
This subject is covered in Chapter Twenty- 
seven, Reference Data. 


TABLE I 
RESISTANCE-CAPACITANCE COUPLED PENTODE AUDIO VOLTAGE AMPLIFIER 
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equations for a pentode R-C 
coupled amplifier stage. In 
using these equations be sure CpeK 
to select the values of G,, 
and R, which are proper for 
the static currents and volt- 
ages with which the tube will 
operate. These values may 
be obtained from curves pub- 
lished in the RCA _ Tube 
Handbook HB-3. 
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5-3 Other Interstage 
Coupling Methods 


Figure 6 illustrates, in addition to resistance- 
capacitance interstage coupling, seven addi- 
tional methods in which coupling between two 
successive stages of an audio-frequency ampli- 
fier may be accomplished. Although resistance- 
capacitance coupling is most commonly used, 
there are certain circuit conditions wherein 
coupling methods other than resistance capaci- 
tance are more effective. 


Transformer 
Coupling 


Transformer coupling, as illus- 
trated in figure 6B, is seldom 
used at the present time be- 
tween two successive single-ended stages of an 
audio amplifier. There are several reasons why 
resistance coupling is favored over transformer 
coupling between two successive single-ended 
stages. These are: (1) a transformer having 
frequency characteristics comparable with a 
properly designed R-C stage is very expensive; 
(2) transformers, unless they are very well 
shielded, will pick up inductive hum from 
nearby power and filament transformers; (3) 
the phase characteristics of step-up interstage 
transformers are very poor, making very difh- 
cult the inclusion of a transformer of this type 


within a feedback loop; and (4) transformers 
are heavy. 

However, there is one circuit application 
where a step-up interstage transformer is of 
considerable assistance to the designer; this is 
the case where it is desired to obtain a large 
amount of voltage to excite the grid of a 
cathode follower or of a high-power Class A 
amplifier from a tube operating at a moderate 
plate voltage. Under these conditions it is 
possible to obtain a peak voltage on the 
secondary of the transformer of a value some- 
what greater than the d-c plate supply voltage 
of the tube supplying the primary of the 
transformer. 


Push-Pull Transformer 
Interstage Coupling 


Push-pull transformer 
coupling between two 
stages is illustrated in 
figure 6C. This interstage coupling arrange- 
ment is fairly commonly used. The system 1s 
particularly effective when it is desired, as in 
the system just described, to obtain a fairly 
high voltage to excite the grids of a high- 
power audio stage. The arrangement is also 
very good when it is desired to apply feed- 
back to the grids of the push-pull stage by 
applying the feedback voltage to the low- 
potential sides of the two push-pull second- 
aries. 


4 
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Interstage coupling methods for audio-frequency voltage amplifiers. 


Impedance Impedance coupling between two 
Coupling stages is shown in figure 6D. 

This circuit arrangement is sel- 
dom used, but it offers one strong advantage 
over R-C interstage coupling. This advantage 
is the fact that, since the operating voltage on 
the tube with the impedance in the plate cir- 
cuit is the plate supply voltage, it is possible 
to obtain approximately twice the peak volt- 
age output that it is possible to obtain with 


R-C coupling. This is because, as has been 
mentioned before, the d-c plate voltage on an 
R-C stage is approximately one-half the plate 
supply voltage. 


Impedance-Transformer 
and Resistance-Trans- 
former Coupling 


These two circuit ar- 
rangements, illus- 
trated in figures 6E 
and O6F, are em- 
ployed when it is desired to use transformer 
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Figure 7. 
Equivalent factors for a pair of similar triodes 
operating as a _ cathode-coupled audio-fre- 
quency voltage amplifier. 


coupling for the reasons cited above, but where 
it is desired that the d-c plate current of the 
amplifier stage be isolated from the primary 
of the coupling transformer. With most types 
of high-permeability wide-response transform- 
ers it is necessary that there be no direct-cur- 
rent flow through the windings of the trans- 
former. The impedance-transformer arrange- 
ment of figure 6E will give a higher voltage 
output from the stage but is not often used 
since the plate coupling impedance (choke) 
must have very high inductance and very low 
distributed capacitance in order not to restrict 
the range of the transformer which it and its 
associated tube feed. The resistance-transformer 
arrangement of figure GF is ordinarily quite 
satisfactory where it is desired to feed a trans- 
former from a voltage amplifier stage with no 
d-c in the transformer primary. 


Cathode 
Coupling 


The cathode coupling arrangement 
of figure 6G has been widely used 
only comparatively recently. One 
outstanding characteristic of such a circuit is 
that there is no phase reversal between the 
grid and the plate circuit. All other common 
types of interstage coupling are accompanied 
by a 180° phase reversal between the grid 
circuit and the plate circuit of the tube. 


Figure 7 gives the expressions for determin- 
ing the appropriate factors for an equivalent 
triode obtained through the use of a pair of 
similar triodes connected in the cathode-cou- 
pled circuit shown. With these equivalent tri- 


ode factors it is possible to use the expressions 
shown in figure 3 to determine the gain of 
the stage at different frequencies. The input 
capacitance of such a stage is less than that 
of one of the triodes, the effective grid-to-plate 
Capacitance is very much less (it is so much 
less that such a stage may be used as an r-f 
amplifier without neutralization), and the out- 
put capacitance is approximately equal to the 
grid-to-plate capacitance of one of the triode 
sections. This circuit is particularly, effective 
with tubes such as the 6J6, 6N7, and 6SN7- 
GT which have two similar triodes in one en- 
velope. An appropriate value of cathode re- 
sistor to use for such a stage is the value which 
would be used for the cathode resistor of a 
conventional amplifier using one of the same 
type tubes with the values of plate voltage and 
load resistance to be used for the cathode- 
coupled stage. 


Inspection of the equations in figure 7 
shows that as the cathode resistor is made 
smaller, to approach zero, the Gm approaches 
zero, the plate resistance approaches the Rp of 
one tube, and the mu approaches zero. As the 
cathode resistor is made very large the Gu 
approaches one half that of a single tube of 
the same type, the plate resistance approaches 
twice that of one tube, and the mu approaches 
the same value as one tube. But since the Gm 
of each tube decreases as the cathode resistor 
is made larger (since the plate current will 
decrease on each tube) the optimum value of 
cathode resistor will be found to be in the 
vicinity of the value mentioned in the previous 
paragraph. 
Direct Coupling Direct coupling between 
successive amplifier stages 
(plate of first stage connected directly to the 
grid of the succeeding stage) is complicated 
by the fact that the grid of an amplifier stage 
must be operated at an average negative poten- 
tial with respect to the cathode of that stage. 
However, if the cathode of the second ampli- 
fier stage can be operated at a potential more 
positive than the plate of the preceding stage 
by the amount of the grid bias on the second 
amplifier stage, this direct connection between 
the plate of one stage and the grid of the 
succeeding stage can be used. Figure 6H 
illustrates an application of this principle in 
the coupling of a pentode amplifier stage to 
the grid of a “hot-cathode” phase inverter. In 
this arrangement the values of cathode, screen, 
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Figure 8. 


Three popular phase-inverter circuits with 
recommended values for circuit components. 


and plate resistor in the pentode stage are 
chosen such that the plate of the pentode is at 
approximately 0.3 times the plate supply po- 
tential. The succeeding phase-inverter stage 
then operates with conventional values of 
cathode and plate resistor (same value of re- 
sistance) in its normal manner. This type of 
phase inverter is described in more detail in 
the section to follow. 


5-4 Phase Inverters 


It is necessary in order to excite the grids of 
a push-pull stage that voltages equal in ampli- 
tude and opposite in polarity be applied to the 
two grids. These voltages may be obtained 
through the use of a push-pull input trans- 
former such as is shown in figure 6C. It is 
possible also, without the attendant bulk and 
expense of a push-pull input transformer, to 
obtain voltages of the proper polarity and 


phase through the use of a so-called phase- 
inverter stage. There are a large number of 
phase inversion circuits which have been de- 
veloped and applied but the three shown in 
figure 8 have been found over a period of time 
to be the most satisfactory from the point of 
view of the number of components required 
and from the standpoint of the accuracy with 


which the two out-of-phase voltages are held 


to the same amplitude with changes in supply 
voltage and changes in tubes. 


“"Hot-Cathode”’ 
Phase Inverter 


Figure 8A illustrates the hot- 
cathode type of phase in- 
verter. This type of phase in- 
verter is the simplest of the three types since 
it requires only one tube and a minimum of 
circuit components. It is particularly simple 
when directly coupled from the plate of a 
pentode amplifier stage as shown in figure 6H. 
The circuit does, however, possess the follow- 
ing two disadvantages: (1) the cathode of the 


tube must run at a potential of approximately. 


0.3 times the plate supply voltage above the 
heater when a grounded common heater wind- 
ing is used for this tube as well as the other 
heater-cathode tubes in a receiver or ampli- 
fier; (2) the circuit actually has a loss in volt- 
age from its input to either of the output 
grids — about 0.9 times the input voltage will 
be applied to each of these grids. This does 
represent a voltage gain of about 1.8 in total 
voltage output with respect to input (grid-to- 
grid output voltage) but it is still small with 
respect to the other two phase inverter circuits 
shown. 

Recommended component values for use 
with a 6J5 tube in this circuit are shown in 
figure 8A. If it is desired to use another tube 
in this circuit, appropriate values for the oper- 
ation of that tube as a conventional amplifier 
can be obtained from manufacturer’s tube data. 
The value of Rx obtained should be divided by 
two, and this new value of resistance placed 
in the circuit as Rr. The value of Rx from 
Table I should then be used as Ru: in this 
circuit, and then the total of Rx: and Rr oo 
be made to equal Rx. 


‘“’Floating Paraphrase”’ 
Phase Inverter 


An alternate type of 
phase inverter some- 
times called the “float- 
ing paraphrase” is illustrated in figure 8B. 
This circuit is quite often used with a 6N7 
tube, and appropriate values for the 6N7 tube 


—— 


HANDBOOK 


A-F Power Amplifiers 85 


in this application are shown. The circuit 
shown with the values given will give a volt- 
age gain of approximately 21 from the input 
grid to each of the grids of the succeeding 
stage. It is capable of approximately 70 volts 
peak output to each grid. 

The circuit inherently has a small unbalance 
in output voltage. This unbalance can be elim- 
inated, if it is required for some special appli- 
cation, by making the resistor Rg: a few per 
cent lower in resistance value than Rg:. 


Cathode-Coupled The circuit shown in figure 
Phase Inverter 8C gives approximately 
one-half the voltage gain 


from the input grid to either of the grids 
of the succeeding stage that would be obtained 
from a single tube of the same type operating 
as a conventional R-C amplifier stage. Thus, 
with a 6SN7-GT tube as shown (two 6J5’s in 
one envelope) the voltage gain from the input 
grid to either of the output grids will be ap- 
proximately 7—the gain is, of course, 14 from 
the input to both output grids. The phase 
characteristics are such that the circuit is com- 
monly used in deriving push-pull deflection 
voltage for a cathode-ray tube from a single- 
ended input signal. However, the frequency re- 
sponse of such a circuit is not good enough for 
broad-band television work. 


AUDIO FREQUENCY POWER AMPLIFIERS 


5-5 Single-Ended Triode 
Amplifiers 


Figure 9 illustrates five circuits for the oper- 
ation of Class A triode amplifier stages. Since 
the cathode current of a triode Class A: (no 
grid current) amplifier stage is constant with 
and without excitation, it is common practice 
to operate the tube with cathode bias. Recom- 
mended operating conditions in regard to plate 
voltage, grid bias, and load impedance for con- 
ventional triode amplifier stages are given in 
the RCA Tube Manual, HB-3. 


It is possible, under certain conditions to oper- 
ate single-ended triode amplifier stages (and 
pentode and tetrode stages as well) with grid 
excitation of sufficient amplitude that grid cur- 
rent is taken by the tube on peaks. This type 
of operation is called Class A» and is character- 
ized by increased plate-circuit efficiency over 
straight Class A amplification without grid 
current. The normal Class A: amplifier power 
stage will operate with a plate circuit efficiency 
of from 20 per cent to perhaps 35 per cent. 
Through the use of Class Az operation it is 
possible to increase this plate circuit efficiency 
to approximately 38 to 45 per cent. However, 
such operation requires careful choice of the 
value of plate load impedance, a grid bias 
supply with good regulation (since the tube 
draws grid current on peaks although the plate 
current does not change with signal), and a 


driver tube with moderate power capability to 
excite the grid of the Class A» tube. 

Figures 9D and QE illustrate two methods 
of connection for such stages. Tubes such as 
the 845, 849, and 304TL (and also the 813 
beam tetrode with appropriate screen supply ) 
are suitable for such a stage. In each case the 
grid bias is approximately the same as would 
be used for a Class A: amplifier using the same 
tube, and as mentioned before, fixed bias must 
be used along with an audio driver of good 
regulation — preferably a triode stage with a 
1:1 or step-down driver transformer. In each 
case it will be found that the correct value 
of plate load impedance will be increased 
about 40 per cent over the value recommended 
by the tube manufacturer for Class A: opera- 
tion of the tube. 

Both Class A: and Class Az power output, 
load impedance, and second harmonic distor- 
tion can be calculated with the aid of the pub- 
lished average plate characteristic curves of the 
tube under consideration and the three equa- 
tions given in figure 10. It is simply necessary 
to draw a trial load line on the tube character- 
istics, take the values of voltage and current 
from the points of intersection between the 
load line and the tube curves, and substitute 
these values in the equations given. A sample 
load line for a type 2A3 tube is included in 
figure 10. 

The correct values for Rx in figure 9 can be 
obtained from the RCA Receiving Tube Hand- 
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Output coupling arrangements for single-ended 
Class A triode audio-frequency power ampli- 
fiers. 
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Figure 10. 


Formulas for determining the operating con- 

ditions for a Class A triode single-ended audio- 

frequency power output stage. A typical load 

line has been drawn on the average plate 

characteristics of a type 2A3 tube to illustrate 
the procedure. 


book, or they may be obtained by dividing the 
value of grid bias listed for the tube by the 
operating plate current of the tube. The value 
of Cx should be such that at the lowest audio 
frequency it is desired to pass with the stage 
the reactance of Cx is somewhat less than the 
resistance of Rx. Similarly, when an inductor 
is used for a plate feed choke as shown in 
figures 9A and 9C, the reactance of Lp should 
be somewhat greater than the correct value of 
load resistance for the tube at the lowest audio 
frequency to be passed. The coupling capacitor 
Cc, where used, should be low with respect to 


Rx at the lowest frequency to be passed. 

Where a transformer is employed as shown 
in figure 9 to couple the energy from the plate 
of the output tube to the load circuit, the turns 
ratio of the transformer, between primary and 
secondary, should be equal to the square root 
of the impedance ratio. Thus, for example, if 
the recommended plate load impedance of the 
tube is 10,000 ohms and the load impedance 
to be fed is 500 ohms, the impedance ratio is 
20, and the turns ratio between primary and 
secondary should be equal to the square root 
of 20 or 4.47. 
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Figure 11. 


Normal single-ended pentode or beam tetrode 
audio-frequency power output stage. 


5-6 Single-Ended Tetrode 
or Pentode Power 
Audio Amplifier Stages 


Figure 11 illustrates the conventional circuit 
for a single-ended tetrode or pentode amplifier 
stage. Tubes of this type have largely replaced 
triodes in the output audio stages of receivers 
and low-power amplifiers due to the higher 
power efficiency of such stages and the greater 
plate circuit efficiency with which they operate. 
As an example, a type 45 tube operating at a 
plate voltage of 250 volts requires a peak grid 
swing of 50 volts and operates at a plate cir- 
cuit efficiency of about 20 per cent, while a 
type 6V6 tetrode operating at the same plate 
and screen voltage as the type 45 requires a 
peak grid swing of only 12.5 volts and de- 
livers about 35 per cent of its total input pow- 
er in the form of useful output. 

Tetrode and pentode tubes do, however, in- 
troduce a considerably greater amount of har- 
monic distortion into their output, and their 
plate circuit impedance (which acts in a re- 
ceiver to damp loudspeaker overshoot and ring- 
ing, and acts in a driver stage to give good 
regulation) is many times higher than that of 


an equivalent triode. The application of neg- 
ative feedback to an amplifier employing tet- 
rode and pentode tubes acts both to reduce 
distortion and to reduce the effective plate 
circuit impedance of the stage. The application 
of negative feedback to such amplifiers is dis- 
cussed in Section 5-15 of this chapter. 


5-7 Push-Pull Class A 
and Class AB 
Audio Amplifier Stages 


A number of advantages are obtained 
through the use of the push-pull connection of 
two or four tubes in an audio-frequency power 
amplifier. Two conventional circuits for the 
use of triode and tetrode tubes in the push- 
pull connection are shown in figure 12. The 
two main advantages of the push-pull circuit 
arrangement are: (1) the magnetizing effect 
of the plate currents of the output tubes is 
cancelled in the windings of the output trans- 
former; (2) even harmonics of the input 
signal (second and fourth harmonics primar- 
ily) generated in the push-pull stage are can- 
celled when the tubes are balanced. 

The cancellation of even harmonics gener- 
ated in the stage allows the tubes to be oper- 
ated Class AB—in other words the tubes may 
be operated with bias and input signals of such 
amplitude that the plate current of alternate 
tubes may be cut off during a portion of the 
input voltage cycle. If a tube were operated in 
such a manner in a single-ended amplifier the 
second harmonic amplitude generated would 
be prohibitively high. 

Push-pull Class AB operation allows a plate 
circuit efficiency of from 45 to 60 per cent to 
be obtained in an amplifier stage depending 
upon whether or not the exciting voltage is 
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Figure 13. 


Class B audio-frequency power amplifier. 


of such amplitude that grid current is drawn 
by the tubes. If grid current is taken on input 
voltage peaks the amplifier is said to be oper- 
ating Class AB: and the plate circuit efficiency 
can be as high as the upper value just men- 
tioned. If grid current is not taken by the 
stage it is said to be operating Class AB: and 
the plate circuit efficiency will be toward the 
lower end of the range just quoted. In all Class 
AB amplifiers the plate current will increase 
from 40 to 150 per cent over the no-signal 
value when full signal is applied. 


5-8 Class B Audio- 
Frequency Power Amplifiers 


The Class B audio-frequency power ampli- 
fier operates at a higher plate-circuit efficiency 
than any of the previously described types of 
audio power amplifiers. Full-signal plate-cir- 
cuit efficiencies of 60 to 70 per cent are read- 
ily obtainable with the tube types at present 
available for this type of work. Since the plate 
circuit efficiency is higher, smaller tubes of 
lower plate dissipation may be used in a Class 
B power amplifier of a given power output 
than can be used in any other conventional 
type of audio amplifier. An additional factor in 
favor of the Class B audio amplifier is the fact 
that the power input to the stage is relatively 
low under no-signal conditions. It is for these 
reasons that this type of amplifier has largely 
superseded other types in the generation of 
audio-frequency power levels from perhaps 
100 watts on up to levels of approximately 
150,000 watts as required for large short-wave 
broadcast stations. 

There are attendant disadvantageous features 
to the operation of a power amplifier of this 
type; but all these disadvantages can be over- 


come by proper design of the circuits asso- 
ciated with the power amplifier stage. These 
disadvantages are: (1) The Class B audio am- 
plifier requires driving power in its grid cir- 
cuit; this disadvantage can be overcome by the 
use of an oversize power stage preceding the 
Class B stage with a step-down transformer 
between the driver stage and the Class-B grids. 
Degenerative feedback is sometimes employed 
to reduce the plate impedance of the driver 
stage and thus to improve the voltage regula- 
tion under the varying load presented by the 
Class B grids. (2) The Class B stage requires 
a constant value of average grid bias to be 
supplied in spite of the fact that the grid cur- 
rent on the stage is zero over most of the 
cycle but rises to values as high as one-third 
of the peak plate current on the peak of the 
exciting voltage cycle. Special regulated bias 
supplies have been used for this application, 
or B batteries can be used. However, a number 
of tubes especially designed for Class B audio 
amplifiers have been developed which require 
zero average grid bias for their operation. The 
SILA, 838, 805, °203Z, 809, "HY-3o 14 ane 
TZ-40 are examples of this type of tube. All 
these so-called “zero-bias” tubes have rated 
operating conditions up to moderate plate volt- 
ages wherein they can be operated without 
grid bias. As the plate voltage is increased to 
their maximum ratings, however, a small 
amount of grid bias, such as could be obtained 
from several 414-volt C batteries, is required. 


And (3), a Class B audio-frequency power 
amplifier or modulator requires a source of 
plate supply voltage having reasonably good 
regulation. This requirement led to the devel- 
opment of the “swinging choke.” The swing- 
ing choke is essentially a conventional filter 
choke in which the core air gap has been re- 
duced. This reduction in the air gap allows 
the choke to have a much greater value of 
inductance with low current values such as are 
encountered with no signal or small signal 
being applied to the Class B stage. With a 
higher value of current such as would be taken 
by a Class B stage with full signal applied the 
inductance of the choke drops to a much lower 
value. With a swinging choke of this type, 
having adequate current rating, as the input 
inductor in the filter system for a rectifier 
power supply, the regulation will be improved 
to a point which is normally adequate for a 
power supply for a Class B amplifier or mod- 
ulator stage. Swinging-choke power supplies 
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TUBES (2) 


PLATE 
VOLTAGE 


GRID BIAS 


TABLE I 
CLASS AB2 ano CLASS B AUDIO-FREQUENCY POWER AMPLIFIERS 


FILAMENT 
VOLTAGE 


PEAK AF. 


GRID TO GRID |PLATE CURRENT |PLATE CURRENT 


ZERO SIGNAL MAX. SIGNAL 


MAX, SIGNAL 


RESISTANCE |DRIVING POWER 


AVERAGE 
SINE-WAVE 
POWER OUTPUT 


0.23 7.4 
0.2 17 
NO GRID CUR, 14 
6F6 (A82) Absicron 6.3 94 54 77 10000 0.2 19 
(AB1) Reale tor 6.3 57 88 100 _|__ 9000 NO GRID CUR, 24.5 
6L6(aB2) -18 6.3 52 78 142 6000 0.140 31 
+ 
(AB2) =—22.5 6.3 72 88 205 3800 0.270 47 | 
2E26 (pair) -15 6.3 OR 12.6 60 20 150 6200 0,36 42 
-15 6.3 OR 12.6 60 22 150 |___ 8000 0.36 54 
-25 6.3 78 100 240 4240 0.2 75 
i 
30 6.3 78 60 200 6400 0.4 80 
300 Esc -32 6.3 92 60 240 6950 0.2 120 
HY-69 $99 EG. -35 6.0 100 50 200 6500 0.3 80 
| 
6200 3.4 120 
11600 2.7 145 
8800 4.0 185 
12.000 3.4 210 
t = =f 
17600 3.0 220 
7900 7.0 140 
16200 5.0 200 
27500 4.0 235 
6900 10.0 200 
9000 11.0 260 
— al 
6900 7.5 200 
9000 8.0 260 | 
[6900 7.0 200 
4 
9000 7.5 260 
8400 3.0 105 
5514 1250 fe) | us 118 300 10000 4.5 270 
1500 -4.5 7.5 146 350 10500 6.5 400 
1000 -55 10.0 290 320 8000 4.0 250 
8005 hii B90.) Sokal 
1250 -70 10.0 310 310 10000 4.0 300 
ais Eb cs poQeSUR=60 -120 10.0 240 248 16200 NO GRID CUR. 300 
7° =e iS = 
eRe OOO Esup.760| -120 10.0 240 270 18500 |NO GRID CUR. 365 
1500 -105 5.0 450 285 11000 6.0 280 
Tee 
2000 -160 5.0 534 50 250 18000 5.0 350 
paces oe 
2000 -35 so) sto 60 280 15000 7.0 360 
-65 5.0 335 40 215 31000 5.0 450 
= —— 
Caos) -94 5.0 188 50 7 240 13400 NO GRID CUR. 230 
AB{ = ——+ 
Ecce 600 -96 5.0 192 50 232 20300 NO GRID CUR. 330 
3S Serle oe 5.0 210 72 300 13600 a 350 
E = 0 5 ‘ 
AB2 = 
(Ae2) BecaSs0 -54 5.0 198 55 260 27700 2.5 520 
| BSc: ! 4 
1350 10.0 480 40 490 6000 10.5 460 
Eee Tae 10.0 230 45 315 18500 pesos 515 
Ep= 2500 
Esc= 750 


Ep= 3000 
EsG= 300 


-53 


2000 | -i60 | seoneo | ozo | 20 | sas 
T3000 | =#80 | soorioo | so 

Tso [tes [soon teo | s00 | 
(2000 | -t60 | soontoo | seo | 
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are discussed in detail in the Power Supply 
chapter. 


Recommended Table III lists recommended 
Operating operating conditions for a 
Conditions number of tube types that 


find frequent application as 
Class B a-f power amplifiers and modulators. 
Certain additional operating conditions are 
also given for other tube types as Class AB: 
and Class AB: power amplifiers and modu- 
lators. 

It is often desirable to operate a pair of 
tubes as a Class B power amplifier at plate 
voltages somewhat different from the condi- 
tions listed in Table IJI or given as standard 
by the vacuum-tube manufacturers. The pro- 
cedure given in the following paragraphs can 
be used to determine proper operating condi- 
tions for non-standard applications. 


Calculation of Operating 
Conditions of Class B 
Power Amplifiers 


The following pro- 
cedure can be used 
for the calculation 
of the operating 
conditions of Class B power amplifiers when 
they are to operate into a resistive load such 
as the type of load presented by a Class C 
power amplifier. This procedure will be found 
quite satisfactory for the application of vacuum 
tubes as Class B modulators when it is desired 
to operate the tubes under conditions which 
are not specified in the tube operating char- 
acteristics published by the tube manufacturer. 
The same procedure can be used with equal 


effectiveness for the calculation of the operat- 
ing conditions of beam tetrodes as Class AB: 
amplifiers or modulators when the resting plate 
current on the tubes (no signal condition) is 
less than 25 or 30 per cent of the maximum- 
signal plate current. 


First, with the average plate characteristics 
of the tube as published by the manufacturer 
before you, select a point on the Ey>—E, (diode 
bend) line at about twice the plate current you 
expect the tubes to kick to under modulation. 
If beam tetrode tubes are concerned, select a 
point at about the same amount of plate cur- 
rent mentioned above, just to the right of the 
region where the I» line takes a sharp curve 
downward. This will be the first trial point, 
and the plate voltage at the point chosen 
should be not more than about 20 per cent of 
the d-c voltage applied to the tubes if good 
plate-circuit efficiency is desired. 

Second, note down the value of ipmax and 
€pmin at this point. 

Third, subtract the value of epmin from the 
d-c plate voltage on the tubes. 


Fourth, substitute the values obtained in the 
following equations: 


p tniae ( Env pate €pmin) ja Power output 
ae ; ~ from 2 tubes 
nk ( Epp — €pmin ) 
Ru Ta) 4 ( 
Ipmax 


= Plate-to-plate load for 2 tubes 
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Figure 14, 


Typical Class B a-f amplifier 

load line. The load line has 

been drawn on the average 

characteristics of a type 811 
tube. 


AVERAGE PLATE CHARACTERISTICS TYPE 811 AND 811-A 
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Cpmin 
Np = 78.5 (1 er ) 
Epp 


= Full signal plate efficiency 


All the above equations are true for sine- 
wave operating conditions on the tubes con- 
cerned. However, if a speech clipper is being 
used in the speech amplifier, or if it is desired 
to calculate the operating conditions on the 
basis of the fact that the ratio of peak power 
to average power in a speech wave is approxi- 
mately 4-to-1 as contrasted to the ratio of 
2-to-1 in a sine wave —in other words, when 
non-sinusoidal waves such as plain speech or 
speech that has passed through a clipper are 
concerned, we are no longer concerned with 
average power output of the modulator as far 
as its capability of modulating a class-C ampli- 
fier is concerned; we are concerned with its 
peak-power-output capability. 

Under these conditions we call upon other, 
more general relationships. The first of these 
is: It requires a peak power output equal to 


the Class-C stage input to modulate that input 
fully. 


The second one is: The average power out- 
put required of the modulator is equal to the 
shape factor of the modulating wave multi- 
plied by the input to the Class-C stage. The 
shape factor of unclipped speech is approxi- 
mately 0.25. The shape factor of a sine wave 
is 0.5. The shape factor of a speech wave that 
has been passed through a clipper-filter ar- 
rangement is somewhere between U.25 and 0.9 
depending upon the amount of clipping that 
has taken place. With 15 or 20 db of clipping 
the shape factor may be as high as the figure 
of 0.9 mentioned above. This means that the 
audio power output of the modulator will be 
90% of the input to the Class C stage. Thus 
with a kilowatt input we would be putting 
900 watts of audio into the Class-C stage for 
100 per cent modulation as contrasted to per- 
haps 250 watts for unclipped speech modula- 
tion of 100 per cent. 


Sample Calculation 
for 811A Tubes 


Figure 14 shows a set of 
plate characteristics for 
a type 811A tube with 
a load line for Class B operation. Figure 15 
lists a sample calculation for determining the 
proper operating conditions for obtaining ap- 
proximately 185 watts output from a pair of 
the tubes with 1000 volts d-c plate potential. 


SAMPLE CALCULATION 


CONDITION: 2 TYPE 811 TUBES, Ebb, = 1000 
INPUT TO FINAL STAGE, 350 W. 
PEAK POWER OUTPUT NEEDED = 350 + 6% = 370 W. 
FINAL AMPLIFIER Ebb = 2000 Vv. 
FINAL AMPLIFIER Lb = .175 A. 


FINAL AMPLIFIER ZL AO =11400 Nn 


EXAMPLE: CHOSE POINT ON 811 CHARACTERISTICS JUST 
TO RIGHT OF Ebb=Ecc. 


IP MAX. =.410 A. EP MIN. = +100 
1G MAX. =.100 A. EG MAX. = + 80 


PEAK Po =.410 x (1000-100) = .410 X 900 = 369 W. 


mes g00 . 
Ru 4X Sto 8800 1 


Ne = 78.5 (1—- 7102 )= 78.5 (.9)= 70.5 % 


Po 


Wo (AVERAGE WITH SINE WAVE) = PEAK )= 184.5w 


Win = 1843 = 260 w. 


70.5 
Lb (MAXIMUM WITH SINE WAVE) = 260 MA 
WG PEAK = .100 X 80 = Bw. 
DRIVING POWER = : PK =4w. 
TRANSFORMER: 
LS ee OG a 
Zp e800 ':29 


TURNS RATIO = vgs = V1.29 =1.14 STEP UP 
Pp 


Figure 15. 
Typical calculation of operating conditions 
for a Class B a-f power amplifier using a pair 
of type 8117 or 811A tubes. Plate character- 
istics and load line shown in figure 14. 


Also shown in figure 15 is the method of de- 
termining the proper ratio for the modulation 
transformer to couple between the 811’s or 
811A’s and the anticipated final amplifier 
which is to operate at 2000 plate volts and 
175 ma. plate current. 


The method illus- 
trated in figure 15 
can be used in gen- 
eral for the determination of the proper trans- 
former ratio to couple between the modulator 
tube and the amplifier to be modulated. The 
procedure can be stated as follows: (1) De- 
termine the proper plate-to-plate load imped- 
ance for the modulator tubes either by the use 
of the type of calculation shown in figure 15, 
by reference to Table III, or by referenec to the 
published characteristics on the tubes to be 
used. (2) Determine the load impedance 
which will be presented by the Class C ampli- 
fier stage to be modulated by dividing the 
operating plate voltage on that stage by the 
operating value of plate current in amperes. 
(3) Divide the Class C load impedance de- 
termined in (2) above by the plate-to-plate 


Modulation Transformer 
Calculation 
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load impedance for the modulator tubes de- 
termined in (1) above. The ratio determined 
in this way is the secondary-to-primary 2- 
pedance ratio. (4) Take the square root of 
this ratio to determine the secondary-to-pri- 
mary turns ratio. If the turns ratio is greater 
than one the use of a step-up transformer is 
required. If the turns ratio as determined in 
this way is less than one a step-down trans- 
former is called for. 

If the procedure shown in figure 15 has 
been used to calculate the operating conditions 
for the modulator tubes, the transformer ratio 
calculation can be checked in the following 
manner: Divide the plate voltage on the mod- 
ulated amplifier by the total voltage swing on 
the modulator tubes: 2 (Epp —emin). This ratio 
should be quite close numerically to the trans- 
former turns ratio as previously determined. 
The reason for this condition is quite obvious; 
the ratio between the total primary voltage 
and the d-c plate supply voltage on the modu- 
lated stage is equal to the turns ratio of the 
transformer since a peak secondary voltage 
equal to the plate voltage on the modulated 
stage is required to modulate this stage 100 
per cent. 


Note Concerning Use of When a clipper 
Clipper Speech Amplifier speech amplifier is 
with Tetrode Modulator used in conjunc- 
Tubes tion with a Class 

B modulator stage, 
the plate current on that stage will kick to a 
higher value with modulation (due to the 
greater average power output and input) but 
the plate dissipation on the tubes will ordinar- 
ily be less than with sine-wave modulation. 
However, when tetrode tubes are used as mod- 
ulators, the screen dissipation will be much 
greater than with sine-wave modulation. Care 
must be taken to insure that the screen dissipa- 
tion rating on the modulator tubes is not ex- 
ceeded under full modulation conditions with 
a clipper speech amplifier. The screen dissipa- 
tion is equal to screen voltage times screen 
current. 


5-9 Cathode-Follower 


Power Amplifiers 


The cathode-follower amplifier was men- 
tioned briefly at the beginning of this chapter 
under “Classes and Types of Amplifiers.” The 
cathode-follower is essentially a power output 


Figure 16. 


Cathode-follower output circuits for audio or 
video amplifiers. 


stage in which the exciting signal is applied 
between grid and ground, the plate is main- 
tained at ground potential with respect to in- 
put and output signals, and the output signal 
is taken between cathode and ground. Figure 
16 illustrates four types of cathode-follower 
power amplifiers in common usage and figure 
17 shows the output impedance (R.), and 
stage gain (A) of both triode and pentode 
(or tetrode) cathode-follower stages. It will 
be seen by inspection of the equations that the 
stage voltage gain is always less than one, that 
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the output impedance of the stage is much less 
than the same stage operated as a conventional 
cathode-return amplifier. The output imped- 
ance for conventional tubes will be somewhere 
between 100 and 1000 ohms, depending pri- 
marily on the transconductance of the tube. 

This reduction in gain and output imped- 
ance for the cathode-follower comes about since 
the stage operates as though it had 100 per 
cent degenerative feedback applied between its 
output and input circuit. Even though the volt- 
age gain of the stage is reduced to a value less 
than one by the action of the degenerative 
feedback, the power gain of the stage if it is 
operating Class A is not reduced. Although 
more voltage is required to excite a cathode- 
follower amplifier than appears across the load 
circuit, since the cathode “follows” along with 
the grid, the relative grid-to-cathode voltage is 
essentially the same as in a conventional am- 
plifier. 

Although the cathode-follower gives no 
voltage gain, it is an effective power amplifier 
where it is desired to feed a low-impedance 
load, or where it is desired to feed a load of 
varying impedance with a signal having good 
regulation. This latter capability makes the 
cathode follower particularly effective as a 
driver for the grids of a Class B modulator 
stage. 

The circuit of figure 16A is the type of am- 
plifier, either single-ended or push-pull, which 
may be used as a driver for a Class B modu- 
lator or which may be used for other applica- 
tions such as feeding a loudspeaker where un- 
usually good damping of the speaker is de- 
sired. If the d-c resistance of the primary of 
the transformer T: is approximately the correct 
value for the cathode bias resistor for the am- 
plifier tube, the components Rx and Cx need 
not be used. Figure 16B shows an arrangement 
which may be used to feed directly a value of 
load impedance which is equal to or higher 
than the cathode impedance of the amplifier 
tube. The value of C. must be quite high, 
somewhat higher than would be used in a con- 
ventional circuit, if the frequency response of 
the circuit when operating into a low-imped- 
ance load is to be preserved. 

Figures 16C and 16D show cathode-follow- 
er circuits for use with tetrode or pentode 
tubes. Figure 16C is a circuit similar to that 
shown in 16A and essentially the same com- 
ments apply in regard to the components Rx 
and Cx and the primary resistance of the trans- 


TRIODE: JU JU RL 
Ucr = ———— jis Og n= = eee ER 
J +1 Ri(+1) +Re 


= = URKireRK2 Ri 
Rotcarnooey= oa R, = (Rkit+Rke2) R 


julS 4 Rei tRrot Ri’ 
PENTODE: Ro ccarHove)= Rea = Re 
Gm 1+R ie Gm 
A = Gm Req 
Figure 17. 


Equivalent factors for pentode (or tetrode) 
cathode-follower power amplifiers. 


former T:. Notice also that the screen of the 
tube is maintained at the same signal potential 
as the cathode by means of coupling capacitor 
Ca. This capacitance should be large enough 
so that at the lowest frequency it is desired to 
pass through the stage its reactance will be low 
with respect to the dynamic screen-to-cathode 
resistance in parallel with Ra. T» in this stage 
as well as in the circuit of figure 16A should 
have the proper turns (or impedance) ratio 
to give the desired step-down or step-up from 
the cathode circuit to the load. Figure 16D is 
an arrangement frequently used in video sys- 
tems for feeding a coaxial cable of relatively 
low impedance from a vacuum-tube amplifier. 
A pentode or tetrode tube with a cathode im- 
pedance as a cathode follower (1/Gmn) ap- 
proximately the same as the cable impedance 
should be chosen. The 6AG7 and 6GAC7 have 
cathode impedances of the same order as the 
surge impedances of certain types of low- 
capacitance coaxial cable. An arrangement such 
as 16D is also usable for feeding coaxial cable 
with audio or r-f energy where it is desired 
to transmit the output signal over moderate 
distances. The resistor Rx is added to the cir- 
cuit as shown if the cathode impedance of the 
tube used is lower than the characteristic im- 
pedance of the cable. If the output impedance 
of the stage is higher than the cable impedance 
a resistance of appropriate value is sometimes 
placed in parallel with the input end of the 
cable. The values of Ca and Ra should be 
chosen with the same considerations in mind 
as mentioned in the discussion of the circuit 
of figure 16C above. 

The cathode follower may conveniently be 
used as a method of coupling r-f or i-f energy 
between two units separated a considerable 
distance. In such an application a coaxial cable 
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should be used to carry the r-f or i-f energy. 
One such application would be for carrying 
the output of a v-f-o to a transmitter located 
a considerable distance from the operating 
position. Another application would be where 
it is desired to feed a single-sideband demodu- 
lator, an FM adaptor, or another accessory with 
intermediate-frequency signal from a com- 


munications receiver. A tube such as a 6CB6 
connected in a manner such as is shown in 
figure 16D would be adequate for the i-f am- 
plifier coupler, while a 6L6 or a GAG7 could 
be used in the output stage of a v-f-o as a 
cathode follower to feed the coaxial line which 
carries the v-f-o signal from the control unit 
to the transmitter proper. 


TUNED R-F VOLTAGE AMPLIFIERS 


Tuned r-f voltage amplifiers are used in 
receivers for the amplification of the incoming 
r-f signal and for the amplification of inter- 
mediate frequency signals after the incoming 
frequency has been converted to the intermed- 
iate frequency by the mixer stage. Signal fre- 
quency stages are normally called tuned r-f 
amplifiers and intermediate-frequency stages 
are called i-f amplifiers. Both tuned r-f and i-f 
amplifiers are operated Class A and normally 
operate at signal levels from a fraction of a 
microvolt to amplitudes as high as 10 to 50 
volts at the plate of the last i-f stage in a 
receiver. 


5-10 Grid-Circuit 


Considerations 


Since the full amplification of a receiver 
follows the first tuned circuit, the operating 
conditions existing in that circuit and in its 
coupling to the antenna on one side and to the 
grid of the first amplifier stage on the other are 
of greatest importance in determining the 
signal-to-noise ratio of the receiver on weak 
signals. 


First Tuned 
Circuit 


It is obviously of great import- 
ance that the highest ratio of 
signal-to-noise be impressed on 
the grid of the first r-f amplifier tube. Attain- 
ing the optimum ratio is a complex problem 
since noise will be generated in the antenna 
due to its equivalent radiation resistance (this 
noise is in addition to any noise of atmospheric 
origin) and in the first tuned circuit due to its 
equivalent coupled resistance at resonance. 
The noise voltage generated due to antenna 
radiation resistance and to equivalent tuned 
circuit resistance is similar to that generated in 
a resistor due to thermal agitation and is ex- 
pressed by the following equation: 


Er = 4&TRAf 


Where: Ex. = r-m-s value of noise voltage 
over the interval Af 


k = Boltzman’s constant = 1.374 
xX 10° joule per °K. 


T = Absolute temperature °K. 

R = Resistive component of im- 
pedance across which thermal 
noise is developed. 

Af = Frequency band across which 


voltage is measured. 


In the above equation Af is essentially the 
frequency band passed by the intermediate fre- 
quency amplifier of the receiver under consid- 
eration. This equation can be greatly simplified 
for the conditions normally encountered in 
communications work. If we assume the fol- 
lowing conditions: T = 300° K or 27° C or 
80.5° F, room temperature; 4f = 8000 cycles 
(the average pass band of a communications 
receiver or speech amplifier), the equation re- 


duces to: Ermws. = 0.0115 VR _ microvolts. 
Accordingly, the thermal-agitation voltage ap- 
pearing in the center of half-wave antenna (as- 
suming effective temperature to be 300° K) 
having a radiation resistance of 73 ohms is 
approximately 0.096 microvolts. Also, the ther- 
mal agitation voltage appearing across a 500,- 
000-ohm grid resistor in the first stage of a 
speech amplifier is approximately 8 microvolts 
under the conditions cited above. Further, the 
voltage due to thermal agitation being im- 
pressed on the grid of the first r-f stage in a 
receiver by a first tuned circuit whose resonant 
resistance is 50,000 ohms is approximately 2.5 
microvolts. Suffice to say, however, that the 
value of thermal agitation voltage appearing 
across the first tuned circuit when the antenna 
is properly coupled to this circuit will be very 
much less than this value. 
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It is common practice to match the imped- 
ance of the antenna transmission line to the 
input impedance of the grid of the first r-f 
amplifier stage in a receiver. This is the con- 
dition of antenna coupling which gives maxi- 
mum gain in the receiver. However, when 
u-h-f tubes such as acorns and miniatures are 
used at frequencies somewhat less than their 
maximum capabilities, a significant improve- 
ment in signal-to-noise ratio can be attained 
by increasing the coupling between the antenna 
and first tuned circuit to a value greater than 
that which gives greatest signal amplitude out 
of the receiver. In other words, in the 10, 6, 
and 2 meter bands it is possible to attain some- 
what improved signal-to-noise ratio by in- 
creasing antenna coupling to the point where 
the gain of the receiver is slightly reduced. 

It is always possible, in addition, to obtain 
improved signal-to-noise ratio in a v-h-f re- 
ceiver through the use of tubes which have 
improved input impedance characteristics at 
the frequency in question over conventional 


types. 


Noise Factor The limiting condition for sen- 
sitivity im any receiver is the 
thermal noise generated in the antenna and in 
the first tuned circuit. However, with proper 
coupling between the antenna and the grid of 
the tube, through the first tuned circuit, the 
noise contribution of the first tuned circuit can 
be made quite small. Unfortunately, though, 
the major noise contribution in a properly de- 
signed receiver is that of the first tube. The 
noise contribution due to electron flow and 
due to losses in the tube can be lumped into 
an equivalent value of resistance which, if 
placed in the grid circuit of a perfect tube 
having the same gain but no noise would give 
the same noise voltage output in the plate load. 
The equivalent noise resistance of tubes such as 
the 6SK7, 6SG7, etc., runs from 5000 to 10,- 
000 ohms. Very high Gu tubes such as the 
GAC7 and GAKS have equivalent noise re- 
sistances as low as 700 to 1500 ohms. The 
lower the value of equivalent noise resistance, 
the lower will be the noise output under a 
fixed set of conditions. 

The equivalent noise resistance of a tube 
must not be confused with the actual input 
loading resistance of a tube. For highest signal- 
to-noise ratio in an amplifier the input load- 
ing resistance should be as high as possible so 
that the amount of voltage that can be de- 


veloped from grid to ground by the antenna 
energy will be as high as possible, the equival- 
ent noise resistance should be as low as possible 
so that the noise generated by this resistance 
will be lower than that attributable to the an- 
tenna and first tuned circuit, and the losses in 
the first tuned circuit should be as low as 
possible. 

The absolute sensitivity of receivers has been 
designated in recent years in government and 
commercial work by an arbitrary dimension- 
less number known as “noise factor” or N. 
The noise factor is the ratio of noise output 
of a “perfect” receiver having a given amount 
of gain with a dummy antenna matched to its 
input, to the noise output of the receiver 
under measurement having the same amount 
of gain with the dummy antenna matched to 
its input. Although a perfect receiver is not a 
physically realizable thing, the noise factor of 
a receiver under measurement can be deter- 
mined by calculation from the amount of addi- 
tional noise (from a temperature-limited diode 
or other calibrated noise generator) required 
to increase the noise power output of a fe- 
ceiver by a predetermined amount. 


Tube Input As has been mentioned in a 
Loading previous paragraph, greatest gain 
in a receiver is obtained when 
the antenna is matched, through the r-f 
coupling transformer, to the input resistance 
of the r-f tube. However, the higher the ratio 
of tube input resistance to equivalent noise 
resistance of the tube the higher will be the 
signal-to-noise ratio of the stage—and of 
course, the better will be the noise factor of the 
overall receiver. The input resistance of a tube 
is very high at frequencies in the broadcast 
band and gradually decreases as the frequency 
increases. Tube input resistance on conven- 
tional tube types begins to become an import- 
ant factor at frequencies of about 25 Mc. and 
above. At frequencies above about 100 Mc. 
the use of conventional tube types becomes 
impracticable since the input resistance of the 
tube has become so much lower than the 
equivalent noise resistance that it is impossible 
to attain reasonable signal-to-noise ratio on 
any but very strong signals. Hence, special 
v-h-f tube types such as the 6AK5, GAGS, and 
6CB6 must be used. 
The lowering of the effective input resist- 
ance of a vacuum tube at higher frequencies 
is brought about by a number of factors. The 
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Gain equations for pentode r-f amplifier stages 
operating into a tuned load. 


frst, and most obvious, is the fact that the 
dielectric loss in the internal insulators, and 
in the base and press of the tube increases 
with frequency. The second factor is due to 
the fact that a finite time is required for an 
electron. to move from the space charge in the 
vicinity of the cathode, pass between the grid 
wires, and travel on to the plate. The fact that 
the electrostatic effect of the grid on the mov- 
ing electron acts over an appreciable portion 
of a cycle at these high frequencies causes a 
current flow in the grid circuit which appears 
to the input circuit feeding the grid as a re- 


sistance. The decrease in input resistance of a 
tube due to electron transit time varies as the 
square of the frequency. The undesirable effects 
of transit time can be reduced in certain cases 
by the use of higher plate voltages. Transit 
time varies inversely as the square root of the 
applied plate voltage. 

Cathode lead inductance is an additional 
cause of reduced input resistance at high fre- 
quencies. This effect has been reduced in cer- 
tain tubes such as the 6SH7 and the GAKS5 by 
providing two cathode leads on the tube base. 
One cathode lead should be connected to the 
input circuit of the tube and the other lead 
should be connected to the by-pass capacitor 
for the plate return of the tube. 


5-11 Plate-Circuit 


Considerations 


Noise is generated in a vacuum tube by the 
fact that the current flow within the tube is 
not a smooth flow but rather is made up of 
the continuous arrival of particles (electrons) 
at a very high rate. This “shot effect” is a 
source of noise in the tube, but its effect is 
referred back to the grid circuit of the tube 
since it is included in the “equivalent noise 
resistance” discussed in the preceding para- 
graphs. 

So, for the purpose of this section, it will 
be considered that the function of the plate 
load circuit of a tuned vacuum-tube amplifier 
is to deliver energy to the next stage with the 
greatest efficiency over the required band of 
frequencies. Three methods of interstage cou- 
pling for tuned r-f voltage amplifiers are shown 
in figure 18. In figure 18A omega (w) is 27 
times the resonant frequency of the circuit in 
the plate of the amplifier tube, and L and Q 
are the inductance and Q of the inductor L. In 
figure 18B the notation is the same and M is 
the mutual inductance between the primary 
coil and the secondary coil. In figure 18C the 
notation is again the same and & is the co- 
efficient of coupling between the two tuned 
circuits. As the coefficient of coupling between 
the circuits is increased the bandwidth becomes 
greater but the response over the band becomes 
progressively more double-humped. The re- 
sponse over the band is the most flat when the 
Q’s of primary and secondary are approximate- 
ly the same and the value of each Q is equal 
to 1.75/k. 
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It is common practice to con- 
trol the gain of a succession of 
r-f or i-f amplifier stages by 
varying the average bias on their control grids. 
However, as the bias is raised above the oper- 
ating value on a conventional sharp-cutoff tube 
the tube becomes increasingly non-linear in 
operation as cutoff of plate current is ap- 
proached. The effect of such non-linearity is 
to cause cross modulation between strong sig- 
nals which appear on the grid of the tube. 
When a tube operating in such a manner is 
in one of the first stages of a receiver a num- 
ber of signals are appearing on its grid simul- 
taneously and cross modulation between them 
will take place. The result of this effect is to 
produce a large number of spurious signals in 
the output of the receiver—in most cases these 


Variable-Mu 
Tubes 


signals will carry the modulation of both the 
carriers which have been cross modulated to 
produce the spurious signal. 

The undesirable effect of cross modulation 
can be eliminated in most cases and greatly 
reduced in the balance through the use of a 
variable-mu tube in all stages which have a-v-c 
voltage or other large negative bias applied to 
their grids. The variable-mu tube has a char- 
acteristic which causes the cutoff of plate cur- 
rent to be gradual with an increase in grid 
bias, and the reduction in plate current is ac- 
companied by a decrease in the effective ampli- 
fication factor of the tube. Variable-mu tubes 
ordinarily have somewhat reduced Gm as com- 
pared to a sharp-cutoff tube of the same group. 
Hence the sharp-cutoff tube will perform best 
in stages to which a-v-c voltage is not applied. 


RADIO-FREQUENCY POWER AMPLIFIERS 


All modern transmitters in the medium-fre- 
quency range and an increasing percentage of 
those in the v-h-f and u-h-f ranges consist of 
a comparatively low-level source of radio- 
frequency energy which is multiplied in fre- 
quency and successively amplified to the de- 
sired power level. Microwave transmitters are 
still predominately of the self-excited oscilla- 
tor type, but when it is possible to use r-f 
amplifiers in s-h-f transmitters the flexibility 
of their application will be increased. The fol- 
lowing portion of this chapter will be devoted, 
however, to the method of operation and cal- 
culation of operating characteristics of r-f pow- 
er amplifiers for operation in the range of 
approximately 3.5 to 500 Mc. 


Class C R-F 
Power Amplifiers 


5-12 


The majority of r-f power amplifiers fall 
into the Class C category since such stages can 
be made to give the best plate circuit efficiency 
of any present type of vacuum-tube amplifier. 
Hence, the cost of tubes for such a stage and 
the cost of the power to supply that stage is 


least for any given power output. Nevertheless, 
the Class C amplifier gives less power gain 
than either a Class A or Class B amplifier 
under similar conditions since the grid of a 
Class C stage must be driven highly positive 
over the portion of the cycle of the exciting 
wave when the plate voltage on the amplifier 
is low, and must be at a large negative potential 
over a large portion of the cycle so that no 
plate current will flow except when plate volt- 
age is very low. This, in fact, is the funda- 
mental reason why the plate circuit efficiency 
of a Class C amplifier stage can be made high 
-—plate current is cut off at all times except 
when the plate-to-cathode voltage drop across 
the tube is at its lowest value. Class C ampli- 
fiers almost invariably operate into a tuned 
tank circuit as a load, and as a result are used 
as amplifiers of a single frequency or of a 
comparatively narrow band of frequencies. 
Figure 19 shows the relationships between 
the various voltages and currents over one 
cycle of the exciting grid voltage for a Class 
C amplifier stage. The notation given in figure 
19 and in the discussion to follow is the same 
as given at the first of this chapter under 
“Symbols for Wacuum-Tube Parameters.” 
The various manufacturers of vacuum tubes 
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Figure 19. 
Instantaneous electrode and tank circuit volt- 
ages and currents for a Class C r-f power 
amplifier. 


publish bookiets listing in adequate detail alter- 
native Class C operating conditions for the 
tubes which they manufacture. In addition, 
operating condition sheets for any particular 
type of vacuum tube are available for the ask- 
ing from the different vacuum-tube manu- 
facturers. It is, nevertheless, often desirable to 
determine optimum operating conditions for 
a tube under a particular set of circumstances. 
To assist in such calculations the following 
paragraphs are devoted to a method of cal- 
culating Class C operating conditions which is 
moderately simple and yet sufficiently accurate 
for all practical purposes. 


Calculation of Class Although Class C op- 
C Amplifier Operating erating conditions can 
Characteristics * be determined with 

the aid of the more 
conventional grid voltage-plate current operat- 
ing curves, the calculation is considerably sim- 
plified if the: alternative “constant-current 
curve’ of the tube in question is used. This is 
true since the operating line of a Class C 
amplifier is a straight line on a set of constant- 
current curves. A set of constant-current curves 
on the 250TH tube with a sample load line 
drawn thereon is shown in figure 22. 


In calculating and predicting the operation 
of a vacuum tube as a Class C radio-frequency 
amplifier, the considerations which determine 
the operating conditions are plate efficiency, 
power output required, maximum allowable 
plate and grid dissipation, maximum allowable 
plate voltage and maximum allowable plate 
current. The values chosen for these factors 
will depend both upon the demands of a par- 
ticular application and upon the tube chosen. 


The plate and grid currents of a Class C 
amplifier tube are periodic pulses, the durations 
of which are always less than 180 degrees. For 
this reason the average grid current, average 
plate current, power output, driving power, 
etc., cannot be directly calculated but must be 
determined by a Fourier analysis from points 
selected at proper intervals along the line of 
operation as plotted upon the constant-current 
characteristics. This may be done either an- 
alytically or graphically. While the Fourier 
analysis has the advantage of accuracy, it also 
has the disadvantage of being tedious and in- 
volved. 


* Adapted from a procedure given in the Mar.-April 
1945, Eimac News. 
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Figure 20. 
Relationship between the peak value of the 
fundamental component of tube plate current, 
and average plate current; as compared to 
the ratio of the instantaneous peak value of 
tube plate current, and average plate current. 
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Relationship between the ratio of the peak 

value of the fundamental component of the 

grid excitation voltage, and the average grid 

bias; as compared to the ratio between in- 

stantaneous peak grid current and average 
grid current. 


The approximate analysis which follows has 
proved to be sufficiently accurate for most ap- 
plications. This type of analysis also has the 
advantage of giving the desired information at 
the first trial. The system is direct in giving 
the desired information since the important 
factors, power output, plate efficiency, and 
plate voltage are arbitrarily selected at the be- 
ginning. 


Method of 


Calculation 


The first step in the method to 
be described is to determine the 
power which must be delivered 
by the Class C amplifier. In making this deter- 
mination it is well to remember that ordinarily 
from 5 to 10 per cent of the power delivered 
by the amplifier tube or tubes will be lost in 
well-designed tank and coupling circuits at 
frequencies below 20 Mc. Above 20 Mc. the 
tamk and circuit losses are ordinarily somewhat 
above 10 per cent. 


The plate power input necessary to produce 
the desired output is determined by the plate 
efficiency: Pin = Pout/Np. 

For most applications it is desirable to oper- 
ate at the highest practicable efficiency. High- 
efficiency operation usually requires less ex- 
pensive tubes and power supplies, and the 


amount of artificial cooling required is °fre- 
quently less than for low-efficiency operation. 
On the other hand, high-efficiency operation 
usually requires more driving power and in- 
volves the use of higher plate voltages and 
higher peak tube voltages. The better types of 
triodes will ordinarily operate at a plate eff- 
ciency of 75 to 85 per cent at the highest 
rated plate voltage, and at a plate efficiency 
of 65 to 75 per cent at intermediate values of 
plate voltage. 

The first determining factor in selecting a 
tube or tubes for a particular application is 
the amount of plate dissipation which will be 
required of the stage. The total plate dissipa- 
tion rating for the tube or tubes to be used in 
the stage must be equal to or greater than that 
calculated from: Pp.-Pin. =>. Pout. 


After selecting a tube or tubes to meet the 
power output and plate dissipation require- 
ments it becomes necessary to determine from 
the tube characteristics whether the tube se- 
lected is capable of the desired operation and, 
if so, to determine the driving power, grid 
bias, and grid dissipation. 

The complete procedure necessary to deter- 
mine a set of Class C amplifier operating con- 
ditions is given in the following steps: * 
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he 


i Was 


Select the plate voltage, power output, 
and efficiency. 


Determine plate input from: Pin = 
Pout/Np. 


Determine plate dissipation from: 

Pp = :Pin.— Pout. Pp must not exceed 
maximum rated plate dissipation for 
tube or tubes selected. 


Determine average plate current from: 
Ib = Pin/ Epp. 
Determine approximate ipmax from: 


inane os fOr EN = OL8) 
ipuees ip fOr Nn = OOO 
es OW TOLENS ass 
Hones. oO im fOr IN) et OsU 


Locate the point on constant-current 
characteristics where the constant plate 
current line corresponding to the ap- 
proximate ipmax determined in step 5 
crosses the line of equal plate and grid 
voltages (diode line). Read epmin at this 
point. In a few cases the lines of con- 
stant plate current will inflect sharply 
upward before reaching the diode line. 
In these cases epmin should not be read 
at the diode line but at the point where 
the plate current line intersects a line 
drawn from the origin through these 
points of inflection. 


Calculate Bon from: Foi = Evp ive pimiine 


Calculate the ratio Ipm/I» from: 
ies os Wi Np Epp 


Ip Pom 


From the ratio of Ipm/I» calculated in 
step 8 determine the ratio ipmax/I» from 
figure 20. 


Calculate a new value for ipmax from the 
ratio found in step 9. 
teniae = (ratio from step 9) Ip 


Read egmp and igmax from the constant- 
current characteristics for the values of 


Cpmin and pore determined in steps 6 
and 10. 


Calculate the cosine of one-half the 
angle of plate current flow from: 


Tom 
COS 6» — 2.32( Te 157) 
I 


b 


13. Calculate the grid bias voltage from: 


1 
E-.e = ———————. X 


Lea cos Ss 


ES m Epp 
cos a. TL, *Genip ss ie 
pe. b 


14. Calculate the peak fundamental grid ex- 
citation voltage from: 


Bain —=  €zgmp |. Fea 


15. Calculate the ratio Exm/Ece for the values 
of Ece and Exm found in steps 13 and 14. 


16. Read igmax/Ie from figure Zi form ene 
ratio Boas Ere found in step Es: 


17. Calculate the average grid current from 
the ratio found in step 16, and the value 
of igmax found in step 11: 


ign 
LoS eee 
Ratio from step 16 
18. Calculate approximate grid driving pow- 
er from: 


Pa —_= 0.9 Eanle 
19. Calculate grid dissipation from: 
Py = Pa + a e 


Pz must not exceed the maximum rated 
grid dissipation for the tube selected. 


Sample A typical example of a Class C 
Calculation amplifier calculation is shown in 

the example below. Reference is 
made to figures 20, 21 and 22 in the calcula- 
tion. 


1. Desired power output—800 watts. 
Desired plate voltage—3500 volts. 
Desired plate efficiency—80 per cent 
(Np = 0.80) 


2. Pin = 800/0.80 = 1000 watts 


3. Py = 1000 — 800 = 200 watts 
Use 250TH; max. Pp = 250w.; » = 37. 


4. I» = 1000/3500 ~ 0.285 ampere (285 
ma. ) 
Max! Ip for’ 250TH is 350 aie 


1) 


Approximate Coenen: = 0.285 x 4.5 
=, u2e0ampere 
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Active portion of the operating load line for an Eimac 250TH triode Class C r-f power 
amplifier, showing first trial point and the final operating point. 


LZ. 


1; 


- @€gmp 


€pmin = 260 volts ¢see figure 22, first 
trial point) 
in — 3500 aie 260 = 3240 volts 


hones bt = 2X0.80-X 3500/3240 SS 
BOU0) 3240 = 1.73 


is feinex’ Lb a Ast (from figure 20 ) 


02235 2%4:1 =o 1.17 


au 40 cvolts 

Cons — 0.430 amperes 

(Both above from final point on figure 
22.) 


Ipmax 


poste pe 2:320( 1273) 1.57) =0:37 
(ee 68:3°) 
1 
EX = x 
1 — 0.37 
3240 


cae et 0 


— 


eke 


= ee a ES 


14. 


1S; 
16. 
ies 


18. 


Lo: 


Bem 12409 -n.(7- 2400 = 480" volts 
grid swing 

Beauv Bee = 480/ aoe 240 = 2 
igmax/Ie = 5.75 (from figure 21) 


Leste 0.430755) Ju O00 Diam pseGr > 
ma. grid current) 


Pi = 0.9X480X0.075 = 32.5 watts 
driving power 
Pi 3a (210 SOs a aan as 


watts grid dissipation 


Max. P. for 250TH is 40 watts 


The power output of any type of r-f ampli- 
filer is equal to: 


Lan ene 2 a Po 


Ipm can be determined, of course, from the 
ratio determined in step 8 above (in this type 
of calculation) by multiplying this ratio times 


Ib. 
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It is frequently of importance to know the 
value of load impedance into which a Class 
C amplifier operating under a certain set of 
conditions should operate. This is simply Ri = 
Epm/Ipm. In the case of the operating condi- 
tions just determined for a 250TH amplifier 
stage the value of load impedance is: 


Bom 3240 
Ri = — = — = 6600 ohms 
| SG 18 bys 
eee 
Tpan = — x Ib 
Ip 
Q of Amplifier In order to obtain good plate 


Tank Circuit tank circuit tuning and low 
radiation of harmonics from 
an amplifier it is necessary that the plate tank 
circuit have the correct Q. Charts giving com- 
promise values of Q for Class C amplifiers are 
given in Chapter Seven, Generation of R-F 
Energy. However, the amount of inductance 
required for a specified tank circuit Q under 
specified operating conditions can be calculated 
from the following expression: 


Ru. 
ol = 
Q 
wo = 2a X operating frequency 
L = Tank inductance 
R:. = Required tube load impedance ~ 


Q = Effective tank circuit Q 


A tank circuit Q of 12 to 20 is recommend- 
ed for all normal conditions. However, if a 
balanced push-pull amplifier is employed the 
tank receives two impulses per cycle and the 
circuit Q may be lowered somewhat from the 
above values. 


Quick Method of 
Calculating Amplifier 
Plate Efficiency 


The plate circuit eff- 
ciency of a Class B or 
Class C r-f amplifier 
can be determined from 
the following facts. The plate circuit efficiency 
of such an amplifier is equal to the product of 
two factors, Fi, which is equal to the ratio of 
Epm to Eo) (Fi = Epm/ Ene) and F2, which is 
proportional to the one-half angle of plate 
current flow, %. A graph of F: against both 
6, and cos 9% is given in figure 23. Either 
6, or cos % may be used to determine F». Cos 
6, may be determined either from the pro- 
cedure previously given for making Class C 


0.8 
Aire ia Bee) 
° 10 20 30 40 t 50 60 70 8 
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Figure 23. 


Relationship between Factor F, and the half- 
angle of plate current flow in an amplifier with 
sine-wave input and output voltage, operating 
at a grid-bias voltage greater than cut-off. 


amplifier computations or it may be deter- 
mined from the following expression: 


a Eee + Epp 


COs 0, = 
bh Ben = Bont 


It is desired to know the one- 
half angle of plate current flow 
and the plate circuit efficiency 
for an 812 tube operating under the following 
conditions which have been assumed from in- 
spection of the data and curves given in the 
RCA Transmitting Tube Handbook HB-3: 


Example of 
Method 


ie Epp 1100 volts 
Eee = —40 volts 
pes 29 
Evin ae 120 volts 
Epn = 1000 volts 
2. Fi = Eom Eps ai 0.91 
— 29 * 40 ae 
3, cos §@, SS 
29 -X °120 *— =a 
60 
—— = 0.025 
2480 


4. F: = 0.79 (by reference to figure 23) 


5. Np =F: X F: = 0.91 X 0.79 = 0.72 
(72 per cent efficiency ) 


F: could be called the plate-voltage-swing 
efficiency factor, and F: can be called the oper- 
ating-angle efficiency factor or the maximum 
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possible efficiency of any stage running with 
that value of half-angle of plate current flow. 


Np is, of course, only the ratio between 
power output and power input. If it is desired 
to determine the power input, exciting power, 
and grid current of the stage, these can be 
obtained through use of steps 7, 8, 9, and 10 
of the previously given method for power in- 
put and output; and knowing that igmax is 
0.095 ampere the grid circuit conditions can 
be determined through the use of steps 15, 16, 
17, 18 and 19. 


5-13 Class B Radio 
Frequency Power Amplifiers 


Radio frequency power amplifiers operating 
under Class B conditions of grid bias and ex- 
citation voltage are used in two general types 
of applications in transmitters. The first 
general application is as a buffer amplifier 
stage where it is desired to obtain a high value 
of power amplification in a particular stage. 
A particular tube type operated with a given 
plate voltage will be capable of somewhat 
greater output for a certain amount of excita- 
tion power when operated as a Class B ampli- 
fier than when operated as a Class C amplifier. 
Calculation of the operating conditions for this 
type of Class B r-f amplifier can be carried 
out in a manner similar to that described in 
the previous paragraphs, except that the grid 
bias voltage is set on the tube before calcula- 
tion at the value: Eee = — Epp/u. Since the 
grid bias is set at cutoff the one-half angle of 
plate current flow is 90°; hence cos 9%» is fixed 
at 0.00. The plate circuit efficiency for a Class 
B r-f amplifier operated in this manner can be 
determined in the following manner: 


bi. Bh ) 
Np 735( Epp 


The second type of Class B r-f amplifier is 
the so-called “Class B linear amplifier” which 
is often used in transmitters for the amplifica- 
tion of a single-sideband signal or a conven- 
tional amplitude-modulated wave. Calculation 
of operating conditions is carried out in a 
manner similar to that previously described 
with the following exceptions: The first trial 
operating point is chosen on the basis of the 
100 per cent positive modulation peak of the 
modulated exciting wave. The plate circuit and 
grid circuit peak voltages and currents can 


Grounded-Grid Amplifiers 103 


then be determined and the power input and 
output calculated. Then, with the exciting 
voltage reduced to one-half for the no-modula- 
tion condition of the exciting wave, and with 
the same value of load resistance reflected on 
the tube, the plate input and plate efficiency 
will drop to approximately one-half the values 
at the 100 per cent positive modulation peak 
and the power output of the stage will drop 
to one-fourth the peak-modulation value. On 
the negative modulation peak the input, efh- 
ciency, and output all drop to zero. 


5-14 Special R-F Power 
Amplifier Circuits 


The r-f power amplifier discussions of Sec- 
tions 5-12 and 5-13 have been based on the 
assumption that a conventional grounded- 
cathode or cathode-return type of amplifier 
was in question. It is possible, however, as in 
the case of a-f and low-level r-f amplifiers to 
use circuits in which electrodes other than the 
cathode are returned to ground insofar as the 
signal potential is concerned. Both the plate- 
return or cathode-follower amplifier and the 
grid-return or grounded-grid amplifier are 
effective in certain circuit applications as tuned 
r-f power amplifiers. 


Grounded-Grid An undesirable aspect of the 
R-F Power operation of cathode-return r-f 
Amplifiers power amplifiers using triode 

tubes is that such amplifiers 
must be neutralized. Principles and methods 
of neutralizing r-f power amplifiers are dis- 
cussed in Chapter Seven, Generation of R-F 
Energy. As the frequency of operation of 
an amplifier is increased the stage becomes 
more and more difficult to neutralize due to 
inductance in the grid and plate leads of the 
tubes and in the leads to the neutralizing 
capacitors. In other words the bandwidth of 
neutralization decreases as the frequency is in- 
creased. In addition the very presence of the 
neutralizing capacitors adds additional unde- 
sirable capacitive loading to the grid and plate 
tank circuits of the tube or tubes. To look at 
the problem in another way, an amplifier that 
may be perfectly neutralized at a frequency of 
30 Mc. may be completely out of neutraliza- 
tion at a frequency of 120 Mc. Hence, if there 
are circuits in both the grid and plate circuits 
which offer appreciable impedance at this high 
frequency it is quite possible that the stage 
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may develop a “parasitic oscillation” in the 
vicinity of 120 Mc. 

This condition of restricted-range neutraliza- 
tion of r-f power amplifiers can be greatly 
alleviated through the use of a cathode-return 
or grounded-grid r-f stage. The grounded-grid 
amplifier has the following advantages: 


1. The output capacitance of a stage is re- 
duced to approximately one-half the value 
which would be obtained if the same tube 
or tubes were operated as a conventional 
neutralized amplifier. 


2. The tendency toward parasitic oscillations 
in such a stage is greatly reduced since the 
shielding effect of the control grid between 
the filament and the plate is effective over 
a broad range of frequencies. 


3. The feedback capacitance within the stage 
is the plate-to-cathode capacitance which 
is ordinarily very much less than the grid- 
to-plate capacitance. Hence neutralization 
is ordinarily not required. If neutralization 
is required the neutralizing capacitors are 
very small in value and are cross connected 
between plates and cathodes in a push-pull 
stage, or between the opposite end of a 
split plate tank and the cathode in a 
single-ended stage. 


The disadvantages of a grounded-grid am- 
plifier are: 


1. A large amount of excitation energy is 
required. However, only the normal 
amount of energy is lost in the grid cir- 
cuit of the amplifier tube; all additional 
energy over this amount is delivered to 
the load circuit as useful output. 


2. The cathode of a grounded-grid amplifier 
stage is “hot” to r.f. This means that the 
cathode must be fed through a suitable 
impedance from the filament supply, or 
the secondary of the filament transformer 
must be of the low-capacitance type and 
adequately insulated for the r-f voltage 
which will be present. 


3. A grounded-grid r-f amplifier cannot be 
plate modulated 100 per cent unless the 
output of the exciting stage is modulated 
also. Approximately 70 per cent modula- 
tion of the exciter stage as the final stage 
is being modulated 100 per cent is recom- 
mended. However, the grounded-grid r-f 


amplifier is quite satisfactory as a Class B 
linear r-f amplifier for single sideband or 
conventional amplitude modulated waves 
or as an amplifier for a straight c-w or 
FM signal. 


Figure 24 shows a simplified representation 
of a grounded-grid triode r-f power amplifier 
stage. The relationships between input and out- 
put power and the peak fundamental com- 
ponents of electrode voltages and currents are 
given below the drawing. The calculation of 
the complete operating conditions for a 
grounded-grid amplifier stage is somewhat 
more complex than that for a conventional 
amplifier because the input circuit of the tube 
is in series with the output circuit as far as 
the load is concerned. The primary result of 
this effect is, as stated before, that considerably 
more power is required from the driver stage. 
The normal power gain for a g-g stage is from 
3 to 15 depending upon the grid circuit con- 
ditions chosen for the output stage. The higher 
the grid bias and grid swing required on the 
output stage, the higher will be the require- 
ment from the driver. 


Calculation of Operating 
Conditions of Grounded 
Grid R-F Amplifiers 


It is most convenient 
to determine the op- 
erating conditions 
for a Class B or Class 
C grounded-grid r-f power amplifier in a two- 
step process. The first step is to determine the 
plate-circuit and grid-circuit operating condi- 
tions of the tube as though it were to operate 
as a conventional cathode-return amplifier 
stage. The second step is then to add in the 
additional conditions imposed upon the oper- 
ating conditions by the fact that the stage is 
to operate as a grounded-grid amplifier. 

For the first step in the calculation the pro- 
cedure given in Section 5-12 is quite satis- 
factory and will be used in the example to 
follow. Suppose we take for our example the 
case of a type 304TL tube operating at 2700 
plate volts at a kilowatt input. Following 
through the procedure previously given: 


1. Desired power output—850 watts 
Desired Plate voltage—2700 volts 
Desired plate efficiency—85 per cent 
(Np = 0.85 ) 


2. Pin = 850/0.85 = 1000 watts 
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3. Py = 1000 — 850 = 150 watts 
Type 304TL chosen; max. Pp» = 300 
watts, uw — 12. 


4. I» = 1000/2700 = 0.370 ampere 
(370° ma.) 


». Approximate pine = 4.9 x 0470 a Nets wk 
ampere 


6. Epmin 140 volts 
stant-current curves ) 


(from 304TL con- 


7. Ep = 2700 — 140 = 2560 volts 


8. Inn/In = 2 X 0.85 X 2700/2560 = 1.79 
9. as ,16 c= 4.65 (from figure 20 ) 
10. ipmax = 4.65 X 0.370 = 


1.72 amperes 


Tike €gmp == 140 volts 
igmax — 0.480 amperes 


fetes 5 — 2.52 (1./9-1.57) =.0.5] 
6, = 59° 


1 
Bek. < 
1-0.51 
ed 2700 
Ca 
a ae volts 


14; Eeni = L40e (aa3 85 } — 525 volts 
ibs Pan Eee = 136 


16. igmax/Ie = approx. 8.25 (extrapolated 
from figure 21) 


eae 0.480/8.25 
grid current) 


= 0.058 (58 ma. d-c 


fever. 80.9 << 525) xX 0.058 > 27-5) watts 


Pee ee? | ae (385) X 0.058) = 5.2 
watts _ 


Max. Py for 304TL is 50 watts 


We can check the operating plate efficiency 
of the stage by the method described in Sec- 
tion 5-12 as follows: 


Fi = Epm/ Eon S53 2560/2700 = 0.95 
F. for 9% of 59° (from figure 23) = 0.90 


Np = KXF: = 0.95X0.90 = 
0.85 (85 per cent plate efficiency ) 


approx. 


Now, to determine the operating conditions 
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© LOAD 
DRIVER 3 


POWER OUTPUT To Loan = ——(EGm+ Eem) Tem SPM Tem on = put pe “5 ee 
POWER DELIVERED BY OUTPUT TUBE = EE 
POWER FROM DRIVER TO LOAD = 


Eom Lem 
2 


TOTAL POWER DELIVERED BY DRIVER = 


Eom (Lem+ Icom) 
2 


oR —Eam tem _ + 0.9 Eouic 
POWER ABSORBED BY OUTPUT TUBE GRID AND BIAS SUPPLY 
Eom Lon or 0.9 Eom ic 
Z« = (APPROXIMATELY) = Ego 
Ipm+1.8le 
Figure 24. 


GROUNDED-GRID CLASS B OR 
CLASS C AMPLIFIER. — 


The equations in the above figure give the 

relationships between the fundamental com- 

ponents of grid and plate potential and cur- 

rent, and the power input and power output 

of the stage. An expression for the approxi- 
mate cathode impedance is given. 


as a grounded-grid amplifier we must also 
know the peak value of the fundamental com- 
ponents of plate current. This is simply equal 
to (Tim/ ip) Ib, or: 


Ipm = 1.79X0.370 = 0.660 amperes (from 
4 and 8 above) 


The total average power required of the 
driver (from figure 24) is equal to ExmIpm/2 
(since the grid is grounded and the grid swing 
appears also as cathode swing) plus Pa which 
is 27.5 watts from 18 above. The total is: 


525 X0.660 


Total drive = ——— = 172.5 watts 
2 


plus 27.5 watts or 200 watts 


Therefore the total power output of the 
stage is equal to 850 watts (contributed by 
the 304TL) plus 172.5 watts (contributed by 
the driver) or 1022.5 watts. The cathode driv- 
ing impedance of the 304TL (again referring 
to figure 24) is approximately: 


Zx = 525/(0.660+0.116) = approximately 
675 ohms. 
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Epm (Lpm+ Icom) 
2 


POWER OUTPUT TO LOAD = 


POWER DELIVERED BY OUTPUT TUBE = Ee Ten 


POWER FROM DRIVER TO LOAD = Erm Tom _ 


Ecm Lom A 
2 


(Epm + Some) Lom 
2 


(Epm+ Comp) 1.8 Ic 
iz 


TOTAL POWER FROM DRIVER = 


= APPROX. 


ASSUMING lem & 1.8 lc 


POWER ABSORBED BY OUTPUT TUBE GRID AND BIAS SUPPLY: 


= APPROX. 0.9 (Ecc + Comp) Ic 


2g = —GSM_ = approx. _(Eem+ @eme ) 
Iom 181¢ 


Figure 25. 
CATHODE-FOLLOWER 
R-F POWER AMPLIFIER. 
Showing the relationships between the tube 
potentials and currents and the input and 
output power of the stage. The approximate 
grid impedance also is given. 


Plate-Return or 
Cathode-Follower R-F 
Power Amplifier 


Circuit diagram, elec- 
trode potentials and 
currents, and operat- 
ing conditions for a 
cathode-follower r-f power amplifier are given 
in figure 25. This circuit can be used, in addi- 
tion to the grounded-grid circuit just discussed, 
as an r-f amplifier with a triode tube and no 
additional neutralization circuit. However, the 
circuit will oscillate if the impedance from 
cathode to ground is allowed to become capac- 
itive rather than inductive or resistive with 
respect to the operating frequency. The circuit 
is not recommended except for v-h-f or u-h-f 
work with coaxial lines as tuned circuits since 
the peak grid swing required on the r-f ampli- 
fler stage is approximately equal to the plate 
voltage on the amplifier tube if high-efficiency 
Operation is desired. This means, of course, 
that the grid tank must be able to withstand 
slightly more peak voltage than the plate tank. 
Such a stage may not be plate modulated un- 
less the driver stage is modulated the same 
percentage as the final amplifier. However, such 
a stage may be used as an amplifier or modu- 


lated waves (Class B linear) or as a c-w or 
FM amplifier. 


The design of such an amplifier stage is 
essentially the same as the design of a ground- 
ed-grid amplifier stage as far as the first step 
is concerned. Then, for the second step the 
operating conditions given in figure 25 are 
applied to the data obtained in the first step. 
As an example, take the 304TL stage previ- 
ously described. The total power required of 
the driver will be (from figure 25) approxi- 
mately (2700X0.058X1.8)/2 or 141 watts. 
Of this 141 watts 27.5 watts (as before) will 
be lost as grid dissipation and bias loss and 
the balance of 113.5 watts will appear as out- 
put. The total output of the stage will then be 
approximately 963 watts. 


Cathode Tank for The cathode tank circuit 
G-G or C-F for either a grounded- 
Power Amplifier grid or cathode-follower 

r-f power amplifier may 
be a conventional tank circuit if the filament 
transformer for the stage is of the low-capac- 
itance high-voltage type. Conventional filament 
transformers, however, will not operate with 
the high values of r-f voltage present in such 
a circuit. If a conventional filament trans- 
former is to be used the cathode tank coil may 
consist of two parallel heavy conductors (to 
carry the ‘high filament current) by-passed at 
both the ground end and at the tube socket. 
The tuning capacitor is then placed between 
filament and ground. It is possible in certain 
cases to use two r-f chokes of special design 
to feed the filament current to the tubes, with 
a conventional tank circuit between filament 
and ground. Coaxial lines also may be used to 
serve both as cathode tank and filament feed 
to the tubes for v-h-f and u-h-f work. 


5-15 Feedback Amplifiers 


It is possible to modify the characteristics of 
an amplifier by feeding back a portion of the 
output to the input. All components, circuits 
and tubes included between the point where 
the feedback is taken off and the point where 
the feedback energy is inserted are said to be 
included within the feedback loop. An ampli- 
fier containing a feedback loop is said to be a 
feedback amplifier. One stage or any number 
of stages may be included within the feedback 
loop. However, the difficulty of obtaining 
proper operation of a feedback amplifier in- 


HANDBOOK 


Feedback Amplifiers 107 


OUTPUT Ego 


INPUT SIGNAL Es 


AMPLIFIER 
GAIN=A 
FEEOBACK OR 8 PATH 


A 


VOLTAGE AMPLIFICATION WITH FEEDBACK= 


1-AB 


A = GAIN IN ABSENCE OF FEEDBACK 
8B = FRACTION OF OUTPUT VOLTAGE FED BACK 


B |S NEGATIVE FOR NEGATIVE FEEDBACK 
FEEDBACK IN DECIBELS = 20LO0G (1-A8B) 


= 20 Log MIO FREQ. GAIN WITHOUT FEEDBACK 
MID FREQ. GAIN WITH FEEDBACK 
DISTORTION WITHOUT FEEDBACK 
(1-A B) 


R 
ae N 
41- 
AB ae ) 


DISTORTION WITH FEEDBACK = 


WHERE: 
Ro = OUTPUT IMPEDANCE OF AMPLIFIER WITH FEEDBACK 
Ry = OUTPUT IMPEDANCE OF AMPLIFIER WITHOUT FEEDBACK 


Ri = LOAD IMPEDANCE INTO WHICH AMPLIFIER OPERATES 


Figure 26. 
FEEDBACK AMPLIFIER RELATIONSHIPS. 


creases with the bandwidth of the amplifier, 
and with the number of stages and circuit 
elements included within the feedback loop. 

The gain and phase shift of any amplifier 
are functions of frequency. For any amplifier 
containing a feedback loop to be completely 
stable the gain of such an amplifier, as 
measured from the input back to the point 
where the feedback circuit connects to the in- 
put, must be less than one at the frequency 
where the feedback voltage is in phase with 
the input voltage of the amplifier. If the gain 
is equal to or more than one at the frequency 
where the fed back voltage is in phase with 
the input the amplifier will oscillate. This fact 
imposes a limitation upon the amount of 
feedback which may be employed in an ampli- 
fier which is to remain stable. If the reader is 
desirous of designing amplifiers in which a 
large amount of feedback is to be employed 
he is referred to a paper and a book on the 
subject by H. W. Bode.* 

Feedback may be either negative or positive, 
and the feedback voltage may be proportional 
either to output voltage or output current. The 
most commonly used type of feedback with a-f 
or video amplifiers is negative feedback pro- 
portional to output voltage. Figure 26 gives 


*H. W. Bode, ‘Relations Between Attenuation and 
Phase in Feedback Amplifiers,’ Bell System Technical 
Journal, July, 1940, pge. 421. 

H. W. Bode, ‘‘Network Analysis and Feedback Ampli- 
fier Design,’ D. Van Nostrand Co., Inc., 250 Fourth Ave., 
New York 3, N. Y. 


DB FEEDBACK = 20L0G [ Re + Ra (Guve Ro | 
R2 
2 Shura R2_+Ra(VvoLTAGE GAIN OF val} 


Ra 


R 
GAIN OF BOTH STAGES = [ cus (fat hay] x (Gmv2 Ro) 
B r 


WHERE: 

Ry XR3 
Ri +R3 
Perel 2 senmiee 
GmV2 Ro 


Ra= 
Re= 
Ro = REFLECTED LOAD IMPEDANCE ON V2 

R2= FEEDBACK RESISTOR (USUALLY ABOUT 500 kK) 


OUTPUT IMPEDANCE = Pas 
| Ro + Ra(Guva2 Ro) ] X (1+ =u) 


Rn = PLATE IMPEDANCE OF Va 


Figure 27. 
SHUNT FEEDBACK CIRCUIT 
FOR PENTODES OR TETRODES. 


This circuit requires only the addition of one 

resistor, R,, to the normal circuit for such an 

application. The plate impedance and distor- 

tion introduced by the output stage are 
materially reduced. 


the general operating conditions for feedback 
amplifiers. Note that the reduction in distor- 
tion is proportional to the reduction in gain of 
the amplifier and that the reduction in the 
output impedance of the amplifier is some- 
what greater than the reduction in the gain by 
an amount which is a function of the ratio 
of the output impedance of the amplifier with- 
out feedback to the load impedance. The re- 
duction in noise and hum in those stages in- 
cluded within the feedback loop is propor- 
tional to the reduction in gain. However, due 
to the reduction in gain of the output section 
of the amplifier somewhat increased gain is 
required of the stages preceding the stages in- 
cluded within the feedback loop. Therefore the 
noise and hum output of the entire amplifier 
may or may not be reduced dependent upon 
the relative contributions of the first part and 
the latter part of the amplifier to hum and 
noise. If most of the noise and hum is coming 
from the stages included within the feedback 
loop the undesired signals will be reduced in 
the output from the complete amplifier. It is 
most frequently true in conventional amplifiers 
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that hum and distortion come from the latter 
stages, hence these will be reduced by feed- 
back, but thermal agitation and microphonic 
noise come from the first stage and will not 
be reduced but may be increased by feedback 
unless the feedback loop includes the first 
stage of the amplifier. 

Figure 27 illustrates a very simple and effec- 
tive application of negative voltage feedback 
to an output pentode or tetrode amplifier stage. 
The reduction in hum and distortion may 
amount to 15 to 20 db. The reduction in the 
effective plate impedance of the stage will be 
by a factor of 20 to 100 dependent upon the 
operating conditions. The circuit is commonly 
used in commercial equipment with tubes such 
as the 6SJ7 for V: and the 6V6 or 6L6 for V:. 


5-16 Video-Frequency 


Amplifiers 


A video-frequency amplifier is one which 
has been designed to pass frequencies from the 
lower audio range (lower limit perhaps 50 
cycles) to the middle r-f range (upper limit 
perhaps 4 to 6 megacycles). Such amplifiers, 
in addition to passing such an extremely wide 
frequency range, must be capable of amplify- 
ing this range with a minimum of amplitude, 
phase, and frequency distortion. Video ampli- 
fiers are commonly used in television, pulse 
communication, and radar work. 

Tubes used in video amplifiers must have 
a high ratio of Gm to capacitance if a usable 
gain per stage is to be obtained. Commonly 
available tubes which have been designed for 
or are suitable for use in video amplifiers are: 
6AU6, 6AGS, GAK5, 6CB6, 6AC7, 6GAG7, and 
6K6-GT. Since, at the upper frequency limits 
of a video amplifier the input and output 
shunting capacitances of the amplifier tubes 
have rather low values of reactance, low values 
of coupling resistance along with peaking coils 
or other special interstage coupling impedances 
are usually used to flatten out the gain/fre- 
quency and hence the phase/frequency charac- 


O 
-—BIAS - B+ -BIAS ae 


MID-FREQUENCY GAIN = Guvi RL 


HIGH-FREQUENCY GAIN = Gu V1 ZCOUPLING NETWORK 
C = Cout V1 + CinV2 + € visTRIBUTED 

FOR COMPROMISE HIGH FREQUENCY EQUALIZATION: 

XLL= 0.5 Xe at fe 

Ru = Xe AT fe 

WHERE: f c = CUTOFF FREQUENCY OF AMPLIFIER 

LL = PEAKING INDUCTOR 
FOR COMPROMISE LOW FREQUENCY EQUALIZATION: 

Re = Rx Guy Ri) 

Re Cea= RKC 

CK = 25 T0 50 UFD. IN PARALLEL WITH .001 MICA 


Cp= CAPACITANCE FROM ABOVE WITH .001 MICA IN PARALLEL 


Figure 28. 
SIMPLE COMPENSATED VIDEO 
AMPLIFIER CIRCUIT. 


Resistor R, in conjunction with coil L, serves 

to flatten the high-frequency response of the 

stage, while C,, and R,, serve to equalize the 

low-frequency response of this simple video 
amplifier stage. 


teristic of the amplifier. Recommended oper- 
ating conditions along with expressions for 
calculation of gain and circuit values are given 
in figure 28. Only a simple two-terminal inter- 
stage coupling network is shown in this figure. 

The performance and gain-per-stage of a 
video amplifier can be improved by the use 
of increasingly complex two-terminal inter- 
stage coupling networks or through the use 
of four-terminal coupling networks or filters 
between successive stages. The reader is re- 
ferred to Terman’s “Radio Engineer’s Hand- 
book” for design data on such interstage 
coupling networks. A cathode follower is 
usually employed where it is desired to feed 
a video-frequency amplifier into a low-imped- 
ance load such as a coaxial cable. Cathode fol- 
lowers are discussed in Section 5-9. 


CHAPTER SIX 


Radio Receiver 


Fundamentals 


A conventional reproducing device such as 
a loudspeaker or a pair of earphones is in- 
capable of receiving directly the intelligence 
carried by the “carrier” wave of a radio trans- 
Mitting station. It is necessary that an addi- 
tional device, called a radio receiver, be 
placed between the receiving antenna and the 
loudspeaker or headphones. 


Radio receivers vary widely in their com- 
plexity and basic design, depending upon the 
intended application and upon economic fac- 
tors. A simple radio receiver for reception of 
radiotelephone signals can consist of an ear- 
phone, a silicon or germanium crystal as a 
carrier rectifier or demodulator, and a length 
of wire as an antenna. However, such a fe- 
ceiver is highly insensitive, and offers no sig- 
nificant discrimination between two signals in 
the same portion of the spectrum. 


On the other hand, a dual-diversity receiver 
designed for single-sideband reception and 
employing double or triple detection might 
occupy several relay racks and would cost 
many thousands of dollars. However, conven- 
tional communications receivers are interme- 
diate in complexity and performance between 
the two extremes. This chapter is devoted to 
the principles underlying the operation of 
such conventional communications receivers. 


6-1 Detection or 
Demodulation 


A detector or demodulator is a device for 
removing the modulation (demodulating) or 
detecting the intelligence carried by an in- 
coming radio wave. 


Radiotelephony 
Demodulation 


Figure 1 illustrates an ele- 
mentary form of radiotele- 
phony receiver employing a 
diode detector. Energy from a passing radio 
wave will induce a voltage in the antenna and 
cause a radio-frequency current to flow from 
antenna to ground through coil L:. The alter- 
nating magnetic field set up around L: links 
with the turns of L: and causes an r-f current to 
flow through the parallel-tuned circuit, L»-C.. 
When variable capacitor C: is adjusted so that 
the tuned circuit is resonant at the frequency 
of the applied signal, the r-f voltage is maxi- 
mum, as explained in Chapter 3. This r-f volt- 
age is applied to the diode detector where it 
is rectified into a varying direct current and 
passed through the earphones. The variations 
in this current correspond to the voice modu- 
lation placed on the signal at the transmitter. 
As the earphone diaphragms vibrate back and 
forth in accordance with the pulsating current 
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ELEMENTARY FORM OF RECEIVER. 
This is the basis of the ‘crystal set’’ type of 
receiver, although a vacuum diode may be 
used in place of the crystal diode. The tank 
circuit L,-C, is tuned to the frequency it is 
desired to receive. The by-pass capacitor across 
the phones should have a low reactance to the 
carrier frequency being received, but a high 
reactance to the modulation on the received 

signal, 


they audibly reproduce the modulation which 
was placed upon the carrier wave. 

The operation of the detector circuit is 
shown graphically above the detector circuit 
in figure 1. The modulated carrier is shown 
at A, as it is applied to the antenna. B repre- 
sents the same carrier, increased in amplitude, 
as it appears across the tuned circuit. In C 
the varying d-c output from the detector is 
seen. 


Radiotelegraphy Since a c-w telegraphy sig- 
Reception nal consists of an unmodu- 

lated carrier which is inter- 
rupted to form dots and dashes, it is apparent 
that such a signal would not be made audible 
by detection alone. While the keying is a 
form of modulation, it is composed of such 
low frequency components that the keying 
envelope itself is below the audible range 
for hand keying speeds. Some means must be 
provided whereby an audible tone is heard 
while the unmodulated carrier is being re- 
ceived, the tone stopping immediately when 
the carrier is interrupted. 

The most simple means of accomplishing 
this is to feed a locally generated carrier of a 
slightly different frequency into the same 
detector, so that the incoming signal will mzx 
with it to form an audible beat note. The 
difference frequency, or heterodyne as the 
beat note is known, will of course stop and 
start in accordance with the incoming c-w 
radiotelegraph signal, because the audible 
heterodyne can exist only when both the in- 


coming and the locally generated carriers are 
present. 


The Autodyne The 
Detector 


local signal which is 
used to beat with the desired 
c-w signal in the detector 
may be supplied by a separate low-power 
oscillator in the receiver itself, or the detector 
may be made to self-oscillate, and thus serve 
the dual purpose of detector and oscillator. A 
detector which self-oscillates to provide a beat 
note is known as an autodyne detector, and 
the process of obtaining feedback between the 
detector plate and grid is called regeneration. 

An autodyne detector is most sensitive when 
it is barely oscillating, and for this reason 
a regeneration control is always included in 
the circuit to adjust the feedback to the 
proper amount. The regeneration control may 
be either a variable capacitor or a variable re- 
sistor, as shown in figure 2. 

With the detector regenerative but not os- 
cillating, it is also quite sensitive. When the 
circuit is adjusted to operate in this manner, 
modulated signals may be received with con- 
siderably greater strength than with a non- 
regenerative detector. 


6-2 Superregenerative 


Receivers 


At ultra-high frequencies, when it is de- 
sired to keep weight and cost at a minimum, 
a special form of the regenerative receiver 
known as the superregenerator is often used 
for radiotelephony reception. The superregen- 
erator is essentially a regenerative receiver 
with a means provided to throw the detector 
rapidly in and out of oscillation. The fre- 
quency at which the detector is made to go 
in and out of oscillation varies with the fre- 
quency to be received, but is usually between 
20,000 and 500,000 times a second. This 
superregenerative action considerably increases 
the sensitivity of the oscillating detector so 
that the usual “background hiss” is greatly 
amplified when no signal is being received. 
This hiss diminishes in proportion to the 
strength of the received signal, loud signals 
eliminating the hiss entirely. 


Quench 
Methods 


There are two systems in common 
use for causing the detector to 
break in and out of oscillation 
rapidly. In one, a separate interruption-fre- 
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Figure 2. 
REGENERATIVE DETECTOR CIRCUITS. 


Regenerative detectors are seldom used at the 
present time due to their poor selectivity, but 
they do illustrate the simplest type of receiver 
which may be used either for radiophone or 
radioteiegraph_ reception. 


quency oscillator is arranged so as to vary the 
voltage rapidly on one of the detector tube ele- 
ments (usually the plate, sometimes the 
screen) at the high rate necessary. The inter- 


TO AUDIO 
AMPLIFIER 


Figure 3. 
SUPERREGENERATIVE DETECTOR CIRCUIT. 
A self-quenched superregenerative detector 
such as illustrated above is capable of giving 
good sensitivity in the v-h-f range. However, 
the circuit has the disadvantage that its selec- 
tivity is relatively poor. Also, such a circuit 
should be preceded by an r-f stage to sup- 
press the radiation of a signal by the oscillat- 
ing detector, 


ruption-frequency oscillator commonly uses a 
conventional tickler-feedback circuit with coils 
appropriate for its operating frequency. 

The second, and simplest, type of super- 
regenerative detector circuit is arranged so as 
to produce its own interruption frequency 
oscillation, without the aid of a separate tube. 
The detector tube damps (or “quenches’ ) 
itself out of signal-frequency oscillation at a 
high rate by virtue of the use of a high value 
of grid leak and proper size plate-blocking 
and grid capacitors, in conjunction with an 
excess of feedback. In this type of “self- 
quenched” detector, the grid leak is quite 
often returned to the positive side of the 
power supply (through the coil) rather than 
to the cathode. A representative self-quenched 
superregenerative detector circuit is shown in 


figure 3. 
Except where it is impossible to secure 
sufficient regenerative feedback to permit 


superregeneration, the self-quenching circuit 
is to be preferred; it is simpler, is self-adjust- 
ing as regards quenching amplitude, and can 
have good quenching wave form. To obtain 
as good results with a separately quenched 
superregenerator, very careful design is re- 
quired. However, separately quenched circuits 
are useful when it is possible to make a cer- 
tain tube oscillate on a very high frequency 
but is impossible to obtain enough regenera- 
tion for self-quenching action. 

The optimum quenching frequency is a 
function of the signal frequency. As the op- 
erating frequency goes up, so does the opti- 
mum quenching frequency. When the quench 
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frequency is too low, maximum sensitivity is 
not obtained. When it is too high, both 
sensitivity and selectivity suffer. In fact, the 
optimum quench frequency for an operating 
frequency below 15 Mc. is in the audible 
range. This makes the superregenerator im- 
practicable for use on the lower frequencies. 

The high background noise or hiss which 
is heard on a properly designed superregener- 
ator when no signal is being received is not 
the quench frequency component “leaking 
through”; it is tube and tuned circuit fluctua- 
tion noise, indicating that the receiver is ex- 
tremely sensitive. 

A moderately strong signal will cause the 
background noise to disappear completely, be- 
cause the superregenerator has an inherent and 
instantaneous automatic volume control char- 
acteristic. This same a-v-¢ characteristic makes 
the receiver comparatively insensitive to im- 
pulse noise such as ignition pulses—a highly 
desirable feature. This characteristic also re- 
sults in appreciable distortion of a received 
radiotelephone signal, but not enough to affect 
the intelligibility. 

The selectivity of a superregenerator is 

rather poor as compared to a superheterodyne, 
but is surprisingly good for so simple a re- 
ceiver when figured on a percentage basis 
rather than absolute kc. bandwidth. 
FM Reception A _ superregenerative receiver 
will receive frequency modu- 
lated signals with results comparing favorably 
with amplitude modulation if the frequency 
swing of the FM transmitter is sufficiently 
high. For such reception, the receiver is de- 
tuned slightly to either side of resonance. 

Superregenerative receivers radiate a strong, 
broad, and rough signal. For this reason it is 
necessary in most applications to employ a 
radio frequency amplifier stage ahead of the 
detector, with thorough shielding throughout 
the receiver. 


6-3 Superheterodyne 


Receivers 


Because of its superiority and nearly uni- 
versal use in all fields of radio reception, the 
theory of operation of the superheterodyne 
should be familiar to every radio student and 
experimenter. The following discussion con- 
cerns superheterodynes for amplitude-modula- 
tion reception. It is, however, applicable in 


part to receivers for frequency modulation. 
The points of difference between the two 
types of receivers, together with circuits re- 
quired for FM reception, will be found in 
Chapter Nine. 


Principle of 
Operation 


In the superheterodyne, the in- 
coming signal is applied to a 
mixer consisting of a non-linear 
impedance such as a vacuum tube or a diode. 
The signal is mixed with a steady signal gen- 
erated locally in an oscillator stage, with the 
result that a signal bearing all the modulation 
applied to the original signal but of a fre- 
quency equal to the difference between the 
local oscillator and incoming signal frequen- 
cies appears in the mixer output circuit. The 
output from the mixer stage is fed into a 
fixed-tuned intermediate-frequency amplifer, 
where it is amplified and detected in the usual 
manner, and passed on to the audio amplifier. 
Figure 4 shows a block diagram of the funda- 
mental superheterodyne arrangement. The 
basic components are shown in heavy lines, 
the simplest superheterodyne consisting simply 
of these three units. However, a good com- 
munications receiver will comprise all of the 
elements shown, both heavy and dotted blocks. 


Superheterodyne 
Advantages 


The advantages of super- 
heterodyne reception are 
directly attributable to the 
use of the fixed-tuned intermediate-frequency 
(i-f) amplifier. Since all signals are converted 
to the intermediate frequency, this section of 
the receiver may be designed for optimum se- 
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Figure 4. 
ESSENTIAL UNITS OF A 
SUPERHETERODYNE RECEIVER. 


The basic portions of the receiver are shown 

in solid blocks. Practicable receivers employ 

the dotted blocks in addition, and in addition 

usually include such additional circuits as a 

noise limiter, an a-v-c circuit, and a crystal 
filter in the i-f amplifier. 
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Figure 5. 
TYPICAL I-F AMPLIFIER STAGE. 


lectivity and high amplification. High ampli- 
fication is easily obtained in the intermediate- 
frequency amplifier, since it operates at a 
relatively low frequency, where conventional 
pentode-type tubes give adequate voltage gain. 
A typical i-f amplifier is shown in figure 5. 

From the diagram it may be seen that both 
the grid and plate circuits are tuned. The 
tuned circuits used for coupling between i-f 
stages are known as i-f transformers. These 
will be more fully discussed later in this 
chapter. 


Choice of Inter- 
mediate Frequency 


The choice of a frequency 
for the i-f amplifier in- 
volves several considera- 
tions. One of these considerations concerns 
selectivity; the lower the intermediate fre- 
quency the greater the obtainable selectivity. 
On the other hand, a rather high intermediate 
frequency is desirable from the standpoint of 
image elimination, and also for the reception 
of signals from television and FM.  trans- 
mitters and modulated self-controlled oscil- 
lators, all of which occupy a rather wide band 
of frequencies, making a broad _ selectivity 
characteristic desirable. Images are a peculiar- 
ity common to all superheterodyne receivers, 
and for this reason they are given a detailed 
discussion later in this chapter. 

While intermediate frequencies as low as 
50 kc. are used where extreme selectivity is a 
requirement, and frequencies of 60 Mc. and 
above are used in some specialized forms of 
receivers, most present-day communications 
superheterodynes use intermediate frequencies 
around either 455 kc. or 1600 kc. 

Home-type broadcast receivers almost al- 
ways use an i-f in the vicinity of 455 kc., 
while auto receivers usually use a frequency of 
about 262 kc. The standard frequency for the 


i-f channel of FM receivers is 10.7 Mc. Tele- 
vision receivers usually use an i-f which covers 
the band between about 21.5 and 27 Mc., 
although a new band between 41 and 46 Mc. 
is coming into more common usage. 


Arithmetical 
Selectivity 


Aside from allowing the use of 
fixed-tuned band-pass amplifier 
stages, the superheterodyne has 
an overwhelming advantage over the tuned 
radio frequency (t-r-f) type of receiver be- 
cause of what is commonly known as arith- 
metical selectivity. 


This can best be illustrated by considering 
two receivers, one of the t-r-f type and one of 
the superheterodyne type, both attempting to 
receive a desired signal at 10,000 kc. and 
eliminate a strong interfering signal at 10,010 
kc. In the t-r-f receiver, separating these two 
signals in the tuning circuits is practically im- 
possible, since they differ in frequency by only 
0.1 per cent. However, in a superheterodyne 
with an intermediate frequency of, for ex- 
ample, 1000 kc., the desired signal will be 
converted to a frequency of 1000 kc. and the 
interfering signal will be converted to a fre- 
quency of 1010 kc., both signals appearing at 
the input of the i-f amplifier. In this case, the 
two signals may be separated much more read- 
ily, since they differ by 1 per cent, or 10 times 
as much as in the first case. 


The Converter The converter stage, or the 
Stage mixer, of a superheterodyne re- 

ceiver can be either one of two 
types: (1) it may use a single envelope con- 
verter tube, such as a 6K8, 6SA7, or 6BE6, 
or (2) it may use two tubes, or two sets of 
elements in the same envelope, in an oscil- 
lator-mixer arrangement. Figure 6 shows a 
group of circuits of both types to illustrate 
present practice with regard to types of con- 
verter stages. 

Converter tube combinations such as shown 
in figures GA and 6B are relatively simple 
and inexpensive, and they do an adequate job 
for most applications. With a converter tube 
such as the 6SB7-Y or the 6BA7 quite satis- 
factory performance may be obtained for the 
reception of relatively strong signals (as for 
example FM broadcast reception) up to fre- 
quencies in excess of 100 Mc. However, the 
equivalent input noise resistance of such tubes 
is of the order of 200,000 ohms, which is a 
rather high value indeed. So such tubes are 
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Figure 6. 
TYPICAL FREQUENCY-CONVERTER (MIXER) STAGES. 


The relative advantages of the different circuits are discussed in the text. 


mot suited for operation without an r-f stage 
in the high-frequency range if weak-signal 
reception is desired. 

The 6L7 mixer circuit shown in figure 6C, 
and the 6BA7 circuit of figure 6D, also are 
characterized by an equivalent input noise re- 
sistance of several hundred thousand ohms, so 
that these also must be preceded by one or 
more r-f stages with a fairly high gain per 
stage if a low noise factor is desired of the 
complete receiver. 

However, the circuit arrangements shown 
at figures GE and GF are capable of low-noise 


operation within themselves, so that these 
circuits may be fed directly from the antenna 
without an r-f stage and still provide a good 
noise factor to the complete receiver. Note that 
both these circuits use control-grid injection of 
both the incoming signal and the local-oscil- 
lator voltage. Hence, paradoxically, circuits 
such as these should be preceded by an r-f 
stage if local-oscillator radiation is to be held 
to any reasonable value of field intensity. 


Diode Mixers As the frequency of operation of 
a superheterodyne receiver is in- 


HANDBOOK 


creased above a few hundred megacycles the 
signal-to-noise ratio appearing in the plate cir- 
cuit of the mixer tube when triodes or pentodes 
are employed drops to a prohibitively low 
value. At frequencies above the upper-fre- 
quency limit for conventional mixer stages, 
mixers of the diode type are most commonly 
employed. The diode may be either a vacuum- 
tube heater diode of a special u-h-f design such 
as the 9005, or it may be a crystal diode of the 
general type of the 1N21 through 1N28 series. 
Circuits and operating principles of diode mix- 
ers are discussed in more detail in Section 
6-9 of this chapter. 


6-4 Mixer Noise 
and Images 


The effects of mixer noise and images are 
troubles common to all superheterodynes. Since 
both these effects can largely be obviated by 
the same remedy, they will be considered 
together. 


Mixer noise of the shot-effect 
type, which is evidenced by a 
hiss in the audio output of the receiver, is 
caused by small irregularities in the plate cur- 
rent in the mixer stage and will mask weak 
signals. Noise of an identical nature is gen- 
erated in an amplifier stage, but due to the 
fact that the conductance in the mixer stage 
is considerably lower than in an amplifier 
stage using the same tube, the proportion of 
inherent noise present in a mixer usually is 
considerably greater than in an amplifier stage 
using a comparable tube. 

Although this noise cannot be eliminated, 
its effects can be greatly minimized by placing 
sufficient signal-frequency amplification hav- 
ing a high signal-to-noise ratio ahead of the 
mixer. This remedy causes the signal output 
from the mixer to be large in proportion to 
the noise generated in the mixer stage. In- 
creasing the gain after the mixer will be of no 
advantage in eliminating mixer noise difh- 
culties; greater selectivity after the mixer will 
help to a certain extent, but cannot be carried 
too far, since this type of selectivity decreases 
the i-f band-pass and if carried too far will 
not pass the sidebands that are an essential part 
of a voice-modulated signal. 


Triode 
Mixers 


Mixer Noise 


A triode having a high transconduct- 
ance is the guzetest mixer tube, ex- 
hibiting somewhat less gain but a 
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better signal-to-noise ratio than a comparable 
multi-grid mixer tube. However, below 30 
Me. it is possible to construct a receiver that 
will get down to the atmospheric noise level 
without resorting to a triode mixer. The addi- 
tional difficulties experienced in avoiding “‘pull- 
ing,’ undesirable feedback, etc., when using a 
triode with control-grid injection tend to make 
multi-grid tubes the popular choice for this 
application on the lower frequencies. 


On very high frequencies, where set noise 
rather than atmospheric noise limits the weak 
signal response, triode mixers are more widely 
used. A 6J6 miniature twin triode with grids 
in push-pull and plates in parallel makes an 
excellent mixer up to about 600 Mc. 
Injection The amplitude of the injection 
voltage will affect the conversion 
transconductance of the mixer, and 
therefore should be made optimum if maxi- 
mum signal-to-noise ratio is desired. If fixed 
bias is employed on the injection grid, the 
optimum injection voltage is quite critical. If 
cathode bias is used, the optimum voltage is 
not so critical; and if grid leak bias is em- 
ployed, the optimum injection voltage is not at 
all critical just so it is adequate. Typical opti- 
mum injection voltages will run from 1 to 
10 volts for control grid injection, and 45 
volts or so for screen or suppressor grid in- 
jection. 


Voltage 


Images There always are two signal fre- 
quencies which will combine with a 
given frequency to produce the same difference 
frequency. For example: assume a superhetero- 
dyne with its oscillator operating on a higher 
frequency than the signal, which is common 
practice in present superheterodynes, tuned to 
receive a signal at 14,100 kc. Assuming an 
i-f amplifier frequency of 450 kc., the mixer 
input circuit will be tuned to 14,100 kc., and 
the oscillator to 14,100 plus 450, or 14,550 
kc. Now, a strong signal at the oscillator fre- 
quency plus the intermediate frequency 
(14,550 plus 450, or 15,000 kc.) will also 
give a difference frequency of 450 kc. in the 
mixer output and will be heard also. Note 
that the image is always twice the intermedi- 
ate frequency away from the desired signal. 
Images cause “repeat points” on the tuning 
dial. 
The only way that the image could be 
eliminated in this particular case would be 
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Figure 7. 
TYPICAL PENTODE R-F 
AMPLIFIER STAGE. 


to make the selectivity of the mixer input 
Circuit, and any circuits preceding it, great 
enough so that the 15,000-kc. signal never 
reaches the mixer grid in sufficient amplitude 
to produce interference. 

For any particular intermediate frequency, 
image interference troubles become increas- 
ingly greater as the frequency to which the 
signal-frequency portion of the receiver is 
tuned is increased. This is due to the fact that 
the percentage difference between the desired 
frequency and the image frequency decreases as 
the receiver is tuned to a higher frequency. The 
ratio of strength between a signal at the 
image frequency and a signal at the frequency 
to which the receiver is tuned producing equal 
output is known as the image ratio. The 
higher this ratio, the better the receiver in 
regard to image-interference troubles. 

With but a single tuned circuit between the 
mixer grid and the antenna, and with 400-500 
kc. i-f amplifiers, image ratios of 60 db and 
over are easily obtainable up to frequencies 
around 2000 kc. Above this frequency, greater 
selectivity in the mixer grid circuit through 
the use of additional tuned circuits between 
the mixer and the antenna is necessary if a 
good image ratio is to be maintained. 

R-F Stages Since the necessary tuned circuits 
between the mixer and the an- 
tenna can be combined with tubes to form 
r-f amplifier stages, the reduction of the effects 
of mixer noise and the increasing of the image 
ratio can be accomplished in a single section 
of the receiver. When incorporated in the re- 
ceiver, this section is known simply as an 
r-f amplifier; when it is a separate unit with 
a separate tuning control it is often known as 
a preselector. Either one or two stages are 
commonly used in the preselector or r-f am- 
plifier. Some preselectors use regeneration to 
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TYPICAL TRIODE V-H-F 
R-F AMPLIFIER STAGES. 


Triode r-f stages contribute the least amount 
of noise output for a given signal Jevel, hence 
their frequent use in the v-h-f range. 


obtain still greater amplification and selectiv- 
ity. An r-f amplifier or preselector embodying 
more than two stages rarely ever is employed 
since two stages will ordinarily give adequate 
gain to override mixer noise. 


R-F Stages in 
the V-H-F Range 


Generally speaking, atmos- 
pheric noise in the fre- 
quency range above 30 Mc. 
is quite low—-so low, in fact, that the noise 
generated within the receiver itself is greater 
than the noise received on the antenna. Hence 
it is of the greatest importance that internally 
generated noise be held to a minimum in a 
receiver. At frequencies much above 300 Mc. 
there is not too much that can be done at the 
present state of the art in the direction of 
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TYPICAL DOUBLE-CONVERSION SUPERHETERODYNE RECEIVERS. 
Illustrated at (A) is the basic circuit of a commercial double-conversion superheterodyne receiver. 
At (B) is illustrated the application of an accessory sharp i-f channel for obtaining improved 
selectivity from a conventional communications receiver through the use of the double-conversion 

principle. 


reducing receiver noise below that generated 
in the converter stage. But in the v-h-f range, 
between 30 and 300 Mc., the receiver noise 
factor in a well designed unit is determined 
by the characteristics of the first r-f stage. 
These considerations are discussed in some de- 
tail in Section 5-10 of Chapter Five. 

The usual v-h-f receiver, whether for com- 
munications or for FM or TV reception, uses 
a miniature pentode for the first r-f amplifier 
stage. The GAKS5 is the best of presently .avail- 
able types, with the 6CB6 and the GAGS close- 
ly approaching the 6AK5 in performance. But 
when gain in the first r-f stage is not so im- 
portant, and the best noise factor must be ob- 
tained, the first r-f stage usually uses a triode. 

Shown in figure 8 are three commonly used 
types of triode r-f stages for use in the v-h-f 
range. The circuit at (A) uses few components 
and gives a moderate amount of gain with 
very low noise. Jt is most satisfactory when 
the first r-f stage is to be fed directly from a 
low-impedance coaxial transmission line. Fig- 
ure 8 (B) gives somewhat more gain than 
(A), but requires an input matching circuit. 


The effective gain of this circuit is somewhat 
reduced when it is being used to amplify a 
broad band of frequencies since the effective 
Gn of the cathode-coupled dual tube is some- 
what less than half the Gm of either of the 
two tubes taken alone. Figure 8 (C) shows 
the recently popularized cascode circuit which, 
although somewhat complex, gives a value of 
stage gain about equal to that of a pentode 
while still retaining the low equivalent noise 
resistance of a triode stage. 

Double Conversion As previously mentioned, 
the use of a higher inter- 
mediate frequency will also improve the 
image ratio, at the expense of i-f selectivity, 
by placing the desired signal and the image 
farther apart. To give both good image ratio 
at the higher frequencies and good selectivity 
in the i-f amplifier, a system known as double 
conversion is sometimes employed. In this sys- 
tem, the incoming signal is first converted to 
a rather high intermediate frequency, and then 
amplified and again converted, this time to a 
much lower frequency. The first intermediate 
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frequency supplies the necessary wide separa- 
tion between the image and the desired signal, 
while the second one supplies the bulk of the 
i-f selectivity. 

The double-conversion system, as illustrated 
in figure 9, is receiving two general types of 
application at the present time. The first ap- 
plication is for the purpose of attaining ex- 
tremely good stability in a communications re- 
ceiver through the use of crystal control of the 
first oscillator. In such an arrangement, as used 
in several types of Collins receivers and in 
connection with the crystal-controlled convert- 
ers described in Chapter 20, the first oscillator 
is crystal controlled and is followed by a 
tunable i-f amplifier which then is followed 
by a mixer stage and a fixed-tuned i-f ampli- 
fier on a much lower frequency. Through such 
a circuit arrangement the stability of the com- 
plete receiver is equal to the stability of the 
oscillator which feeds the second mixer, while 
the selectivity is determined by the bandwidth 
of the second, fixed i-f amplifier. 

The second common application of. the 
double-conversion principle is for the purpose 
of obtaining a very high degree of selectivity 
in the complete communications receiver. In 
this type of application, as illustrated in figure 
9 (B), a conventional communications re- 
ceiver is modified in such a manner that its 
normal i-f amplifier (which usually is in the 
450 to 915 kc. range) instead of being fed 
to a demodulator and then to the audio sys- 
tem, is alternatively fed to a fixed-tune mixer 
stage and then into a much lower intermediate 
frequency amplifier before the signal is de- 
modulated and fed to the audio system. The 
accessory i-f amplifier system (sometimes 
called a Q5’er) normally is operated on a fre- 
quency of 175 kc., 85 ke., or 50 kc. 


6-5: Signal-Frequency 


Tuned Circuits 


The signal-frequency tuned circuits in high- 
frequency superheterodynes and tuned radio 
frequency types of receivers consist of coils 
of either the solenoid or universal-wound types 
shunted by variable capacitors. It is in these 
tuned circuits that the causes of success or fail- 
ure of a receiver often lie. The universal- 
wound type coils usually are used at frequencies 
below 2000 kc.; above this frequency the 
single-layer solenoid type of coil is more satis- 
factory. 


Impedance The two factors of greatest signifi- 
and Q cance in determining the gain-per- 

stage and selectivity, respectively, 
of a tuned amplifier are tuned-circuit imped- 
ance and tuned-circuit Q. As explained in 
Chapter 3, Q is the ratio of reactance to re- 
sistance in the circuit. Since the resistance of 
modern capacitors is low at ofdinary frequen- 
cies, the resistance usually can be considered to 
be concentrated in the coil. The resistance to 
be considered in making Q determinations is 
the r-f resistance, not the d-c resistance of the 
wire in the coil. The latter ordinarily is low 
enough that it may be neglected. The increase 
in r-f resistance over d-c resistance primarily 
is due to skin effect and is influenced by such 
factors as wire size and type, and the prox- 
imity of metallic objects or poor insulators, 
such as coil forms with high losses. 

It may be seen from the curves shown in 
Chapter 3 that higher values of Q lead to 
better selectivity and increased r-f voltage 
across the tuned circuit. The increase in volt- 
age is due to an increase in the circuit imped- 
ance with the higher values of Q. 

Frequently it is possible to secure an in- 
crease in impedance in a resonant circuit, and 
consequently an increase in gain from an 
amplifier stage, by increasing the reactance 
through the use of larger coils and smaller 
tuning capacitors (higher L/C ratio). 


Input Resistance Another factor which in- 
fluences the operation of 
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Figure 10. 
ILLUSTRATING “COMMON POINT” 
BY-PASSING. ; 


To reduce the detrimental effects of cathode 
circuit inductance in v-h-f stages, all by-pass 
capacitors should be returned to the cathode 
terminal at the socket. Tubes with two cathode 
Jeads can give improved performance if the 
grid return is made to one cathode terminal 
while the plate and screen by-pass returns are 
made to the cathode terminal which is con- 
nected to the suppressor within the tube. 
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tuned circuits is the input resistance of the 
tubes placed across these circuits. At broadcast 
frequencies, the input resistance of most con- 
ventional r-f amplifier tubes is high enough so 
that it is not bothersome. But as the frequency 
is increased, the input resistance becomes lower 
and lower, until it ultimately reaches a value 
so low that no amplification can be obtained 
from the r-f stage. 

The two contributing factors to the decrease 
in input resistance with increasing frequency 
are the transit time required by an electron 
traveling between the cathode and grid, and 
the inductance of the cathode lead common 
to both the plate and grid circuits. As the 
frequency becomes higher, the transit time 
can become an appreciable portion of the time 
required by an r-f cycle of the signal voltage, 
and current will actually flow into the grid. 
The result of this effect is similar to that which 
would be obtained by placing a resistance be- 
tween the tube’s grid and cathode. 


Superheterodyne Because the oscillator in a 
Tracking superheterodyne operates 

“offset” from the other front 
end circuits, it is necessary to make special 
provisions to allow the oscillator to track 
when similar tuning capacitor sections are 
ganged. The usual method of obtaining good 
tracking is to operate the oscillator on the 
high-frequency side of the mixer and use a 
series “tracking capacitor” to slow down the 
tuning rate of the oscillator. The oscillator 
tuning rate must be slower because it covers 
a smaller range than does the mixer when 
both are expressed as a percentage of fre- 
quency. At frequencies above 7000 kc. and 
with ordinary intermediate frequencies, the 
difference in percentage between the two tun- 
ing ranges is so small that it may be disre- 
garded in receivers designed to cover only a 
small range, such as an amateur band. 

A mixer and oscillator tuning arrangement 
in which a series tracking capacitor is provid- 
ed is shown in figure 11. The value of the 
tracking capacitor varies considerably with 
different intermediate frequencies and tuning 
ranges, capacitances as low as .0001 ufd. being 
used at the lower tuning-range frequencies, 
and values up to .Olufd. being used at the 
higher frequencies. 

Superheterodyne receivers designed to cover 
only a single frequency range, such as the 
standard broadcast band, sometimes obtain 
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Figure 11. 
SERIES TRACKING EMPLOYED 
IN THE H-F OSCILLATOR OF A 
SUPERHETERODYNE. 


The series tracking capacitor permits the use 
of identical gangs in a ganged capacitor, since 
the tracking capacitor slows down the rate of 
frequency change in the oscillator so that a 
constant difference in frequency between the 
oscillator and the r-f stage (equal to the i-f 
amplifier frequency) may be maintained. 


tracking between the oscillator and the 1:-f 
circuits by cutting the variable plates of the 
oscillator tuning section to a different shape 
from those used to tune the r-f stages. 
Frequency Range The frequency to which a 
receiver responds may be 
varied by changing the 
size of either the coils or the capacitors 
in the tuning circuits, or both. In  short- 
wave receivers a combination of both meth- 
ods is usually employed, the coils being 
changed from one band to another, and vari- 
able capacitors being used to tune the receiver 
across each band. In practical receivers, coils 
may be changed by one of two methods: a 
switch, controllable from the panel, may be 
used to switch coils of different sizes into the 
tuning circuits or, alternatively, coils of dif- 
ferent sizes may be plugged manually into the 
receiver, the connection into the tuning cir- 
cuits being made by suitable plugs on the 
coils. Where there are several “plug-in” coils 
for each band, they are sometimes arranged 
to a single mounting strip, allowing them all 
to be plugged in simultaneously. 


Selection 


In receivers using large tuning 
capacitors to cover the _ short- 
wave spectrum with a minimum 
of coils, tuning is likely to be quite difficult, 
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owing to the large frequency range covered 
by a small rotation of the variable capacitors. 
To alleviate this condition, some method of 
slowing down the tuning rate, or bandspread- 
ing, must be used. 


Quantitatively, bandspread is usually desig- 
nated as being inversely proportional to the 
range covered. Thus, a /arge amount of band- 
spread indicates that a small frequency range 
is covered by the bandspread control. Converse- 
ly, a small amount of bandspread is taken to 
mean that a /arge frequency range is covered 
by the bandspread dial. 


Bandspreading systems are of 
two general types: electrical and 
mechanical. Mechanical systems 
are exemplified by high-ratio dials in which 
the tuning capacitors rotate much more slowly 
than the dial knob. In this system there is 
often a separate scale or pointer either con- 
nected or geared to the dial knob to facilitate 
accurate dial readings. However, there is a 
practical limit to the amount of mechanical 
bandspread which can be obtained jin a dial 
and capacitor before the speed-reduction unit 
and capacitor bearings become prohibitively 
expensive. Hence, most receivers employ a 
combination of electrical and mechanical band- 
spread. In such a system, a moderate reduction 
in the tuning rate is obtained in the dial, and 
the rest of the reduction obtained by electrical 
bandspreading. 


Types of 
Bandspread 


Stray Circuit In this book and in other radio 
Capacitance literature, mention is sometimes 

made of “stray” or circuit capaci- 
tance. This capacitance is in the usual sense 
defined as the capacitance remaining across a 
coil when all the tuning, bandspread, and pad- 
ding capacitors across the circuit are at their 
minimum capacitance setting. 

Circuit capacitance can be attributed to two 
general sources. One source is that due to the 
input and output capacitance of the tube when 
its cathode is heated. The input capacitance 
varies somewhat from the static or “cold” 
value when the tube is in actual operation. 
Such factors as plate load impedance, grid 
bias, and frequency will cause a change in 
input capacitance. However, in all except the 
extremely high-transconductance tubes, the 
published measured input capacitance is rea- 
sonably close to the effective value when the 
tube is used within its recommended frequency 
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Figure 12. 
BANDSPREAD CIRCUITS. 
Parallel bandspread is illustrated at (A) and 
(B), series bandspread at (C), and tapped-coil 
bandspread at (D). 


range. But in the high-transconductance types 
the effective capacitance will vary consider- 
ably from the published figures as operating 
conditions are changed. 

The second source of circuit capacitance, 
and that which is more easily controllable, is 
that contributed by the minimum capacitance 
of the variable capacitors across the circuit and 
that due to capacitance between the wiring 
and ground. In well-designed high-frequency 
receivers, every effort is made to keep this 
portion of the circuit capacitance at a mini- 
mum since a large capacitance reduces the tun- 
ing range available with a given coil and pre- 
vents a good L/C ratio, and consequently a 
high-impedance tuned circuit, from being ob- 
tained. 

A good percentage of stray circuit capaci- 
tance is due also to distributed capacitance of 
the coil and capacitance between wiring points 
and chassis. 

Typical values of circuit capacitance may 
run from 10 to 75 mwufd. in high-frequency 
receivers, the first figure representing concen- 
tric-line receivers with acorn or miniature 
tubes and extremely small tuning capacitors, 
and the latter representing all-wave sets with 
bandswitching, large tuning capacitors, and 
conventional tubes. 


6-6 I-F Tuned Circuits 


I-f amplifiers usually employ bandpass cir- 
cuits of some sort. A bandpass circuit is ex- 
actly what the name implies—a circuit for 
passing a band of frequencies. Bandpass ar- 
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rangements can be designed for almost any 
degree of selectivity, the type used in any 
particular case depending upon the ultimate 
application of the amplifier. 


1-F Intermediate frequency trans- 
Transformers formers ordinarily consist of 

two or more tuned circuits and 
some method of coupling the tuned circuits 
together. Some representative arrangements are 
shown in figure 13. The circuit shown at A is 
the conventional i-f transformer, with the 
coupling, M, between the tuned circuits being 
provided by inductive coupling from one coil 
to the other. As the coupling is increased, the 
selectivity curve becomes less peaked, and when 
a condition known as “critical coupling” is 
reached, the top of the curve begins to flatten 
out. When the coupling is increased still more, 
a dip occurs in the top of the curve. 

The windings for this type of i-f trans- 
former, as well as most others, nearly always 
consist of small, flat universal-wound pies 
mounted either on a piece of dowel to pro- 
vide an air core or on powdered-iron for 
“iron core’ i-f transformers. The iron-core 
transformers generally have somewhat more 
gain and better selectivity than equivalent 
air-core units. 

The circuits shown at B and C are quite 
similar. Their only difference is the type of 
mutual coupling used, an inductance being 
used at B and a capacitance at C. The opera- 
tion of both circuits is similar. Three resonant 
circuits are formed by the components. In B, 
for example, one resonant circuit is formed 
by Li, Gi, Cs and I» all in series. The fre- 
quency of this resonant circuit is just the same 
as that of a single one of the coils and capaci- 
tors, since the coils and capacitors are similar 
in both sides of the circuit, and the resonant 
frequency of the two capacitors and the two 
coils all in series is the same as that of a single 
coil and capacitor. The second resonant fre- 
quency of the complete circuit is determined 
by the characteristics of each half of the circuit 
containing the mutual coupling device. In B, 
this second frequency will be lower than the 
first, since the resonant frequency of li, CG: 
and the inductance, M, or L:, C: and M is 
lower than that of a single coil and capacitor, 
due to the inductance of M being added to 
the circuit. 

The opposite effect takes place at C, where 
the common coupling impedance is a capacitor. 
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Figure 13. 
I-F AMPLIFIER COUPLING 
ARRANGEMENTS. 


The interstage coupling arrangements illus- 

trated above give a better shape factor (more 

straight sided selectivity curve) than would the 

same number of tuned circuits coupled by 
means of tubes. 


Thus, at C the second resonant frequency is 
higher than the first. In either case, however, 
the circuit has two resonant frequencies, re- 
sulting in a flat-topped selectivity curve. The 
width of the top of the curve is controlled 
by the reactance of the mutual coupling com- 
ponent. As this reactance is increased (induct- 
ance made greater, capacitance made smaller), 
the two resonant frequencies become further 
apart and the curve is broadened. 
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In the circuit of figure 13D, there is induc- 
tive coupling between the center coil and each 
of the outer coils. The result of this arrange- 
ment is that the center coil acts as a sharply 
tuned coupler between the other two. A signal 
somewhat off the resonant frequency of the 
transformer will not induce as much current 
in the center coil as will a signal of the correct 
frequency. When a smaller current is induced 
in the center coil, it in turn transfers a still 
smaller current to the output coil. The effec- 
tive coupling between the outer coils increases 
as the resonant frequency is approached, and 
remains nearly constant over a small range 
and then decreases again as the resonant band 
is passed. 

Another very satisfactory bandpass arrange- 
ment, which gives a very straight-sided, flat- 
topped curve, is the negative-mutual arrange- 
ment shown at E. Energy is transferred between 
the input and output circuits in this arrange- 
ment by both the negative-mutual coils, M, 
and the common capacitive reactance, C. The 
negative-mutual coils are interwound on the 
same form, and connected “backward.” 

Transformers usually are made tunable over 
a small range to permit accurate alignment in 
the circuit in which they are employed. This 
is accomplished either by means of a variable 
capacitor across a fixed inductance, or by means 
of a fixed capacitor across a variable induct- 
ance. The former usually employ either a 
mica-compression capacitor (designated “mica 
tuned”), or a small air dielectric variable 
capacitor (designated “air tuned”). Those 
which use a fixed capacitor usually employ a 
powdered iron core on a threaded rod to vary 
the inductance, and are known as “permea- 
bility tuned.” 


Shape It is obvious that to pass modulation 
Factor sidebands and to allow for slight drift- 

ing of the transmitter carrier frequency 
and the receiver local oscillator, the i-f ampli- 
fier must pass not a single frequency but a 
band of frequencies. The width of this pass 
band, usually 5 to 8 kc. at maximum width 
in a good communications receiver, is known 
as the “pass band,” and is arbitrarily taken 
as the width between the two _ frequen- 
cies at which the response is attenuated 6 db, 
or is “6 db down.” However, it is apparent 
that to discriminate against an interfering sig- 
nal which is stronger than the desired signal, 
much more than 6 db attenuation is required. 


The attenuation arbitrarily taken to indicate 
adequate discrimination against an interfering 
signal is 60 db. 

It is apparent that it is desirable to have 
the band width at 60 db down as narrow as 
possible, but it must be done without making 
the pass band (6 db down points) too nar- 
row for satisfactory reception of the desired 
signal. The figure of merit used to show the 
ratio of bandwidth at 6 db down to that at 
60 db down is designated shape factor. The 
ideal i-f curve, a rectangle, would have a shape 
factor of 1.0. The i-f shape factor in typical 
communications receivers runs from 3.0 to 5.5. 

The most practicable method of obtaining a 
low shape factor for a given number of tuned 
circuits is to employ them in pairs, as in figure 
13A, adjusted to critical coupling (the value 
at which two resonance points just begin to 
become apparent). If this gives too sharp a 
“nose” or pass band, then coils of lower Q 
should be employed, with the coupling main- 
tained at the critical value. As the Q is 
lowered, closer coupling will be required for 
critical coupling. 

Conversely if the pass band is too broad, 
coils of higher Q should be employed, the 
coupling being maintained at critical. If the 
pass band is made more narrow by using looser 
coupling instead of raising the Q and main- 
taining critical coupling, the shape factor will 
not be as good. 

The pass band will not be much narrower 
for several pairs of identical, critically coupled 
tuned circuits than for a single pair. How- 
ever, the shape factor will be greatly improved 
as each additional pair is added, up to about 
5 pairs, beyond which the improvement for 
each additional pair is not significant. Com- 
mercially available communications receivers 
of good quality normally employ 3 or 4 
double tuned transformers with coupling ad- 
justed to critical or slightly less. 


“Miller As mentioned previously, the dy- 
Effect’’ namic input capacitance of a tube 

varies slightly with bias. As a-v-c 
voltage normally is applied to i-f tubes for 
radiotelephony reception, the effective grid- 
cathode capacitance varies as the signal strength 
varies, which produces the same effect as slight 
detuning of the i-f transformer. This effect is 
known as “Miller effect,” and can be mini- 
mized to the extent that it is not troublesome 
either by using a fairly low L/C ratio in the 
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Figure 14. 
ELECTRICAL EQUIVALENT OF 
QUARTZ FILTER CRYSTAL. 


The crystal is equivalent to a very large value 

of inductance. in series with small values of 

capacitance and resistance, with a_ larger 

though still small value of capacitance across 

the whole circuit (representing holder capaci- 
tance plus stray capacitances). 


Figure 15. 
EQUIVALENT OF CRYSTAL 
FILTER CIRCUIT. 


For a given voltage out of the generator, the 

voltage developed across Z: depends upon the 

ratio of the impedance of X to the sum of the 

impedances of Z and Z;. Because of the high 

Q of the crystal, its impedance changes rapid- 
ly with changes in frequency. 


transformers or by incorporating a small 
amount of degenerative feedback, the latter 
being most easily accomplished by leaving part 
of the cathode resistor unbypassed for r.f. 


Crystal Filters The pass band of an _ inter- 

mediate frequency amplifier 
may be made very narrow through the use of a 
piezoelectric filter crystal employed as a series 
resonant circuit in a bridge arrangement known 
as a crystal filter. The shape factor is quite 
poor, as would be expected when the selectiv- 
ity is obtained from the equivalent of a single 
tuned circuit, but the very narrow pass band 
obtainable as a result of the extremely high 
Q of the crystal makes the crystal filter useful 
for c-w telegraphy reception. The pass band 
of a 455 kc. crystal filter may be made as 
narrow as 50 cycles, while the narrowest pass 
band that can be obtained with a 455 kc. 
tuned circuit of practicable dimensions is about 
DEKE: 

The electrical. equivalent of a filter crystal 
is shown in figure 14. For a given frequency, 
L is very high, C very low, and R (assuming 
a good crystal of high Q) is very low. Capaci- 
tance C: represents the shunt capacitance of the 
electrodes, plus the crystal holder and wiring, 
and is many times the capacitance of C. This 
makes the crystal act as a parallel resonant 
circuit with a frequency only slightly higher 
than that of its frequency of series resonance. 
For crystal filter use it is the series resonant 
characteristic that we are primarily inter- 
ested in. 

The electrical equivalent of the basic crystal 
filter circuit is shown in figure 15. If the 
impedance of Z plus Z: is low compared to 


the impedance of the crystal X at resonance, 
then the current flowing through Z:, and the 
voltage developed across it, will be almost in 
inverse proportion to the impedance of X, 
which has a very sharp resonance curve. 

If the impedance of Z plus Z: is made high- 
compared to the resonant impedance of X, 
then there will be no appreciable drop in 
voltage across Z: as the frequency departs from 
the resonant frequency of X until the point 
is reached where the impedance of X ap- 
proaches that of Z plus Z:. This has the effect 
of broadening out the curve of frequency 
versus voltage developed across Z:, which is 
another way of saying that the selectivity of 
the crystal filter (but not the crystal proper) 
has been reduced. 

In practicable filter circuits the impedances 
Z and Z: usually are represented by some form 
of tuned circuit, but the basic principle of 
Operation is the same. 


Practical Filters It is necessary to balance out 

the capacitance across the crys- 
tal holder (Ci, in figure 14) to prevent by- 
passing around the crystal undesired signals 
off the crystal resonant frequency. The bal- 
ancing is done by a phasing circuit which 
takes out-of-phase voltage from a balanced in- 
put circuit and passes it to the output side of 
the crystal in proper phase to neutralize that 
passed through the holder capacitance. A rep- 
resentative practical filter arrangement is shown 
in figure 16. The phasing capacitor is indi- 
cated in the diagram by PC. The balanced in- 
put circuit may be obtained either through the 
use of a split-stator capacitor as shown, or by 
the use of a center-tapped input coil. 
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Figure 16. 


TYPICAL CRYSTAL FILTER CIRCUIT. 


Variable-Selec- 
tivity Filters 


In the circuit of figure 16, the 
selectivity is minimum with 
the crystal input circuit tuned 
to resonance, since at resonance the impedance 
of the tuned circuit is maximum. As the input 
Circuit is detuned from resonance, however, 
the impedance decreases, and the selectivity 
becomes greater. In this circuit, the output 
from the crystal filter is tapped down on the 
i-f stage grid winding to provide a low value 
of series impedance in the output circuit. It 
will be recalled that for maximum selectivity, 
the total impedance in series with the crystal 
(both input and output circuits) must be low. 
If one is made low and the other is made 
variable, then the selectivity may be varied at 
will from sharp to broad. 

The circuit shown in figure 17 also achieves 
variable selectivity by adding a variable im- 
pedance in series with the crystal circuit. In 
this case, the variable impedance is in series 
with the crystal output circuit. The impedance 
of the output tuned circuit is varied by vary- 
ing the Q. As the Q is reduced (by adding 
resistance in series with the coil), the imped- 
ance decreases and the selectivity becomes 
greater. The input circuit impedance is made 
low by using a non-resonant secondary on the 
input transformer. 

A variation of the circuit shown at figure 
17 consists of placing the variable resistance 
across the coll and capacitor, rather than in 
series with them. The result of adding the re- 
sistor is a reduction of the output impedance, 
and an increase in selectivity. The circuit be- 
haves oppositely to that of figure 17, however; 
as the resistance is lowered the selectivity be- 
comes greater. Still another variation of figure 
17 is to use the tuning capacitor across the 
output coil to vary the output impedance. As 
the output circuit is detuned from resonance, 
its impedance is lowered, and the selectivity 
increases. Sometimes a set of fixed capacitors 
and a multipoint switch are used to give step- 
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Figure 17. 
VARIABLE SELECTIVITY 
CRYSTAL FILTER. 


This circuit permits of a greater control of 

selectivity than does the circuit of figure 16, 

and does not require a split-stator variable 
capacitor. 


by-step variation of the output circuit tuning, 
and thus of the crystal filter selectivity. 


As previously discussed, a filter 
crystal has both a resonant (series 
resonant) and an _  anti-resonant 
(parallel resonant) frequency, the impedance 
of the crystal being quite low at the former 
frequency, and quite high at the latter fre- 
quency. The anti-resonant frequency is just 
slightly higher than the resonant frequency, 
the difference depending upon the effective 
shunt capacitance of the filter crystal and hold- 
er. As adjustment of the phasing capacitor 
controls the effective shunt capacitance of the 
crystal, it is possible to vary the anti-resonant 
frequency of the crystal slightly without un- 
balancing the circuit sufficiently to let unde- 
sired signals “leak through” the shunt capac- 
itance in appreciable amplitude. At the exact 
anti-resonant frequency of the crystal the at- 
tenuation is exceedingly high, because of the 
high impedance of the crystal at this frequency. 
This is called the “rejection notch,’ and can 
be utilized virtually to eliminate the hetero- 
dyne image or “repeat tuning” of c-w signals. 
The beat frequency oscillator can be so ad- 
justed and the phasing capacitor so adjusted 
that the desired beat note is of such a pitch 
that the image (the same audio note on the 
other side of zero beat) falls in the rejection 
notch and is inaudible. The receiver then is 
said to be adjusted for “single-signal” oper- 
ation. 

The rejection notch sometimes can be em- 
ployed to reduce interference from an un- 
desired phone signal which is very close in 
frequency to a desired phone signal. The filter 
is adjusted to “broad” so as to permit tele- 
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phony reception, and the receiver tuned so 
that the carrier frequency of the undesired 
signal falls in the rejection notch. The modu- 
lation sidebands of the undesired signal still 
will come through, but the carrier heterodyne 
will be effectively eliminated and interference 
greatly reduced. 


Crystal Filter A crystal filter, especially 
Considerations when adjusted for “single sig- 

nal” reception, greatly reduces 
interference and background noise, the latter 
feature permitting signals to be copied that 
would ordinarily be too weak to be heard 
above the background hiss. However, when 
the filter is adjusted for maximum selectivity, 
the pass band is so narrow that the received 
signal must have a high order of stability in 
order to stay within the pass band. Likewise, 
the local oscillator in the receiver must be 
highly stable, or constant retuning will be re- 
quired. Another effect that will be noticed with 
the filter adjusted to “sharp” is a tendency for 
code characters to produce a ringing sound, 
and have a hangover or “tails.” This effect 
limits the code speed that can be copied satis- 
tactorily when the filter is adjusted for ex- 
treme selectivity. 


Beat-Frequency The  beat-frequency  oscil- 
Oscillators lator, usually called the b.f.0., 
is a necessary adjunct for 
reception of c-w telegraph signals on super- 
heterodynes which have no other provision 
for obtaining modulation of an incoming c-w 
telegraphy signal. The oscillator is coupled 
into or just ahead of second detector circuit 
and supplies a signal of nearly the same fre- 
quency as that of the desired signal from the 
i-f amplifier. If the i-f amplifier is tuned to 
455 kc., for example, the b.f.o. is tuned to 
approximately 454 or 456 kc. to produce an 
audible (1000 cycle) beat note in the output 
of the second detector of the receiver. The 
carrier signal itself is, of course, inaudible. 
The b.f.o. is not used for voice reception, ex- 
cept as an aid in searching for weak stations. 
The b-f-o input to the second detector need 
only be sufficient to give a good beat note on 
an average signal. Too much coupling into the 
second detector will give an excessively high 
hiss level, masking weak signals by the high 
noise background. 
Figure 18 shows a method of manually ad- 
justing the b-f-o output to correspond with 
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Figure 18. 
VARIABLE-OUTPUT B-F-O CIRCUIT. 


A beat-frequency oscillator whose output is 

controllable is of considerable assistance in 

copying c-w signals over a wide range of levels, 

and such a control is almost a necessity for 

satisfactory copying of single-sideband radio- 
phone signals. 


the strength of received signals. This type of 
variable b-f-o output control is a useful ad- 
junct to any superheterodyne, since it allows 
sufficient b-f-o output to be obtained to “beat” 
with strong signals or to allow single-sideband 
reception and at the same time permits the 
b-f-o output, and consequently the hiss, to be 
reduced when attempting to receive weak sig- 
nals. The circuit shown is somewhat better 
than those in which one of the electrode volt- 
ages on the b-f-o tube is changed, as the latter 
circuits usually change the frequency of the 
b.f.o. at the same time they change the strength, 
making it necessary to reset the trimmer each 
time the output is adjusted. 

The b.f.o. usually is provided with a small 
trimmer which is adjustable from the front 
panel to permit adjustment over a range of 
5 or 10 kc: For single-signal reception the 
b.f.o. always is adjusted to the high-frequency 
side, in order to permit placing the hetero- 
dyne image in the rejection notch. 

In order to reduce the b-f-o signal output 
voltage to a reasonable level which will pre- 
vent blocking the second detector, the signal 
voltage is delivered through a low-capacitance 
(high-reactance) capacitor having a value of 
1 to 2 wmufd. 

Care must be taken with the b.f.o. to pre- 
vent harmonics of the oscillator from being 
picked up at multiples of the b-f-o frequency. 
The complete b.f.o. together with the coupling 
circuits to the second detector, should be thor- 
oughly shielded to prevent pickup of the har- 
monics by the input end of the receiver. 

If b-f-o harmonics still have a tendency to 
give trouble after complete shielding and isola- 
tion of the b-f-o circuit has been accomplished, 
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Figure 19. 
TYPICAL A-V-C CIRCUIT USING A DOUBLE DIODE. 


Any of the small dual-diode tubes may be used in this circuit. Or, if desired, a duo-diode-triode 

may be used, with the triode acting as the first audio stage. The left-hand diode serves as the 

detector, while the right-hand side acts as the a-v-c rectifier. The use of separate diodes for 

detector and a-y-c reduces distortion when receiving an AM signal with a high modulation 
percentage. 


the passage of these harmonics from the b-f-o 
circuit to the rest of the receiver can be stopped 
through the use of a low-pass filter in the lead 
between the output of the b-f-o circuit and the 
point on the receiver where the b-f-o signal 
is to be injected. The design of such filters is 
discussed in Chapter 3. 


6-7 Detector, Audio, and 
Control Circuits 


Detectors Second detectors for use in super- 


heterodynes are usually of the 
diode, plate, or infinite-impedance types. Oc- 
casionally, grid-leak detectors are used in re- 
ceivers using one i-f stage or none at all, in 
which case the second detector usually is made 
regenerative. 

Diodes are the most popular second detect- 
ors because they allow a simple method of 
obtaining automatic volume control to be 
used. Diodes load the tuned circuit to which 
they are connected, however, and thus :educe 
the selectivity slightly. Special i-f transformers 
are used for the purpose of providing a low- 
impedance input circuit to the diode detector. 


Automatic Vol- 
ume Control 


The elements of an auto- 
matic volume control (av. 
c.) system are shown in 
figure 19. A dual-diode tube is used as a 
combination diode detector and a-v-c rectifier. 
The left-hand diode operates as a simple 
rectifier in the manner described earlier in this 
chapter. Audio voltage, superimposed on a 
d-c voltage, appears across the 500,000-ohm 


potentiometer (the volume control) and the 
.0001-ufd. capacitor, and is passed on to the 
audio amplifier. The right-hand diode receives 
signal voltage directly from the primary of 
the last i-f amplifier, and acts as the a-v-c 
rectifier. The pulsating d-c voltage across the 
l-megohm a.v.c.-diode load resistor is filtered 
by a 500,000-ohm resistor and a .05-mufd. 
capacitor, and applied as bias to the grids of 
the r-f and 1-f amplifier tubes; an increase or 
decrease in signal strength will cause a corres- 
ponding increase or decrease in a-v-c bias 
voltage, and thus the gain of the receiver is 
automatically adjusted to compensate for 
changes in signal strength. 


By disassociating the a.v.c. and detecting 
functions through using separate diodes, as 
shown, most of the ill effects of a-c shunt 
loading on the detector diode are avoided. 
This type of loading causes serious distortion, 
and the additional components required to 
eliminate it are well worth their cost. Even 
with the circuit shown, a-c loading can occur 
unless a very high (5 megohms, or more) 
value of grid resistor is used in the following 
audio amplifier stage. 


A.V.C. in In receivers having a beat- 
B-F-O-Equipped frequency oscillator for the 
Receivers reception of radiotelegraph 


signals, the use of a.v.c. 
can result in a great loss in sensitivity when 
the b.f.o. is switched on. This is because the 
beat oscillator output acts exactly like a strong 
received signal, and causes the a-v-c circuit to 
put high bias on the r-f and i-f stages, thus 
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greatly reducing the receiver’s sensitivity. Due 
to the above effect, it is necessary to provide 
a method of making the a-v-c circuit in- 
operative when the b.f.o. is being used. The 
simplest method of eliminating the a-v-c action 
is to short the a-v-c line to ground when the 
b.f.o. is turned on. A two-circuit switch may 
be used for the dual purpose of turning on the 
beat oscillator and shorting out the a.v.c. if 
desired. 


Visual means for determin- 
ing whether or not the re- 
ceiver is properly tuned, as 
well as an indication of the relative signal 
strength, are both provided by means of tun- 
ing indicators (S meters) of the meter or 
vacuum-tube type. A d-c milliammeter can be 
connected in the plate supply circuit of one 
or more r-f or i-f amplifiers, as shown in 
figure 20A, so that the change in plate cur- 
rent, due to the action of the a-v-c voltage, 
will be indicated on the instrument. The d-c 
instrument M should have a full-scale reading 
approximately equal to the total plate current 
taken by the stage or stages whose plate current 
passes through the instrument. The value of 
this current can be estimated by assuming a 
plate current on each stage (with no signal in- 
put to the receiver) of about 6 ma. However, 
it will be found to be more satisfactory to 
measure the actual plate current on the stages 
with a milliammeter of perhaps 0-100 ma. 
full scale before purchasing an instrument for 
use as an S meter. The 50-ohm potentiometer 
shown in the drawing is used to adjust the 
meter reading to full scale with no signal in- 
put to the receiver. 

When an ordinary meter is used in the plate 
circuit of a stage, for the purpose of indicat- 
ing signal strength, the meter reads backwards 
with respect to strength. This is because in- 
creased a-v-c bias on stronger signals causes 
lower plate current through the meter. For this 
reason, special meters which indicate zero at 
the right-hand end of the scale are often used 
for signal strength indicators in commercial 
receivers using this type of circuit. Alternative- 
ly, the meter may be mounted upside down, 
so that the needle moves toward the right with 
increased signal strength. 

The circuit of fgure 20B can frequently be 
used to advantage in a receiver where the 
cathode of one of the r-f or i-f amplifier stages 
runs directly to ground through the cathode 


Signal Strength 
Indicators 


RFor IF 


RFor IF 


6U5/6G5 1 MEG. 
© or 6E5 


TO AYV.C. 


+250V. 


Figure 20. 
SIGNAL-STRENGTH-METER CIRCUITS. 


Shown above are four circuits for obtaining 

a signal-strength reading which is a function 

of incoming carrier amplitude. The circuits are 
discussed in the accompanying text. 


bias resistor instead of running through a 
cathode-voltage gain control. In this case a 
O-1 d-c milliammeter in conjunction with a 
resistor from 1000 to 3000 ohms can be used 
as shown as a signal-strength meter. With 
this circuit the meter will read backwards with 
increasing signal strength as in the circuit 
previously discussed. 

Figure 20C is the circuit of a forward-read- 
ing S meter as is often used in communications 
receivers. The instrument is used in an un- 
balanced bridge circuit with the d-c plate re- 
sistance of one i-f tube as one leg of the bridge 
and with resistors for the other three legs. The 
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value of the resistor R must be determined by 
trial and error and will be somewhere in the 
vicinity of 50,000 ohms. Sometimes the screen 
circuits of the r-f and i-f stages are taken 
from this point along with the screen-circuit 
voltage divider. 

Electron-ray tubes (sometimes called “magic 
eyes’) can also be used as indicators of relative 
signal strength in a circuit similar to that 
shown in figure 20D. A 6U5/6G5 tube should 
be used where the a-v-c voltage will be from 
5 to 20 volts and a type 6ES tube should be 
used when the a-v-c voltage will run from 2 
to 8 volts. 


Audio Amplifiers Audio amplifiers are em- 
ployed in nearly all radio 
receivers. The audio amplifier stage or stages 
are usually of the Class A type, although Class 
AB push-pull stages are used in some receivers. 
The operation of both of these types of ampli- 
fiers was described in detail in Chapter 5. The 
purpose of the audio amplifier is to bring the 
relatively weak signal from the detector up to 
a strength sufficient to operate a pair of head- 
phones or a loud speaker. Either triodes, pen- 
todes, or beam tetrodes may be used, the pen- 
todes and beam tetrodes usually giving greater 
output. In some receivers, particularly those 
employing grid leak detection, it is possible 
to operate the headphones directly from the 
detector, without audio amplification. Jn such 
receivers, a single audio stage with a beam 
tetrode or pentode tube is ordinarily used to 
drive the loud speaker. 

Most communications receivers, either home- 
constructed or factory-made, have a single- 
ended beam tetrode (such as a 6L6 or 6V6) 
or pentode (6F6 or 6K6-GT) in the audio 
output stage feeding the loudspeaker. If pre- 
cautions are not taken such a stage will actual- 
ly bring about a decrease in the effective 
signal-to-noise ratio of the receiver due to the 
rising high-frequency characteristic of such a 
stage when feeding a loud-speaker. One way 
of improving this condition is to place a mica 
Or paper capacitor of approximately 0.003 «fd. 
capacitance across the primary of the output 
transformer. The use of a capacitor in this 
manner tends to make the load impedance 
seen by the plate of the output tube more con- 
stant over the audio-frequency range. The 
speaker and transformer will tend to present 
a rising impedance to the tube as the frequency 
increases, and the parallel capacitor will tend 


to make the total impedance more constant 
since it will tend to present a decreasing im- 
pedance with increasing audio frequency. 

A still better way of improving the fre- 
quency characteristic of the output stage, and 
at the same time reducing the harmonic dis- 
tortion, is to use shunt feedback from the 
plate of the output tube to the plate of a tube 
such as a 6SJ7 acting as an audio amplifier 
stage ahead of the output stage. This circuit 
is illustrated in figure 27, Chapter 5. 


6-8 Noise Suppression 


The problem of noise suppression confronts 
the listener who is located in places where 
interference from power lines, electrical ap- 
pliances, and automobile ignition systems is 
troublesome. This noise is often of such in- 
tensity as to swamp out signals from desired 
stations. 

There are two principal methods for reduc- 
ing this noise: 

(1) A-c line filters at the source of inter- 
ference, if the noise is created by an 
electrical appliance. 

(2) Noise-limiting circuits for the reduc- 
tion, in the receiver itself, of interfer- 
ence of the type caused by automobile 
ignition systems. 


Power Line 
Filters 


Many household appliances, such 
as electric mixers, heating pads, 
vacuum sweepers, refrigerators, 
oil burners, sewing machines, doorbells, etc., 
create an interference of an intermittent nature. 
The insertion of a line filter near the source 
of interference often will effect a complete 
cure. Filters for small appliances can consist 
of a 0.l-ufd. capacitor connected across the 
110-volt a-c line. Two capacitors in series 
across the line, with the midpoint connected to 
ground, can be used in conjunction with ultra- 
violet ray machines, refrigerators, oil burner 
furnaces, and other more stubborn offenders. 
In severe cases of interference, additional fil- 
ters in the form of heavy-duty r-f choke coils 
must be connected in series with the 110-volt 
a-c line on both sides of the line right at the 
interfering appliance. 


Peak Numerous noise-limiting circuits 
Noise which are beneficial in overcoming 
Limiters key clicks, automobile ignition in- 

terference, and similar noise im- 
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V1 
LAST 1.F. TUBE 


C:—0.1-u fd. paper 
C.—50-yufd. mica 
C;—100-uufd. mica 
Ci, C;>—0.01-ufd. paper 
Ri, Re—1 megohm, 
VY watt 
R3s, Ri—220,000 ohms, 
Y% watt 
Rs, Rc—1 megohm, 
Y watt 
Ri—2-megohm poten- 
tiometer 


Figure 21. 
NOISE LIMITER CIRCUIT, WITH ASSOCIATED A-V.-C. 


This limiter is of the series type, and is self-adjusting to carrier strength for phone reception. 
For proper operation several volts should be developed across the secondary of the last i-f 
transformer (IFT) under carrier conditions. 


pulses have become popular. They operate on 
the principle that each individual noise pulse 
is of very short duration, yet of very high 
amplitude. The popping or clicking type of 
noise from electrical ignition systems may pro- 
duce a signal having a peak value ten to 
twenty times as great as the incoming radio 
signal, but an average power much less than 
the signal. 

As the duration of this type of noise peak 
is short, the receiver can be made inoperative 
during the noise pulse without the human ear 
detecting the total loss of signal. Some noise 
limiters actually punch a hole in the signal, 
while others merely /imzt the maximum peak 
signal which reaches the headphones or loud- 
speaker. 

The noise peak is of such short duration 
that it would not be objectionable except for 
the fact that it produces an over-loading effect 
on the receiver, which increases its time con- 
stant. A sharp voltage peak will give a kick 
to the diaphragm of the headphones or speak- 
er, and the momentum or inertia keeps the 
diaphragm in motion until the dampening of 
the diaphragm stops it. This movement pro- 
duces a popping sound which may completely 
obliterate the desired signal. If the noise pulse 
can be limited to a peak amplitude equal to 
that of the desired signal, the resulting inter- 
ference is practically negligible for moderately 
low repetition rates, such as ignition noise. 

Virtually all of the practicable peak limiters 
for radio-telephony employ one or two diodes 
either as shunt or series limiters in the a-f 
system. When a noise pulse exceeds a cer- 


tain predetermined threshold value, the limiter 
diode acts either as a short or open circuit, 
depending upon whether it is used in a shunt 
or series circuit. The threshold is made to occur 
at a level high enough that it will not clip 
modulation peaks enough to impair voice in- 
telligibility, but low enough to limit the noise 
peaks effectively. 

Because the action of the peak limiter is 
needed most on very weak signals, and these 
usually are not strong enough to produce 
proper a-v-c action, a threshold setting that 
is correct for a strong phone signal is not 
correct for optimum limiting on very weak 
signals. For this reason the threshold control 
often is tied in with the a-v-c system so as to 
make the optimum threshold adjustment auto- 
matic instead of manual. 

Suppression of impulse noise by means of 
an audio peak limiter is best accomplished at 
the very front end of the audio system, and 
for this reason the function of superheterodyne 
second detector and limiter often are combined 
in a composite circuit. 

The amount of limiting that can be obtained 
is a function of the audio distortion that can 
be tolerated. Because excessive distortion will 
reduce the intelligibility as much as will back- 
ground noise, the degree of limiting for which 
the circuit is designed has to be a compromise. 

Peak noise limiters working at the second 
detector are much more effective when the i-f 
bandwidth of the receiver is broad, because a 
sharp i-f amplifier will lengthen the pulses by 
the time they reach the second detector, making 
the limiter less effective. V-h-f superhetero- 
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dynes have an i-f bandwidth considerably 
wider than the minimum necessary for voice 
sidebands (to take care of drift and instabil- 
ity). Therefore, they are capable of better peak 
noise suppression than a standard communica- 
tions receiver having an i-f bandwidth of per- 
haps 8 kc. Likewise, when a crystal filter is 
used on the “sharp” position an a-f peak 
limiter is of little benefit. 


Practical 
Peak Noise 
Limiter Circuits 


Noise limiters range all the 
way from an audio stage 
running at very low screen 
or plate voltage, to elab- 
orate affairs employing 5 or more tubes. Rath- 
er than attempt to show the numerous types, 
many of which are quite complex considering 
the results obtained, only two very similar 
types will be described. Either is just about as 
effective as the most elaborate limiter that can 
be constructed, yet requires the addition of 
but a single diode and a few resistors and 
capacitors over what would be employed in a 
good superheterodyne without a limiter. Both 
circuits, with but minor modifications in re- 
sistance and capacitance values, are incor- 
porated in one form or another in different 
types of factory-built communications receivers. 

Referring to figure 21, the first circuit shows 
a conventional superheterodyne second detect- 
or, a.v.c., and first audio stage with the addi- 
tion of one tube element, D:;, which may be 
either a separate diode or part of a twin-diode 
as illustrated. Diode Ds acts as a series gate, 
allowing audio to get to the grid of the a-f 
tube only so long as the diode is conducting. 
The diode is biased by a d-c voltage obtained 
in the same manner as a-v-c control voltage, 
the bias being such that pulses of short dura- 
tion no longer conduct when the pulse voltage 
exceeds the carrier by approximately 60 per 
cent. This also clips voice modulation peaks, 
but not enough to impair intelligibility. 

It is apparent that the series diode clips 
only positive modulation peaks, by limiting 
upward modulation to about 60 per cent. Neg- 
ative or downward peaks are limited auto- 
matically to 100 per cent in the detector, be- 
cause obviously the rectified voltage out of the 
diode detector cannot be less than zero. Limit- 
ing the downward peaks to 60 per cent or so 
instead of 100 per cent would result in but 
little improvement in noise reduction, and the 
results do not justify the additional compon- 
ents required. 


It is important that the exact resistance 
values shown be used, for best results, and that 
10 per cent tolerance resistors be used for Rs 
and Rs. Also, the rectified carrier voltage de- 
veloped across Cs should be at least 5 volts 
for good limiting. 

The limiter will work well on c-w tel- 
egraphy if the amplitude of beat frequency 
oscillator injection is not too high. Variable 
injection is to be preferred, adjustable from 
the front panel. If this feature is not provided, 
the b-f-o injection should be reduced to the 
lowest value that will give a satisfactory beat. 
When this is done, effective limiting and a 
good beat can be obtained by proper adjust- 
ment of the r-f and a-f gain controls. It 1s 
assumed, of course, that the a.v.c. is cut out 
of the circuit for c-w telegraphy reception. 


The circuit of figure 22 is 
more effective than that 
shown in figure 21 under 
certain conditions and requires the addition 
of only one more resistor and one more capaci- 
tor than the other circuit. Also, this circuit in- 
volves a smaller loss in output level than the 
circuit of figure 21. This circuit can be used 
with equal effectiveness with a combined diode- 
triode or diode-pentode tube (6R7, 6SR7, 
6Q7, 6SQ7 or similar diode-triodes, or 6B8, 
6SF7, or similar diode-pentodes) as diode 
detector and first audio stage. However, a 
separate diode must be used for the noise - 
limiter, D2. This diode may be one-half of a 
6H6, GALS, 7A6, etc., or it may be a triode 
connected 6J5, 6C4 or similar type. 

Note that the return for the volume control 
must be made to the cathode of the detector 
diode (and not to ground) when a dual tube 
is used as combined second-detector first-audio. 
This means that in the circuit shown in figure 
22 a connection will exist across the points 
where the “X” is shown on the diagram since 
a common cathode lead is brought out of the 
tube for D; and Vi. If desired, of course, a 
single dual diode may be used for D: and D: 
in this circuit as well as in the circuit of figure 
21. Switching the limiter in and out with the 
switch § brings about no change in volume. 

In any diode limiter circuit such as the ones 
shown in these two figures it is important that 
the mid-point of the heater potential for the 
noise-limiter diode be as close to ground 
potential as possible. This means that the 
center-tap of the heater supply for the tubes 


Alternative 
Limiter Circuit 
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This circuit is of the self-adjusting 

type and gives less distortion for 

a given degree of modulation than 

the more common limiter circuits. 

Ri, Re—470K, 12 watt 

R:—100K, 12 watt 

Ri, Rs—1 megohm, 12 watt 

Ri. —2-megohm potentiometer 

C:i— 0.00025 mica (approx.) 

C:,—0.01-yfd. paper 

C;—0.01-ufd. paper 

C.—0.01-ufd. paper 

D:, D:—6H6, 6AL5, 7A6, or diode 
sections of a 6S88-GT 
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Figure 22. 
ALTERNATIVE NOISE LIMITER CIRCUIT. 


should be grounded wherever possible rather 
than grounding one side of the heater supply 
as is often done. Difficulty with hum pickup 
in the limiter circuit may be encountered when 
one side of the heater is grounded due to the 
high values of resistance necessary in the 
limiter circuit. 

The circuit of figure 22 has been used with 
excellent success in several home-constructed 
receivers, and in the BC-312/BC-342 and BC- 
348 series of surplus communications receiv- 
ers. It is also used in certain manufactured 
receivers. 

Incidentally, an excellent check on the oper- 
ation of the noise limiter in any communica- 
tions receiver can be obtained by listening to 
the Loran signals in the 160-meter band. With 
the limiter out a sharp rasping buzz will be 
obtained when one of these stations is tuned 
in. With the noise limiter switched into the 
circuit the buzz should be greatly reduced and 
a low-pitched hum should be heard. 


6-9 Special Considerations 
in U-H-F Receiver Design 


Transmission 
Line Circuits 


At increasingly higher frequen- 
cies, it becomes progressively 
more difficult to obtain a satis- 
factory amount of selectivity and impedance 
from an ordinary coil and capacitor used as a 
resonant circuit. On the other hand, quarter 
wavelength sections of parallel conductors or 
concentric transmission line are not only better 
but also become of practical dimensions. 


Tuning 
Short Lines 


Tubes and tuning capacitors con- 
nected to the open end of a 
transmission line provide a ca- 
pacitance that makes the resonant length less 
than a quarter wave-length. The amount of 
shortening for a specified capacitive reactance 
is determined by the surge impedance of the 
line section. It is given by the equation for 
resonance: 


1 


2a fC 
in which = 3.1416, f is the frequency, C 
the capacitance, Zo the surge impedance of the 
line, and tan / is the tangent of the electrical 
length in degrees. 

The capacitive reactance of the capacitance 
across the end is 1/(2m f C) ohms. For reson- 
ance, this must equal the surge impedance of 
the line times the tangent of its electrical 
length (in degrees, where 90° equals a quar- 
ter wave). It will be seen that twice the capac- 
itance will resonate a line if its surge imped- 
ance is halved; also that a given capacitance 


has twice the loading effect when the frequency 
is doubled. 


==. fe tans 


Coupling Into 
Lines 


It is possible to couple into a 
parallel-rod line by tapping 
directly on one or both rods, 
preferably through blocking capacitors if any 
d.c. is present. More commonly, however, a 
“hairpin” is inductively coupled at the short- 
ing bar end, either to the bar or to the two 
rods, or both. This normally will result in a 
balanced load. Should a loop unbalanced to 
ground be coupled in, any resulting unbalance 
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Figure 23. 
COUPLING AN ANTENNA TO A 
COAXIAL RESONANT CIRCUIT. 


(A) shows the recommended method for cou- 

pling a coaxial line to a coaxial resonant 

circuit. (B) shows an alternative method for 

use with an open-wire type of antenna feed 
line. 
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Figure 24. 
METHODS OF EXCITING 
A RESONANT CAVITY. 


reflected into the rods can be reduced with a 
simple Faraday screen, made of a few parallel 
wires placed between the hairpin loop and the 
rods. These should be soldered at only one end 
and grounded. 

An unbalanced tap on a coaxial resonant 
circuit can be made directly on the inner con- 
ductor at the point where it is properly 
matched. For low impedances, such as a con- 
centric line feeder, a small one-half turn loop 
can be inserted through a hole in the outer 
conductor of the coaxial circuit, being in ef- 
fect a half of the hairpin type recommended 
for coupling balanced feeders to coaxial re- 
sonant lines. The size of the loop and close- 
ness to the inner conductor determines the 
impedance matching and loading. Such loops 
coupled in near the shorting disc do not alter 
the tuning appreciably, if not overcoupled. 


A cavity is a closed resonant 
chamber made of metal. It is 
known also as a rhumbatron. The 
cavity, having both inductance and capaci- 
tance, supersedes coil-capacitor and capacitance- 
loaded transmission-line tuned circuits at ex- 
tremely high frequencies where conventional 
L and C components, of even the most refined 
design, prove impractical because of the tiny 
electrical and physical dimensions they must 
have. Microwave cavities have high Q factors 
and are superior to conventional tuned cir- 
cuits. They may be employed in the manner 
of an absorption wavemeter or as the tuned 


Resonant 
Cavities 


circuit in other r-f test instruments and in 
microwave transmitters and receivers. 

Resonant cavities usually are closed on all 
sides and all of their walls are made of elec- 
trical conductor. However, in some forms, 
small openings are present for the purpose of 
excitation. Cavities have been produced in 
several shapes including the plain sphere, 
dimpled sphere, sphere with reentrant cones 
of various sorts, cylinder, prism (including 
cube), ellipsoid, ellipsoid-hyperboloid, dough- 
nut-shape, and various reentrant types. In ap- 
pearance, they resemble in their simpler forms 
metal boxes or cans. 

The cavity actually is a linear circuit, but 
one which is superior to a conventional coaxial 
resonator in the s-h-f range. The cavity reson- 
ates in much the same manner as does a bar- 
rel or a closed room with reflecting walls. 

Because electromagnetic energy, and the as- 
sociated electrostatic energy, oscillates to and 
fro inside them in one mode or another, re- 
sonant cavities resemble wave guides. The 
mode of operation in a cavity is affected by 
the manner in which micro-wave energy is 
injected. A cavity will resonate to a large 
number of frequencies, each being associated 
with a particular mode or standing-wave pat- 
tern. The lowest mode (lowest frequency of 
operation) of a cavity resonator normally is 
the one used. — 

The resonant frequency of a cavity may be 
varied, if desired, by means of movable plung- 
ers or plugs, as shown in figure 25A, or a 
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Figure 25. 
TUNING METHODS FOR 
CYLINDRICAL RESONANT CAVITIES. 


movable metal disc (See figure 25B). A cavity 
that is too small for a given wavelength will 
not oscillate. 

The resonant frequencies of simple spheri- 
cal, cylindrical, and cubical cavities may be 
calculated simply for one particular mode. 
Wavelength and cavity dimensions (in centi- 
meters) are related by the following simple 
resonance formulae: 


For Cylinder \, = 2.6 %X radius 
” Cube Ar = 2.83 X_half of 1 side 
” Sphere Ar = 2.28 X radius 


Butterfly 
Circuit 


Unlike the cavity resonator, which 
in its conventional form is a de- 
vice which can tune over a relative- 
ly narrow band, the butterfly circuit is a tun- 
able resonator which permits coverage of a 
fairly wide u-h-f band. The butterfly circuit is 
very similar to a conventional coil-variable 
capacitor combination, except that both in- 
ductance and capacitance are provided by 
what appears to be a variable capacitor alone. 
The Q of this device is somewhat less than 
that of a concentric-line tuned circuit but is 
entirely adequate for numerous applications. 
Figure 26A shows construction of a single 
butterfly section. The butterfly-shaped rotor, 
from which the device derives its name, turns 
in relation to the unconventional stator. The 
two groups of stator “fins” or sectors are in 
effect joined together by a semi-circular metal 
band, integral with the sectors, which provides 
the circuit inductance. When the rotor is set 
to fill the loop opening (the position in which 
it is shown in figure 26A), the circuit induct- 
ance and capacitance are reduced to minimum. 
When the rotor occupies the position indicated 
by the dotted lines, the inductance and capaci- 
tance are at maximum. The tuning range of 


Figure 26. 


THE BUTTERFLY RESONANT CIRCUIT. 


Shown at (A) is the physical appearance of 

the butterfly circuit as used in the v-h-f and 

lower u-h-f range. (B) shows an _ electrical 
representation of the circuit. 


practical butterfly circuits is in the ratio of 
POT 63h 

Direct circuit connections may be made to 
points A and B. If balanced operation is de- 
sired, either point C or D will provide the 
“center-tap” (electrical mid-point). Coupling 
may be effected by means of a small single- 
turn loop placed near point E or F. The butter- 
fly thus permits continuous variation of both 
capacitance and inductance, as indicated by 
the equivalent circuit in figure 26B, while at 
the same time eliminating all pigtails and 
wiping contacts. 

Several butterfly sections may be stacked in 
parallel in the same way that variable capaci- 
tors are built up. In stacking these sections, 
the effect of adding inductances in parallel is 
to lower the total circuit inductance, while the 
addition of stators and rotors raises the total 
capacitance, as well as the ratio of maximum 
tO minimum capacitance. 

Butterfly circuits have been applied specifi- 
cally to oscillators for transmitters, super- 
heterodyne receivers, and heterodyne frequency 
meters in the 100-1000-Mc. frequency range. 


Receiver 
Circuits 


The types of resonant circuits de- 
scribed in the previous paragraphs 
have largely replaced conventional 
coil-capacitor circuits in the range above 100 
Mc. Tuned short lines and butterfly circuits 
are used in the range from about 100 Mc. to 
perhaps 3500 Mc., and above about 3500 Mc. 
resonant cavities are used almost exclusively. 
The resonant cavity is also quite generally 
employed in the 2000-Mc. to 3500-Mc. range. 

In a properly designed receiver, thermal 
agitation in the first tuned circuit is amplified 
by subsequent tubes and predominates in the 
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output. For good signal-to-set-noise ratio, 
therefore, one must strive for a high-gain low- 
noise r-f stage. Hiss can be held down by giv- 
ing careful attention to this point. A mixer 
has about 0.3 of the gain of an r-f tube of the 
same type; so it is advisable to precede a mixer 
by an efficient r-f stage. It is also of some value 
to have good r-f selectivity before the first 
detector in order to reduce noises produced 
by beating noise at one frequency against noise 
at another, to produce noise at the intermed- 
iate frequency in a superheterodyne. 

The frequency limit of a tube is reached 
when the shortest possible external connections 
are used as the tuned circuit, except for ab- 
normal types of oscillation. Wires or sizeable 
components are often best considered as sec- 
tions of transmission lines rather than as 
simple resistances, capacitances, or inductances. 

So long as small triodes and pentodes will 
operate normally, they are generally preferred 
as v-h-f tubes over other receiving methods 
that have been devised. However, the input 
Capacitance, input conductance, and _ transit 
time of these tubes limit the upper frequency 
at which they may be operated. The input 
resistance, which drops to a low value at very 
short wave-lengths, limits the stage gain and 
broadens the tuning. 


V-H-F 
Tubes 


The first tube in a v-h-f receiver is 
most important in raising the signal 
above the noise generated in succes- 
sive stages, for which reason small v-h-f types 
are definitely preferred. 

Tubes employing the conventional grid-con- 
trolled and diode rectifier principles have been 
modernized, through various expedients, for 
operation at frequencies as high, in some new 
types, as 4000 Mc. Beyond that frequency, 
electron transit time becomes the limiting 
factor and new principles must be enlisted. 
In general, the improvements embodied in 
existing tubes have consisted of (1) reducing 
electrode spacing to cut down electron transit 
time, (2) reducing electrode areas to decrease 
interelectrode capacitances, and (3) shorten- 
ing of electrode leads either by mounting the 
electrode assembly close to the tube base or by 
bringing the leads out directly through the 
glass envelope at nearby points. Through re- 
duction of lead inductance and interelectrode 
capacitances, input and output resonant fre- 
quencies due to tube construction have been 
increased substantially. 


Tubes embracing one or more of the fea- 
tures just outlined include the later loctal types, 
high-frequency acorns, button-base types, and 
the lighthouse types. Type 6J4 button-base: 
triode will reach 500 Mc. Type 6F4 acorn 
triode is recommended for use up to 1200 
Mc. Type 1A3 button-base diode has a reson- 
ant frequency of 1000 Mc., while type 9005 
acorn diode resonates at 1500 Mc. Lighthouse 
type 2C40 can be used at frequencies up to 
3500 Mc. as an oscillator. 


More than two decades have 
passed since the crystal (mineral) 
rectifier enjoyed widespread use 
in radio receivers. Low-priced tubes completely 
supplanted the fragile and relatively insensitive 
crystal detector, although it did continue for a 
few years as a simple meter rectifier in absorp- 
tion wavemeters after its demise as a receiver 
component. 

Today, the crystal detector is of new im- 
portance in microwave communication. It 1s 
being employed as a detector and as a mixer 
in receivers and test instruments used at ex- 
tremely high radio frequencies. At some of 
the frequencies employed in microwave opera- 
tions, the crystal rectifier is the only satisfactory 
detector or mixer. The chief advantages of the 
crystal rectifier are very low capacitance, rela- 
tive freedom from transit-time difficulties, and 
its two-terminal nature. No batteries or a-c 
power supply are required for its operation. 

The crystal detector consists essentially of 
a small piece of silicon or germanium mount- 
ed in a base of low-melting-point alloy and 
contacted by means of a thin, springy feeler 
wire known as the cat whisker. This arrange- 
ment is shown in figure 27A. 

The complex physics of crystal rectification 
is beyond the scope of this discussion. It is 
sufficient to state that current flows from 
several hundred to several thousand times more 
readily in one direction through the contact 
of cat whisker and crystal than in the opposite 
direction. Consequently, an alternating current 
(including one of microwave frequency) will 
be rectified by the crystal detector. The load, 
through which the rectified currents flow, may 
be connected in series or shunt with the 
crystal, although the former connection is most 
generally employed. Certain spots on the crys- 
tal surface afford more efficient rectification 
than others and these accordingly are searched 
for with the cat whisker. 


Crystal 
Rectifiers 
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Figure 27. 
THE MICROWAVE CRYSTAL DIODE. 
(A) shows the essentials of a crystal diode, 
while (B) is a sketch to illustrate the construc- 
tion of the common microwave crystal diode. 


If the cat whisker is by some means perman- 
ently secured in contact with a very sensitive 
spot, a fixed crystal detector is obtained which 
requires no further adjustment. The basic ar- 
rangement of a modern fixed crystal detector 
developed during World War II for micro- 
wave work, particularly radar, is shown in 
figure 27B. Once the cat whisker of this unit 
is set at the factory to the most sensitive spot 
on the surface of the silicon crystal and its 
pressure is adjusted, a filler compound is in- 
jected through the filling hole to hold the cat 
whisker permanently in position. 


6-10 Receiver Adjustment 


A simple regenerative receiver requires little 
adjustment other than those necessary to insure 
correct tuning and smooth regeneration over 
some desired range. Receivers of the tuned 
radio-frequency type and superheterodynes re- 
quire precise alignment to obtain the highest 
possible degree of selectivity and sensitivity. 

Good results can be obtained from a receiv- 
er only when it is properly aligned and ad- 
justed. The most practical technique for mak- 
ing these adjustments is given below. 
Instruments A very small number of instru- 
ments will suffice to check and 
align a communications receiver, the most 
important of these testing units being a modu- 
lated oscillator and a d-c and a-c voltmeter. 
The meters are essential in checking the volt- 
age applied at each circuit point from the 
power supply. If the a-c voltmeter is of the 
oxide-rectifier type, it can be used, in addi- 
tion, as an output meter when connected 
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across the receiver output when tuning to a 
modulated signal. If the signal is a steady tone, 
such as from a test oscillator, the output meter 
will indicate the value of the detected signal. 
In this manner, alignment results may be 
visually noted on the meter. 


T-R-F Receiver 
Alignment 


Alignment procedure in a 
multistage t-r-f receiver is 
exactly the same as aligning 
a single stage. If the detector is regenerative, 
each preceding stage is successively aligned 
while keeping the detector circuit tuned to the 
test signal, the latter being a station signal or 
one locally generated by a test oscillator loosely 
coupled to the antenna lead. During these ad- 
justments, the r-f amplifier gain control is ad- 
justed for maximum sensitivity, assuming that 
the r-f amplifier is stable and does not oscil- 
late. Often a sensitive receiver can be roughly 
aligned by tuning for maximum noise pickup. 


Superheterodyne 
Alignment 


Aligning a superhet is a 
detailed task requiring a 
great amount of care and 
patience. It should never be undertaken with- 
out a thorough understanding of the involved 
job to be done and then only when there is 
abundant time to devote to the operation. 
There are no short cuts; every circuit must be 
adjusted individually and accurately if the re- 
ceiver is to give peak performance. The pre- 
cision of each adjustment is dependent upon 
the accuracy with which the preceding one was 
made. 

Superhet alignment requires (1) a good 
signal generator (modulated oscillator) cover- 
ing the radio and intermediate frequencies and 
equipped with an attenuator; (2) the neces- 
sary socket wrenches, screwdrivers, or “neutral- 
izing tools” to adjust the various i-f and r-f 
trimmer capacitors; and (3) some convenient 
type of tuning indicator, such as a copper- 
oxide or electronic voltmeter. 

Throughout the alignment process, unless 
specifically stated otherwise, the r-f gain con- 
trol must be set for maximum output, the beat 
oscillator switched off, and the a.v.c. turned off 
or shorted out. When the signal output of the 
receiver is excessive, either the attenuator or 
the a-f gain control may be turned down, but 
never the r-f gain control. 

I-F Alignment After the receiver has been 
given a rigid electrical and 
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mechanical inspection, and any faults which 
may have been found in wiring or the selec- 
tion and assembly of parts corrected, the i-f 
amplifier may be aligned as the first step in 
the checking operations. 


With the signal generator set to give a 
modulated signal on the frequency at which 
the i-f amplifier is to operate, clip the “hot” 
output lead from the generator to the last i-f 
stage through a small fixed capacitor to the 
control grid. Adjust both trimmer capacitors 
in the last i-f transformer (the one between 
the last i-f amplifier and the second detector ) 
to resonance as indicated by maximum deflec- 
tion of the output meter. 


Each i-f stage is adjusted in the same man- 
ner, moving the hot lead, stage by stage, back 
toward the front end of the receiver and back- 
ing off the attenuator as the signal strength 
increases in each new position. The last ad- 
justment will be made to the first i-f trans- 
former, with the hot signal generator lead con- 
nected to the control grid of the mixer. Oc- 
casionally it is necessary to disconnect the 
mixer grid lead from the coil, grounding it 
through a 1,000- or 5,000-ohm resistor, and 
coupling the signal generator through a small 
capacitor to the grid. 


When the last i-f adjustment has been com- 
pleted, it is good practice to go back through 
the i-f channel, re-peaking all of the trans- 
formers. It is imperative that this recheck be 
made in sets which do not include a crystal 
filter, and where the simple alignment of the 
i-f amplifier to the generator is final. 


I-F with 
Crystal Filter 


There are several ways of align- 
ing an i-f channel which con- 
tains a_ crystal-filter circuit. 
However, the following method is one which 
has been found to give satisfactory results in 
every case: An unmodulated signal generator 
capable of tuning to the frequency of the 


filter crystal in the receiver is coupled to the 
grid of the stage which precedes the crystal 
filter in the receiver. Then, with the crystal 
filter switched in, the signal generator is tuned 
slowly to find the frequency where the crystal 
peaks. The receiver “S’’ meter may be used as 
the indicator, and the sound heard from the 
loudspeaker will be of assistance in finding 
the point. When the frequency at which the 
crystal peaks has been found, all the i-f trans- 
formers in the receiver should be touched up 
to peak at that frequency. 

B-F-O Adjustment Adjusting the beat oscil- 
lator on a receiver that has 
no front panel adjustment is relatively simple. 
It is only necessary to tune the receiver to 
resonance with any signal, as indicated by the 
tuning indicator, and then turn on the b.f.o. 
and set its trimmer (or trimmers) to produce 
the desired beat note. Setting the beat oscil- 
lator in this way will result in the beat note 
being stronger on one “side” of the signal 
than on the other, which is what is desired 
for c-w reception. The b.f.o. should not be set 
to “zero beat” when the receiver is tuned to 
resonance with the signal, as this will cause 
an equally strong beat to be obtained on both 
sides of resonance. 


Front-End 
Alignment 


Alignment of the front end of 
a home-constructed receiver is a 
relatively simple process, con- 
sisting of first getting the oscillator to cover 
the desired frequency range and then of peak- 
ing the various r-f circuits for maximum gain. 
However, if the frequency range covered by 
the receiver is very wide a fair amount of cut 
and try will be required to obtain satisfactory 
tracking between the r-f circuits and the oscil- 
lator. Manufactured communications receivers 
should always be tuned in accordance with the 
instructions given in the maintenance manual 
for the receiver. 


CHAPTER SEVEN 


Generation of 
Radio-Frequency Energy 


A radio communication or broadcast trans- 
mitter consists of a source of radio frequency 
power, or carrier; a system for modulating the 
carrier whereby voice or telegraph keying or 
other modulation is superimposed upon it; 
and an antenna system, including feed line, for 
radiating the intelligence-carrying radio fre- 
quency power. The power supply employed 
to convert primary power to the various volt- 
ages required by the r-f and modulator portions 
of the transmitter may also be considered part 
of the transmitter. Power supplies are treated 
separately in Chapter Twenty-five. 


Voice modulation usually is accomplished 
by varying either the amplitude or the fre- 
quency of the radio frequency carrier in ac- 
cordance with the components of intelligence 
to be transmitted. The process of amplitude 
modulation is covered in detail in Chapter 
Eight and frequency modulation is covered in 
Chapter Nine. 


Radiotelegraph modulation (keying ) normal- 
ly is accomplished either by interrupting, shift- 
ing the frequency of, or superimposing an 
audio tone on the radio-frequency carrier in 
accordance with the dots and dashes to be 
transmitted. 

The complexity of the radio-frequency gen- 
erating portion of the transmitter is dependent 
upon the power, order of stability, and fre- 
quency desired. An oscillator feeding an an- 
tenna directly is the simplest form of radio- 


frequency generator. A modern high-frequency 
transmitter, on the other hand, is a very com- 
plex generator. Such an equipment usually 
comprises a very stable crystal-controlled or 
self-controlled oscillator to stabilize the out- 
put frequency, a series of frequency multi- 
pliers, one or more amplifier stages to increase 
the power up to the level which is desired for 
feeding the antenna system, and a filter system 
for keeping the harmonic energy generated in 
the transmitter from being fed to the antenna 
system. 


7-1 Self-Controlled 
Oscillators 


In Chapter Five, it was explained that the 
amplifying properties of a tube having three 
or more elements give it the ability to gener- 
ate an alternating current of a frequency de- 
termined by the components associated with it. 
A vacuum tube operated in such a circuit 1s 
called an oscillator, and its function is essen- 
tially to convert direct current into radio-fre- 
quency alternating current of a predetermined 
frequency. 

Oscillators for controlling the frequency of 
conventional radio transmitters can be divided 
into two general classes: self-controlled and 
crystal-controlled. 

There are a great many types of self-con- 
trolled oscillators, each of which is best suited 
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to a particular application. They can further 
be subdivided into the classifications of: neg- 
ative-grid oscillators, electron-orbit oscillators, 
negative-resistance oscillators, velocity modula- 
tion oscillators, and magnetron oscillators. 


Negative-Grid 
Oscillators 


A negative-grid oscillator 1s 
essentially a vacuum-tube am- 
plifier with a sufficient por- 
tion of the output energy coupled back into 
the input circuit to sustain oscillation. The 
control grid is biased negatively with respect 
to the cathode. Common types of negative-grid 
oscillators are diagrammed in figure 1. 
The Hartley Illustrated in figure 1(A) is 
the oscillator circuit which finds 
the most general application at the present 
time; this circuit is commonly called the 
Hartley. The operation of this oscillator will 
be described as an index to the operation of 
all negative-grid oscillators; the only real dif- 
ference between the various circuits is the 
manner in which energy for excitation is 
coupled from the plate to the grid circuit. 
When plate voltage is applied to the Hart- 
ley oscillator shown at (A), the sudden flow 
of plate current accompanying the application 
of plate voltage will cause an electro-magnetic 
field to be set up in the vicinity of the coil. 
The building-up of this field will cause a 
potential drop to appear from turn-to-turn 
along the coil. Due to the inductive coupling 
between the portion of the coil tn which the 
plate current is flowing and the grid portion, 
a potential will be induced in the grid portion. 
Since the cathode tap is between the grid 
and plate ends of the coil, the induced grid 
voltage acts in such manner as to increase 
further the plate current to the tube. This 
action will continue for a short period of time 
determined by the inductance and capacitance 
of the tuned circuit, until the “flywheel” effect 
of the tuned circuit causes this action to come 
to a maximum and then to reverse itself. The 
plate current then decreases, the magnetic field 
around the coil also decreasing, until a mini- 
mum is reached, when the action starts again 
in the original direction and at a greater ampli- 
tude than before. The amplitude of these 
oscillations, the frequency of which is de- 
termined by the coil capacitor circuit, will in- 
crease in a very short period of time to a limit 
determined by the plate voltage of the oscil- 
lator tube. 


The Colpitts Figure 1 (B) shows a version 
of the Colpitts oscillator. It can 
be seen that this is essentially the same circuit 
as the Hartley except that the ratio of a pair 
of capacitances in series determines the effective 
cathode tap, instead of actually using a tap on 
the tank coil. Also, the net capacitance of these 
two capacitors comprises the tank capacitance 
of the tuned circuit. This oscillator circuit is 
somewhat less susceptible to parasitic (spur- 
ious) oscillations than the Hartley. 

For best operation of the Hartley and Col- 
pitts oscillators, the voltage from grid to 
cathode, determined by the tap on the coil or 
the setting of the two capacitors, normally 
should be from 1/3 to 1/5 that appearing be- 
tween plate and cathode. 


The T.P.T.G. The tuned-plate tuned-grid os- 

cillator illustrated at (C) has 
a tank circuit in both the plate and grid cir- 
cuits. The feedback of energy from the plate 
to the grid circuits is accomplished by the 
plate-to-grid inter-electrode capacitance within 
the tube. The necessary phase reversal in feed- 
back voltage is provided by tuning the grid 
tank capacitor to the low side of the desired 
frequency and the plate capacitor to the high 
side. A broadly resonant coil may be substi- 
tuted for the grid tank to form the T.N.T. 
oscillator shown at (D). 


Electron-Coupled 
Oscillators 


In any of the oscillator cir- 
cuits just described it is 
; possible to take energy 
from the oscillator circuit by coupling an ex- 
ternal load to the tank circuit. Since the tank 
circuit determines the frequency of oscillation 
of the tube, any variations in the conditions 
of the external circuit will be coupled back 
into the frequency determining portion of the 
oscillator. These variations will result in fre- 
quency instability. 

The frequency determining portion of an 
oscillator may be coupled to the load circuit 
only by an electron stream, as illustrated in 
(E) and (F) of figure 1. When it is con- 
sidered that the screen of the tube acts as the 
plate to the oscillator circuit, the plate merely 
acting as a coupler to the load, then the sim- 
ilarity between the cathode-grid-screen circuit 
of these oscillators and the cathode-grid-plate 
circuits of the corresponding prototype can be 
seen. 

The electron-coupled oscillator has good 
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@) CLAPP ELECTRON COUPLED 


Figure 1. 
COMMON TYPES OF SELF-EXCITED OSCILLATORS. 


Fixed capacitor values are typical, but will vary somewhat with the application. In the 
Clapp oscillator circuits of (G) and (H), capacitors C; and C:; should have a reactance of 50 
to 100 ohms at the operating frequency of the oscillator. Tuning of these two oscillators 
is accomplished by capacitor C. In the circuits of (E), (F), and (H), tuning of the tank 
circuit in the piate of the oscillator tube will have relatively small effect on the frequency 
of oscillation. The plate tank circuit also may, if desired, be tuned to a harmonic of the 
oscillation frequency, or a broadly resonant circuit may be used in this circuit position. 


stability with respect to load and voltage var- 
iation. Load variations have a relatively small 
effect on the frequency, since the only coupling 
between the oscillating circuit and the load is 
through the electron stream flowing through 
the other elements to the plate. The plate is 
electrostatically shielded from the oscillating 
portion by the bypassed screen. 

The stability of the e.c.o. with respect to 
variations in supply voltages is explained as 
follows: The frequency will shift in one direc- 
tion with an increase in screen voltage, while 
an increase in plate voltage will cause it to 


shift in the other direction. By a proper pro- 
portioning of the resistors that comprise the 
voltage divider supplying screen voltage, it is 
possible to make the frequency of the oscillator 
substantially independent of supply voltage 
variations. 

The Clapp Oscillator A relatively new type 
of oscillator circuit 
which is capable of giving excellent frequency 
stability is illustrated in figure 1G. Compari- 
son between the more standard circuits of 
figure 1A through 1F and the Clapp oscillator 
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circuits of figures 1G and 1H will immediately 
show one marked difference: the tuned circuit 
which controls the operating frequency in the 
Clapp oscillator is serzes resonant, while in all 
the more standard oscillator circuits the fre- 
quency controlling circuit is parallel resonant. 
Also, the capacitors C: and C2 are relatively 
large in terms of the usual values for a Col- 
pitts oscillator. In fact, the value of capacitors 
C: and C: will be in the vicinity of 0.001 vfd. 
to 0.0025 ufd. for an oscillator which is to be 
operated in the 1.8-Mc. band. 

The Clapp oscillator operates in the follow- 
ing manner: at the resonant frequency of the 
oscillator tuned circuit (L, C) the impedance 
of this circuit is at minimum (since it oper- 
ates in series resonance) and maximum cur- 
rent flows through it. Note however, that C: 
and C: also are included within the current 
path for the series resonant circuit, so that at 
the frequency of resonance an appreciable volt- 
age drop appears across these capacitors. The 
voltage drop appearing across Ci is applied to 
the grid of the oscillator tube as excitation, 
while the amplified output of the oscillator 
tube appears across.C: as the driving power to 
keep the circuit in oscillation. 

Capacitors C: and C: should be made as 
large in value as possible, while still per- 
mitting the circuit to oscillate over the full 
tuning range of C. The larger these capacitors 
are made, the smaller will be the coupling 
between the oscillating circuit and the tube, 
and consequently the better will be oscillator 
stability with respect to tube variations. High 
Gn. tubes such as the 6AC7, 6AG7, and 6CB6 
will permit the use of larger values of 
capacitance at C: and C: than will more con- 
ventional tubes such as the 6SJ7, 6V6, and 
such types. In general it may be said that 
the reactance of capacitors C: and C: should 
be on the order of 40 to 120 ohms at the oper- 
ating frequency of the oscillator—with the 
lower values of reactance going with high-Gm 
tubes and the higher values being necessary to 
permit oscillation with tubes having Gm in 
the range of 2000 micromhos such as the 6SJ7. 

It will be found that the Clapp oscillator 
will have a tendency to vary in power output 
over the frequency range of tuning capacitor 
C. The output will be greatest where C is at 
its largest setting, and will tend to fall off with 
C at minimum capacitance. In fact, if capaci- 
tors C: and C: have too large a value the circuit 
will stop oscillation near the minimum capaci- 


OB+ 100-150 V. 


@) TRANSITRON OSCILLATOR 


63N7 or 6J6 


O B+ 100- 150 V. 


CATHODE COUPLED OSCILLATOR 


Figure 2. 
TWO-TERMINAL OSCILLATOR CIRCUITS. 


Both circuits may be used for an audio oscil- 
lator or for frequencies into the v-h-f range 
simply by placing a tank circuit tuned to the 
proper frequency where indicated on the 
drawing. Recommended values for the com- 
ponents are given below for both oscillators. 


TRANSITRON OSCILLATOR 

C:—0.01-yvfd. mica for r.f. 10-ufd. elect. for a.f. 
C.—0.00005-yfd. mica for r.f. 0.1-ufd. paper for a.f. 
C;—0.003-ufd. mica for r.f. 0.5-ufd. paper for a.f. 
C.—0.01-ufd. mica for r.f. 8-ufd. elect. for a.f. 
Ri—220K 12-watt carbon 

R2—1800 ohms 12-watt carbon 

R3—22K 2-watt carbon 

Rs—22K 2-watt carbon 


CATHODE-COUPLED OSCILLATOR 

C:—0.00005-yfd. mica for r.f. 0.1-ufd. paper for 
audio 

C.—0.003-ufd. mica for r.f. 8-yfd. elect. for audio 

Ri—47K Y2-watt carbon 

Ro—1K 1-watt carbon 


tance setting of C. Hence it will be necessary 
to use a slightly smaller value of capacitance 
at Ci and C: (to provide an increase in the 
Capacitive reactance at this point), or else the 
frequency range of the oscillator must be re- 
stricted by paralleling a fixed capacitor across 
C so that its effective capacitance at minimum 
setting will be increased to a value which will 
sustain oscillation. 
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In the triode Clapp oscillator, such as shown 
at figure 1G, output voltage for excitation of 
an amplifier, doubler, or isolation stage nor- 
mally is taken from the cathode of the oscil- 
lator tube by capacitive coupling to the grid 
of the next tube. However, where greater iso- 
lation of succeeding stages from the oscillating 
circuit is desired, the electron-coupled Clapp 
oscillator diagrammed in figure 1H may be 
used. Output then may be taken from the plate 
circuit of the tube by capacitive coupling with 
either a tuned circuit, as shown, or with an r-f 
choke or a broadly resonant circuit in the plate 
return. Alternatively, energy may be coupled 
from the output circuit L2-Cs by link coupling. 
The considerations with regard to Gi, C:, and 
the grid tuned circuit are the same as for the 
triode oscillator arrangement of figure 1G. 


Negative Resist- Negative-resistance oscillat- 
ance Oscillators ors often are used when un- 

usually high frequency sta- 
bility is desired, as in a frequency meter. The 
dynatron of a few yeats ago and the newer 
transitron are examples of oscillator circuits 
which make use of the negative resistance 
characteristic between different elements in 
some multi-grid tubes. 

In the dynatron, the negative resistance is a 
consequence of secondary emission of electrons 
from the plate of a tetrode tube. By a proper 
proportioning of the electrode voltage, an in- 
crease in screen voltage will cause a decrease in 
screen current, since the increased screen volt- 
age will cause the screen to attract a larger 
number of the secondary electrons emitted by 
the plate. Since the net screen current flowing 
from the screen supply will be decreased by an 
increase in screen voltage, it is said that the 
screen Circuit presents a negative resistance. 

If any type of tuned circuit, or even a resist- 
ance-capacitance circuit, is connected in’ series 
with the screen, the arrangement will oscillate 
—provided, of course, that the external circuit 
impedance is greater than the negative resist- 
ance. A negative resistance effect similar to 
the dynatron is obtained in the transitron cir- 
cuit, which uses a pentode with the suppressor 
coupled to the screen. The negative resistance 
in this case is obtained from a combination of 
secondary emission and inter-electrode coupl- 
ing, and is considerably more stable than that 
obtained from uncontrolled secondary emission 
alone in the dynatron. A representative transi- 
tron oscillator circuit is shown in figure 2. 


Figure 3. 
THE FRANKLIN OSCILLATOR CIRCUIT. 


A separate phase inverter tube is used in this 
oscillator to feed a portion of the output back 
to the input in the proper phase to sustain 
oscillation. The values of C; and Cz should be 
as small as will permit oscillations to be sus- 
tained over the desired frequency range. 


The chief distinction between a conventional 
“negative grid” oscillator and a “negative re- 
sistance’ oscillator is that in the former the 
tank circuit must act as a phase inverter in 
order to permit the amplification of the tube 
to act as a negative resistance, while in the 
latter the tube acts as its own phase inverter. 
Thus a negative resistance oscillator requires 
only an untapped coil and a single capacitor 
as the frequency determining tank circuit, and 
is classed as a “two terminal’ oscillator. In 
fact, the time constant of an R/C circuit may 
be used as the frequency determining element 
and such an oscillator is rather widely used as 
a tunable audio frequency oscillator. 


The Franklin 
Oscillator 


The Franklin oscillator makes 
use of two cascaded tubes to 
obtain the negative-resistance 
effect (figure 3). The tubes may be either a 
pair of triodes, tetrodes, or pentodes, a dual 
triode, or a combination of a triode and a 
multi-grid tube. The chief advantage of this 
oscillator circuit is that the frequency determin- 
ing tank only has two terminals, and one side 
of the circuit is grounded. 


The second tube acts as a phase inverter to 
give an effect similar to that obtained with the 
dynatron or transitron, except that the effective 
transconductance is much higher. If the tuned 
circuit is omitted or is replaced by a resistor, 
the circuit becomes a relaxation oscillator or 
a multivibrator. 


Oscillator Stability The Clapp oscillator has 
proved to be inherently 
the most stable of all the oscillator circuits 
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Figure 4, 


EQUIVALENT ELECTRICAL CIRCUIT 
OF QUARTZ PLATE IN A HOLDER. 


At (A) is shown the equivalent series-resonant 
circuit of the crystal itself, at (B) is shown 
how the shunt capacitance of the holder elec- 
trodes and associated wiring affects the circuit 
to the combination circuit of (C) which ex- 
hibits both series resonance and parallel 
resonance (anti-resonance), the separation in 
frequency between the two modes being very 
small and determined by the ratio of C: to Cy. 


discussed above, since minimum coupling be- 
tween the oscillator tube and its associated 
tuned circuit is possible. However, this in- 
herently good stability is with respect to tube 
variations; instability of the tuned circuit with 
respect to vibration or temperature will of 
course have as much effect on the frequency of 
oscillation as with any other type of oscillator 
circuit. Solid mechanical construction of the 
components of the oscillating circuit, along 
with a small negative-coefhicient compensating 
capacitor included as an element of the tuned 
circuit, usually will afford an adequate degree 
of oscillator stability. 


V.F.0. Transmit- 
ter Controls 


When used to control the 
frequency of a transmitter 
in which there are stringent 
limitations on frequency tolerance, several pre- 
cautions are taken to ensure that a variable 
frequency oscillator will stay on frequency. The 
oscillator is fed from a voltage regulated power 
supply, uses a well designed and temperature 
compensated tank circuit, is of rugged me- 
chanical construction to avoid the effects of 
shock and vibration, is protected against ex- 
cessive changes in ambient room temperature, 
and is isolated from feedback or stray coupling 
from other portions of the transmitter by 
shielding, filtering of voltage supply leads, and 
incorporation of one or more “buffer” ampli- 
fier stages. In a high power transmitter a small 
amount of stray coupling from the final ampli- 


fier to the oscillator can produce appreciable 
degradation of the oscillator stability if both 
are on the same frequency. Therefore, the 
oscillator usually is operated on a subharmonic 
co‘ the transmitter output frequency, with one 
or more frequency multipliers between the 
oscillator and final amplifier. 


7-2 Quartz Crystal 
Oscillators 


Quartz is a naturally occurring crystal hav- 
ing a structure such that when plates are cut in 
certain definite relationships to the crystallo- 
graphic axes, these plates will show the pzezo- 
electric effect—the plates will be deformed in 
the influence of an electric field, and, converse- 
ly, when such a plate is compressed or de- 
formed in any way a potential difference will 
appear upon its opposite sides. 


The crystal has mechanical resonance, and 
will vibrate at a very high frequency because 
of its stiffness, the natural period of vibration 
depending upon the dimensions, the method of 
electrical excitation, and crystallographic orien- 
tation. Because of the piezo-electric properties, 
it is possible to cut a quartz plate which, when 
provided with suitable electrodes, will have the 
characteristics of a series resonant circuit with 
a very high L/C ratio and very high Q. The 
Q is several times as high as can be obtained 
with an inductor-capacitor combination in con- 
ventional physical sizes. The equivalent elec- 
trical circuit is shown in figure 4A, the resist- 
ance component simply being an acknowledg- 
ment of the fact that the Q, while high, does 
not have an infinite value. 


The shunt capacitance of the electrodes and 
associated wiring (crystal holder and socket, 
plus circuit wiring) is represented by the dot- 
ted portion of figure 4B. In a high frequency 
crystal this will be considerably greater than 
the capacitance component of an equivalent 
series L/C circuit, and unless the shunt capaci- 
tance is balanced out in a bridge circuit, the 
crystal will exhibit both resonant (series reso- 
nant) and anti-resonant (parallel resonant) 
frequencies, the latter being slightly higher 
than the series resonant frequency and ap- 
proaching it as C: is increased. 


The series resonance characteristic is em- 
ployed in crystal filter circuits in receivers, as 
covered in Chapter 6, and also in certain 
oscillator circuits wherein the crystal is used 
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Figure 5. | 
ORIENTATION OF THE COMMON CRYSTAL CUTS. 


as a selective feedback element in such a man- 
ner that the phase of the feedback is correct 
and the amplitude adequate only at or very 
close to the series resonant frequency of the 
crystal. 

While quartz, tourmaline, Rochelle salts, 
ADP, and EDT crystals all exhibit the piezo- 
electric effect, quartz is the material widely em- 
ployed for frequency control. 

As the cutting and grinding of quartz plates 
has progressed to a high state of development 
and these plates may be purchased at prices 
which discourage the cutting and grinding by 
simple hand methods for one’s own use, the 
procedure will be only lightly touched upon 
here. 

The crystal “blank” is cut from the raw 
quartz at a predetermined orientation with re- 
spect to the optical and electrical axes, the 
Orientation determining the activity, tempera- 
ture coefficient, thickness coefficient, and other 
characteristics. Various orientations or “cuts” 
having useful characteristics are illustrated in 
figure 5. 

The crystal blank is then rough-ground 
almost to frequency, the frequency increasing 
in inverse ratio to the oscillating dimension 


(usually the thickness). It is then finished to 
exact frequency either by careful lapping, by ° 
etching, or plating. The latter process consists 
of finishing it to a frequency slightly higher 
than that desired and then silver plating the 
electrodes right on the crystal, the frequency 
decreasing as the deposit of silver is increased. 
If the crystal is not etched, it must be carefully 
scrubbed and “baked” several times to stabilize 
it, or otherwise the frequency and activity of 
the crystal will change with time. Irradiation 
by X-rays recently has been used in crystal 
finishing. 

Unplated crystals usually are mounted in 
“pressure” or “clamped” holders, in which two 
electrodes are held against the crystal faces 
under slight pressure. Unplated crystals also 
are sometimes mounted in an “air gap” holder, 
in which there is a very small gap between the 
crystal and one or both electrodes. By making 
this gap variable, the frequency of the crystal 
may be altered over narrow limits (about 
0.3% for certain types). 

The temperature coefficient of frequency for 
various crystal cuts of the “-T” rotated family 
is indicated in figure 5. These angles are typi- 
cal, but crystals of a certain cut will vary 
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slightly. By controlling the orientation and di- 
mensioning, the “turning point’ (point of zero 
temperature coefficient) for a BT cut plate 
may be made either lower or higher than the 
75 degrees shown. Also, by careful control of 
axes and dimensions, it is possible to get AT 
cut crystals with a very flat temperature- 
frequency characteristic. 

The first quartz plates used were either Y 
cut or X cut. The former had a very high 
temperature coefficient which was discontinu- 
ous, causing the frequency to jump at certain 
critical temperatures. The X cut had a mod- 
erately bad coefficient, but it was more con- 
tinuous, and by keeping the crystal in a tem- 
perature controlled oven, a high order of sta- 
bility could be obtained. However, the X 
cut crystal was considerably less active than the 
Y cut, especially in the case of poorly ground 
plates. 

For frequencies between 500 kc. and about 
6 Mc., the AT cut crystal now is the most 
widely used. It is active, can be made free 
from spurious responses, and has an excellent 
temperature characteristic. However, above 
about 6 Mc. it becomes quite thin, and a 
dificult production job. Between 6 Mc. and 
about 12 Mc., the BT cut plate is widely used. 
It also works well between 500 kc. and 6 Mc., 
but the AT cut is more desirable when a high 
order of stability is desired and no crystal 
oven is employed. 

For low frequency operation on the order of 
100 ke., such as is required in a frequency 
standard, the GT cut crystal is recommended, 
though CT and DT cuts also are widely used 
for applications between 50 and 500 kc. The 
CT, DT, and GT cut plates are known as 
contour cuts, as these plates oscillate along 
the long dimension of the plate or “bar,” and 
are much smaller physically than would be the 
case for a regular AT or BT cut crystal for the 
same frequency. 
Crystal Holders Crystals normally are pur- 
chased ready mounted. The 
best type mount is determined by the type 
crystal and its application, and usually an opti- 
mum mounting is furnished with the crystal. 
However, certain features are desirable in all 
holders. One of these is exclusion of moisture 
and prevention of electrode oxidization. The 
best means of accomplishing this is a metal 
holder, hermetically sealed, with glass insula- 
tion and a metal-to-glass bond. However, such 


holders are more expensive, and a ceramic or 
phenolic holder with rubber gasket will serve 
where requirements are not too exacting. 


Temperature Control; 
Crystal Ovens 


Where the frequency 
tolerance requirements 
are not too stringent 
and the ambient temperature does not include 
extremes, an AT-cut plate, or a BT-cut plate 
with optimum (mean temperature) turning 
point, will often provide adequate stability 
without resorting to a temperature controlled 
oven. However, for broadcast stations and other 
applications where very close tolerances must 
be maintained, a thermostatically controlled 
oven, adjusted for a temperature slightly high- 
er than the highest ambient likely to be en- 
countered, must of necessity be employed. 


Harmonic Cut 
Crystals 


Just as a vibrating string can 
be made to vibrate on its 
harmonics, a quartz crystal 
will exhibit mechanical resonance (and there- 
fore electrical resonance) at harmonics of its 
fundamental frequency. When employed in the 
usual holder, it is possible to excite the crystal 
only on its odd harmonics (overtones). 

By grinding the crystal especially for har- 
monic operation, it is possible to enhance its 
Operation as a harmonic resonator. BT and AT 
cut crystals designed for optimum operation 
on the 3d, 5th and even the 7th harmonic 
are available. The 5th and 7th harmonic types, 
especially the latter, require special holder and 
oscillator circuit precautions for satisfactory 
Operation, but the 3d harmonic type needs 
Jittle more consideration than a regular funda- 
mental type. A crystal ground for optimum 
operation on a particular harmonic may or 
may not be a good oscillator on a different 
harmonic or on the fundamental. One interest- 
ing characteristic of a harmonic cut crystal is 
that its harmonic frequency is not quite an 
exact multiple of its fundamental, though the 
disparity is very small. 

The harmonic frequency for which the crys- 
tal was designed is the “working frequency.” It 
is not the “fundamental,” but the crystal itself 
actually oscillates on this “working frequency” 
when it is functioning in the proper manner. 

When a harmonic-cut crystal is employed, a 
selective tuned circuit must be employed some- 
where in the oscillator in order to discrimi- 
nate against the fundamental frequency or un- 
desired harmonics. Otherwise the crystal might 
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not always oscillate on the intended frequency. 
For this reason the Pierce oscillator, later de- 
scribed in this chapter, is not suitable for use 
with harmonic-cut crystals, because the only 
tuned element in this oscillator circuit is the 
crystal itself. 


Crystal Current; For a given crystal op- 
Heating and Fracture erating as an anti-reso- 
nant tank in a given 
oscillator at fixed load impedance and plate 
and screen voltages, the r-f current through the 
crystal will increase as the shunt capacitance 
C: of figure 4 is increased, because this effec- 
tively increases the “step up ratio” of Ci to C2. 
For a given shunt capacitance, C:, the crystal 
current for a given crystal is directly propor- 
tional to the r-f voltage across C2. This volt- 
age may be measured by means of a vacuum 
tube voltmeter having a low input capaci- 
tance, and such a measurement is a more pefrti- 
nent one than a reading of r-f current by means 
of a thermogalvanometer inserted in series 
with one of the leads to the crystal holder. 


The function of a crystal is to provide accu- 
rate frequency control, and unless it is used in 
such a manner as to take advantage of its in- 
herent high stability, there is no point in 
using a crystal oscillator. For this reason a 
crystal oscillator should not be run at high 
plate input in an attempt to obtain consider- 
able power directly out of the oscillator, as such 
operation will cause the crystal to heat, with 
resultant frequency drift and possible fracture. 


7-3 Crystal Oscillator 


Circuits 


Considerable confusion exists as to nomen- 
clature of crystal oscillator circuits, due to a 
tendency to name a circuit after its discoverer. 
Nearly all the basic crystal oscillator circuits 
were either first used or else developed inde- 
pendently by G. W. Pierce, but he has not 
been so credited in all the literature. 


Use of the crystal oscillator in master oscil- 
lator circuits in radio transmitters dates back 
to about 1924 when the first application arti- 
cles appeared. 


The Pierce The circuit of figure 6A is the 
Oscillator simplest crystal oscillator circuit. 

It is one of those developed by 
Pierce, and is generally known among amateurs 
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Figure 6. 


THE PIERCE CRYSTAL OSCILLATOR 
CIRCUIT. 


Shown at (A) is the basic Pierce erystal oscil- 
lator circuit. A capacitance of 10 to 75 uyutd. 
normally will be required at C:; for optimum 
operation. If a plate supply voltage higher 
than indicated is to be used, RFC: may be 
replaced by a 22,000-ohm 2-watt resistor. 
Shown at (B) is an alternative arrangement 
with the r-f ground moved to the plate, 
and with the cathode floating. This alternative 
circuit has the advantage that the full r-f 
voltage developed across the crystal may be 
used as excitation to the next stage, since 
one side of the crystal is grounded. 


as the “Pierce oscillator.” The crystal simply 
replaces the tank circuit in a Colpitts or ultra- 
audion oscillator. The r-f excitation voltage 
available to the next stage is low, being some- 
what less than that developed across the crystal. 
Capacitor C: will make more of the voltage 
across the crystal available for excitation, and 
sometimes will be found necessary to ensure 
oscillation. Its value is small, usually approxti- 
mately equal to or slightly greater than the 
stray capacitance from the plate circuit to 
ground (including the grid of the stage being 
driven). 


If the r-f£ choke has adequate inductance, a 
crystal (even a harmonic cut crystal) will al- 
most invariably oscillate on its fundamental. 
The Pierce oscillator therefore cannot be used 
with harmonic cut crystals. 


The circuit at (B) is the same as that of 
(A) except that the plate instead of the 
cathode is operated at ground r-f potential. All 
of the r-f voltage developed across the crystal 
is available for excitation to the next stage, but 
still is low for reasonable values of crystal cur- 
rent. For best operation a tube with low heater- 
cathode capacitance is required. Excitation for 
the next stage may also be taken from the 
cathode when using this circuit. 
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Figure 7. 
COMMONLY USED CRYSTAL OSCILLATOR CIRCUITS. 


Shown at (A) is the basic tuned-plate crystal oscillator with a triode oscillator tube. The plate 

tank must be tuned on the low-capacitance side of resonance to sustain oscillation. (B) shows the 

tuned-plate oscillator as it is normally used, with an a-f power pentode to permit high output 
with relatively low crystal current. 


Schematics (C), (D), (E), and (F) illustrate crystal oscillator circuits which can deliver moderate 
output energy on harmonics of the oscillating frequency of the crystal. (C) shows a special circuit 
which will permit use of a harmonic-cut crystal to obtain output energy well into the y-h-f 
range. (D) is valuable when extremely low crystal current is a requirement, but delivers relatively 
low output. (E) is commonly used, but is subject to crystal damage if the cathode circuit is mis- 
tuned. (F) is recommended as the most generally satisfactory from the standpoints of: low crystal 
current regardless of mis-adjustment, good output on harmonic frequencies, one side of crystal 
is grounded, will oscillate with crystals from 1.5 to 10 Mc. without adjustment, output tank may 
be tuned to the crystal frequency for fundamental output without stopping oscillation or 
changing frequency. 


Tuned-Plate 
Crystal Oscillator 


The circuit shown in figure 
7A is also one used by 
Pierce, but is more widely 
referred to as the “Miller” oscillator. To avoid 
confusion, we shall refer to it as the “tuned- 
plate” crystal oscillator. It is essentially an 
Armstrong or “tuned plate-tuned grid” oscil- 
lator with the crystal replacing the usual L-C 
grid tank. The plate tank must be tuned to a 


figure 7 will oscillate at a frequency a little 
above the anti-resonant frequency of the 
crystal. 

The diagram shown in figure 7A is the basic 
circuit. The most popular version of the tuned- 
plate oscillator employs a pentode or beam 
tetrode with cathode bias to prevent excessive 
plate dissipation when the circuit is not oscil- 
lating. The cathode resistor is optional. Its 


frequency slightly higher than the anti-resonant 
(parallel resonant) frequency of the crystal. 
Whereas the Pierce circuits of figure 6 will 
oscillate at (or very close to) the anti-reso- 
nant frequency of the crystal, the circuits of 


omission will reduce both crystal current and 
oscillator efficiency, resulting in somewhat more 
output for a given crystal current. The tube 
usually is an audio or video type beam pentode 
or tetrode, the plate-grid capacitance of such 
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tubes being sufficient to ensure stable oscilla- 
tion but not so high as to offer excessive feed- 
back with resulting high crystal current. The 
6V6 makes an excellent all-around tube for 
this type circuit. 


The usual type of crystal- 
controlled h-f transmitter 
operates, at least part of 
the time, on a frequency which is an integral 
multiple of the operating frequency of the con- 
trolling crystal. Hence, oscillator circuits which 
are capable of providing output on the crystal 
frequency if desired, but which also can de- 
liver output energy on harmonics of the crystal 
frequency have come into wide use. Four such 
circuits which have found wide application are 
illustrated in figures 7C, 7D, 7E, and 7F. 

The circuit shown in figure 7C is recom- 
mended for use with harmonic-cut crystals 
when output is desired on a multiple of the 
oscillating frequency of the crystal. As an 
example, a 25-Mc. harmonic-cut crystal may 
be used in this circuit to obtain output on 50 
Mc., or a 48-Mc. harmonic-cut crystal may be 
used to obtain output on the 144-Mc. amateur 
band. The circuit is not recommended for use 
with the normal type of fundamental-frequency 
crystal since more output with fewer variable 
elements can be obtained with the circuits of 
7D<and'7F. 

The Pierce-harmonic circuit shown in fig- 
ure 7D is satisfactory for many applications 
which require very low crystal current, but has 
the disadvantage that both sides of the crystal 
are above ground potential. The Tri-tet cir- 
cuit of figure 7E is widely used and can give 
excellent output with low crystal current. How- 
ever, the circuit has the disadvantages of re- 
quiring a cathode coil, of requiring careful set- 
ting of the variable cathode capacitor to avoid 
damaging the crystal when changing frequency 
ranges, and of having both sides of the crystal 
above ground potential. 

The Colpitts harmonic oscillator of figure 
7F is recommended as being the most gener- 
ally satisfactory harmonic crystal oscillator cir- 
cuit since it has the following advantages: 
(1) the circuit will oscillate with crystals over 
a very wide frequency range with no change 
other than plugging in or switching in the de- 
sired crystal; (2) crystal current is extremely 
low; (3) one side of the crystal is grounded, 
which facilitates crystal-switching circuits; (4) 
the circuit will operate straight through with- 
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out frequency pulling, or it may be operated 
with output on the second, third, or fourth 
harmonic of the crystal frequency. 


The tunable circuits of all 
oscillators illustrated should 
be tuned for maximum 
output as indicated by maximum excitation to 
the following stage, except that the oscillator 
plate tank of tuned-plate oscillators (figure 
7A and figure 7B) should be backed off 
slightly towards the low capacitance side from 
maximum output, as the oscillator then is in 
a more stable condition and sure to “take off” 
immediately when power is applied. This is 
especially important when the oscillator is 
keyed, as for break-in c-w operation. 


Crystal Oscillator 
Tuning 


Crystal Switching It is desirable to keep stray 
shunt capacitances in the 
crystal circuit as low as possible, regardless of 
the oscillator circuit. If a selector switch is 
used, this means that both switch and crystal 
sockets must be placed close to the oscillator 
tube socket. This is especially true of harmonic- 
cut crystals operating on a comparatively high 
frequency. In fact, on the highest frequency 
crystals it is preferable to use a turret arrange- 
ment for switching, as the stray capacitances 
can be kept lower. 


Crystal Oscillator 
Keying 


When the crystal oscillator 
is keyed, it is necessary that 
crystal activity and oscilla- 
tor-tube transconductance be moderately high, 
and that oscillator loading and crystal shunt 
capacitance be low. Below 2500 kc. and above 
6 Mc. these considerations become especially 
important. Keying of the plate voltage (in the 
negative lead) of a crystal oscillator, with the 
screen voltage regulated at about 150 volts, 
has been found to give satisfactory results. 


7-4 Radio Frequency 
Amplifiers 


The output of the oscillator stage in a 
transmitter (whether it be self-controlled or 
crystal controlled) must be kept down to a 
fairly low level to maintain stability and to 
maintain a factor of safety from fracture of 
the crystal when one is used. The low power 
output of the oscillator is brought up to the 
desired power level by means of radio-frequen- 
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cy amplifiers. The two classes of r-f amplifiers 
that find widest application in radio trans- 
mitters are the Class B and Class C types. 

Methods for determining the correct oper- 
ating conditions for various types of radio- 
frequency amplifiers are discussed in detail, 
with illustrative examples, in Chapter 5. 


The Class B Class B amplifiers are used in a 
Amplifier radio-telegraph transmitter when 

maximum power gain and mini- 
mum harmonic output is desired in a particu- 
lar stage. A Class B amplifier operates with 
cutoff bias and a comparatively small amount 
of excitation. Power gains of 20 to 200 or so 
are obtainable in a well-designed Class B 
amplifier. The plate efficiency of a Class B 
c-w amplifier will run around 65 per cent. 


The Class B 


Linear 


Another type of Class B ampli- 
fier is the Class B linear stage 
as employed in  radiophone 
work. This type of amplifier is used to increase 
the level of a modulated carrier wave, and de- 
pends for its operation upon the linear rela- 
tion between excitation voltage and output 
voltage. Or, to state the fact in another man- 
ner, the power output of a Class B linear stage 
varies linearly with the square of the excita- 
tion voltage. 

The Class B linear amplifier is operated 
with cutoff bias and a small value of excitation, 
the actual value of exciting power being such 
that the power output under carrier conditions 
is one-fourth of the peak power capabilities of 
the stage. Class B linears are very widely em- 
ployed in broadcast and commercial installa- 
tions, but are comparatively uncommon in 
amateur application, since tubes with high 
plate dissipation are required for moderate out- 
put. The carrier efficiency of such an amplifier 
will vary from approximately 30 per cent 
to 35 per cent. 


The Class C Class C amplifiers are very 
Amplifier widely used in all types of 

transmitters. Good power gain 
may be obtained (values of gain from 3 to 
20 are common) and the plate circuit eff- 
ciency may be, under certain conditions, as 
high as 85 per cent. Class C amplifiers operate 
with considerably more than cutoff bias and 
ordinarily with a large amount of excitation 
as compared to a Class B amplifier. The bias 
for a normal Class C amplifier is such that 


plate current on the stage flows for approxi- 
mately 120° of the 360° excitation cycle. 
Class C amplifiers are used in transmitters 
where a fairly large amount of excitation 
power is available and good plate circuit effi- 
ciency is desired. 


Plate Modulated 
Class C 


The characteristic of a Class 
C amplifier which makes it 
linear with respect to 
changes in plate voltage is that which allows 
such an amplifier to be plate modulated for 
radiotelephony. Through the use of higher bias 
than is required for a c-w Class C amplifier 
and greater excitation, the linearity of such 
an amplifier may be extended from zero plate 
voltage to twice the normal value. The output 
power of a Class C amplifier, adjusted for plate 
modulation, varies with the square of the 
plate voltage. This is the same condition that 
would take place if a resistor equal to the 
voltage on the amplifier, divided by its plate 
current, were substituted for the amplifier. 
Therefore, the stage presents a resistive load 
to the modulator. 


Grid Modulated 
Class C 


If the grid current to a Class 
C amplifier is reduced to a 
low value, and the plate 
loading is increased to the point where the 
plate dissipation approaches the rated value, 
such an amplifier may be grid modulated for 
radiotelephony. If the plate voltage is raised to 
quite a high value and the stage is adjusted 
carefully, efficiencies as high as 40 to 43 per 
cent with good modulation capability and 
comparatively low distortion may be obtained. 
Fixed bias is required. This type of operation 
is termed Class C grid-bias modulation. 


Grid Excitation Adequate grid excitation must 

be available for Class B or 
Class C service. The excitation for a plate- 
modulated Class C stage must be sufficient to 
drive a normal value of d-c grid current with 
rated bias voltage. The bias voltage preferably 
should be obtained from a combination of grid 
leak and fixed C-bias supply. 

Cutoff bias can be calculated by dividing the 
amplification factor of the tube into the d-c 
plate voltage. This is the value normally used 
for Class B amplifiers (fixed bias, no grid 
leak). Class C amplifiers use from 114 to 5 
times this value, depending upon the available 
grid drive, or excitation, and the desired plate 
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efficiency. Less grid excitation is needed for 
c-w operation, and the values of fixed bias (if 
greater than cutoff) may be reduced, or the 
value of the grid leak resistor can be lowered 
until normal rated d-c grid current flows. 

The values of grid excitation listed for each 
type of tube may be reduced by as much as 50 
per cent if only moderate power output and 
plate efficiency are desired. When consulting 
the tube tables, it is well to remember that 
the power lost in the tuned circuits must be 
taken into consideration when calculating the 
available grid drive. At very high frequencies, 
the r-f circuit losses may even exceed the power 
required for grid drive. 

Readjustments in the tuning of the oscil- 
lator, buffer, or doubler circuits, will often 
result in greater grid drive to the final amplifier. 

Link coupling between stages, particularly to 
the final amplifier grid circuit, normally will 
provide more grid drive than can be obtained 
from other coupling systems. The number of 
turns in the coupling link, and the location of 
the turns on the coil, can be varied with respect 
to the tuned circuits to obtain the greatest grid 
drive for allowable values of buffer or doubler 
plate current. Slight readjustments sometimes 
can be made after plate voltage has been ap- 
plied to the driver tube. 

Excessive gtid current damages tubes by 
overheating the grid structure; beyond a cer- 


tain point of grid drive, no increase in power 
output can be obtained for a given plate 
voltage. 


7-5 Neutralization of 
R. F. Amplifiers 


The plate-to-grid feedback capacitance of 
triodes makes it necessary that they be neutral- 
ized for operation as r-f amplifiers at frequen- 
cies above about 500 kc. Those screen-grid 
tubes, pentodes, and beam tetrodes which have 
a plate-to-grid capacitance of 0.1 uufd. or less 
may ordinarily be operated as an amplifier 
without neutralization in a well-designed am- 
plifier up to 30 Mc. 


Neutralizing 
Circuits 


The object of neutralization is 
to cancel or “neutralize” the 
capacitive feedback of energy 
from plate to grid. There are two general 
methods by which this energy feedback may 
be eliminated: the first, and the most common 
method, is through the use of a capacitance 
bridge, and the second method is through the 
use of a parallel reactance of equal and oppo- 
site polarity to the grid-to-plate capacitance, to 
nullify the effect of this capacitance. 


With the increasing importance of minimiz- 
ing the production of harmonic energy by 


Figure 8. 
COMMON NEUTRALIZING CIRCUITS FOR SINGLE-ENDED AMPLIFIERS. 


150 Generation of R-F Energy 


THE RADIO 


Class C amplifiers, only those plate tank cir- 
cuits and neutralizing circuits which include a 
sizeable capacitance directly from plate to 
ground should be used. This limitation means 
that the “tapped-coil” method of neutraliza- 
tion, with a single-ended tuning capacitor, 


should not be used where the radiation of har- : 


monic energy would be undesirable. However, 
the circuits of figure 8B through 8D are satis- 
factory from a harmonic radiation standpoint. 


Split-Stator 
Plate Neutrali- 
zation 


Figure 8B shows the neu- 
tralization circuit which is 
most widely used in single- 
ended r-f stages. The use of 
a split-stator plate capacitor makes the electri- 
cal balance of the circuit substantially inde- 
pendent of the mutual coupling within the coil 
and also makes the balance independent of the 
place where the coil is tapped. With conven- 
tional tubes this circuit will allow one neutral- 
ization adjustment to be made on, say, 28 Mc., 
and this adjustment usually will hold sufh- 
ciently close for operation on all lower fre- 
quency bands. 


Hazeltine 
Neutralization 


An alternative system of neu- 
tralization, wherein the neu- 
tralizating circuit is inductive- 
ly coupled to one of the tank coils, is shown in 
figures 8C and 8D. Figure 8C shows the plate- 
neutralized Hazeltine circuit, while 8D shows 
the grid-neutralized arrangement. In either 
case, it will be noticed that there is no tank 
current flowing through the neutralizing coil L. 

In this circuit arrangement, the size of the 
neutralizing capacitor NC is determined by the 
coefficient of coupling between the tank coil 
and L, and upon their relative inductances. 
It is possible, by proper proportioning of the 
neutralizing coil L on each band, to make one 
setting of NC correct for all bands. 


Push-Pull 
Neutralization 


Two tubes of the same type 
can be connected for push- 
pull operation so as to obtain 
twice as much output as that of a single tube. 
A push-pull amplifier, such as that shown in 
figure 9, also has an advantage in that the cir- 
cuit can more easily be balanced than a single- 
tube r-f amplifier. The various inter-electrode 
capacitances and the neutralizing capacitors are 
connected in such a manner that the reactances 
on one side of the tuned circuits are exactly 
equal to those on the opposite side. For this 


Figure 9. 


STANDARD CROSS-NEUTRALIZED 
PUSH-PULL TRIODE AMPLIFIER. 


reason, push-pull r-f amplifiers can be more 
easily neutralized in very-high-frequency trans- 
mitters; also, they usually remain in perfect 
neutralization when tuning the amplifier to 
different bands. 

The circuit shown in figure 9 is perhaps the 
most commonly used arrangement for a push- 
pull r-f amplifier stage. The rotor of the grid 
capacitor is grounded, and the rotor of the 
plate tank capacitor is by-passed to ground. 


Shunt or Coil 
Neutralization 


The feedback of energy from 
grid to plate in an unneutral- 
ized r-f amplifier is a result of 
the grid-to-plate capacitance of the amplifier 
tube. A neutralization circuit is merely an 
electrical arrangement for nullifying the effect 
of this capacitance. All the previous neutrali- 
zation circuits have made use of a bridge 
circuit for balancing out the grid-to-plate en- 
ergy feedback by feeding back an equal amount 
of energy of opposite phase. 

Another method of eliminating the feedback 
effect of this capacitance, and hence of neutral- 
izing the amplifier stage, is shown in figure 10. 
The grid-to-plate capacitance in the triode 
amplifier tube acts as a capacitive reactance, 
coupling energy back from the plate to the grid 
circuit. If we parallel this capacitance with an 
inductance having the same value of reactance 
of opposite sign the reactance of one will can- 
cel the reactance of the other and we will 
have a high-impedance tuned citcuit from 
grid to plate. 

This neutralization circuit can be used on 
ultra-high frequencies where other neutraliza- 
tion circuits are unsatisfactory. This is true be- 
cause the lead length in the neutralization 
circuit is practically negligible. The circuit can 
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also be used with push-pull r-f amplifiers. In 
this case, each tube will have its own neutraliz- 
ing inductor connected from grid to plate. 


The big advantage of this arrangement is 
that it allows the use of single-ended tank 
circuits with a single-ended amplifier. 


The chief disadvantage of the shunt neutral- 
ized arrangement is that the stage must be 
re-neutralized each time the stage is retuned 
to a new frequency sufficiently removed that 
the grid and plate tank circuits must be re- 
tuned to resonance. However, by the use 
of plug-in coils it is possible to change to a 
different band of operation by changing the 
neutralizing coil at the same time that the grid 
and plate coils are changed. 


The 0.0001-ufd. capacitor in series with the 
neutralizing coil is merely a blocking capacitor 
to isolate the plate voltage from the grid cir- 
cuit. The coil L will have to have a very large 
number of turns for the band of operation in 
order to be resonant with the comparatively 
small grid-to-plate capacitance. But since, in all 
ordinary cases with tubes operating on fre- 
quencies for which they were designed, the L/C 
ratio of the tuned circuit will be very high, the 
coil can use comparatively small wire, although 
it must be wound on air or very low-loss 
dielectric, and must be insulated for the sum 
of the plate r-f voltage and the grid r-f voltage. 


7-6 Neutralizing 
Procedure 


An r-f amplifier is neutralized to prevent 
self-oscillation or regeneration. A neon bulb, 
a flashlight lamp and loop of wire, or an r-f 
galvanometer can be used as a null indicator 
for neutralizing low-power stages. The plate 
voltage lead is disconnected from the r-f ampli- 
fier stage while it is beimg neutralized. Normal 
grid drive then is applied to the r-f stage, the 
neutralizing indicator is coupled to the plate 
coil, and the plate tuning capacitor is tuned to 
resonance. The neutralizing capacitor (or ca- 
pacitors) then can be adjusted until mznimum 
r.f. is indicated for resonant settings of both 
grid and plate tuning capacitors. Both neu- 
tralizing capacitors are adjusted simultaneous- 
ly and to approximately the same value of 
capacitance when a physically symmetrical 
push-pull stage is being neutralized. 


A final check for neutralization should be 
made with a d-c milliammeter connected in 


Figure 10. 
COIL NEUTRALIZED AMPLIFIER. 


This neutralization circuit is very effective 
with triode tubes on any frequency, but is 
particularly effective in the v-h-f range. The 
coil L is adjusted so that it resonates at the 
operating frequency with the _ grid-to-plate 
capacitance of the tube. Capacitor C may be 
a very small unit of the low-capacitance 
neutralizing type and is used to trim the 
circuit to resonance at the operating fre- 
quency. If some means of varying the in- 
ductance of the coil a small amount is ayail- 
able, the trimmer capacitor is not needed. 


the grid leak or grid-bias circuit. There will be 
no movement of the meter reading as the plate 
circuit is tuned through resonance (without 
plate voltage being applied) when the stage 
is completely neutralized. The milliammeter 
check is more accurate than any other means 
for indicating complete neutralization and it 
also is suitable for neutralizing the stages of a 
high-power transmitter. 

Plate voltage should be completely removed 
by actually opening the d-c plate circuit. 
(Turning off the filaments of the rectifier tubes 
will do the trick.) If there is a d-c return 
through the plate supply, a small amount of 
plate current will flow when grid excitation is 
applied, even though no primary a-c voltage is 
being fed to the plate transformer. 

A further check on the neutralization of any 
r-f amplifier can be made by noting whether 
maximum grid current on the stage comes at 
the same point of tuning on the plate tuning 
capacitor as minimum plate current. This check 
is made with plate voltage on the amplifier 
and with normal antenna coupling. As the 
plate tuning capacitor is detuned slightly from 
resonance on either side the grid current on 
the stage should decrease the same amount and 
without any sudden jumps on either side of 
resonance. This will be found to be a very 
precise indication of accurate neutralization in 
either a triode or beam-tetrode r-f amplifier 
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Figure 11. 
NEUTRALIZING CIRCUITS FOR 
BEAM TETRODES. 


A conventional cross neutralized circuit for use with push-pull beam tetrodes is shown at (A). The 
neutralizing capacitors (NC) usually consist of small plates or rods mounted alongside the plate 
elements of the tubes. (B) and (C) show “grid neutralized” circuits for use with a single-ended 
tetrode stage having either link coupling or capacitive coupling into the grid tank. (D) shows 
a method of tuning the screen-lead inductance to accomplish neutralization in a single-frequency 
v-h-f tetrode amplifier, while (E) shows a method of neutralization by increasing the grid-to-plate 
capacitance on a tetrode when the operating frequency is higher than that frequency where the 
tetrode is “self-neutralized’’ as a result of series resonance in the screen lead. Methods (D) and (E) 
normally are not practicable at frequencies below about 50 Mc. with the usual types of beam 
tetrode tubes. 


stage, so long as the stage is feeding a load 
which presents a resistive impedance at the op- 
erating frequency. 

Push-pull circuits usually can be more com- 
pletely neutralized than single-ended circuits 
at very high frequencies. In the intermediate 
range of from 3 to 15 Mc., single-ended cir- 
cuits will give satisfactory results. 


Neutralization of Radio-frequency amplifiers 
Screen-Grid R-F —_using screen-grid tubes can 
Amplifiers normally be operated with- 

out any additional provision 


for neutralization at frequencies up to about 
15 Mc., provided adequate shielding has been 
provided between the input and output circuits. 
Special v-h-f screen-grid and beam tetrode 
tubes such as the 2E26, 807W, and 5516 in 
the low-power category and HK-257B, 
4E27/8001, 4-125A, and 4-250A in the me- 
dium-power category can frequently be oper- 
ated at frequencies as high as 100 Mc. with- 
out any additional provision for neutralization. 
Tubes such as the 807, 2E22, HY-69, and 
813 can normally be operated with good cir- 
cuit design at frequencies up to 30 Mc. with- 
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out any additional provision for neutralization. 
The 815 has been found to require neutraliza- 
tion in many cases at frequencies above 30 
Mc., although the 829B will normally operate 
quite stably at 148 Mc. without neutralization. 

At frequencies above those listed in the pre- 
vious paragraph for each tube type, some addi- 
tional provision for neutralization will quite 
frequently be required. Also, it has been found 
by experience that a single-ended beam-tetrode 
r-f amplifier will often operate stably at a 
frequency somewhat higher than a push-pull 
r-f amplifier using the same tube type. 

In most push-pull tetrode amplifiers the 
simplest method of accomplishing neutraliza- 
tion is to use the cross-neutralized capacitance 
bridge arrangement as normally employed with 
triode tubes. The neutralizing capacitances, 
however, must be very much smaller than used 
with triode tubes, values of the order of 0.2 
uufd. normally being required with beam 
tetrode tubes. This order of capacitance is far 
less than can be obtained with a conventional 
neutralizing capacitor at minimum setting, so 
the neutralizing arrangement is most common- 
ly made especially for the case at hand. Most 
common procedure is to bring a conductor 
(connected to the opposite grid) in the vicin- 
ity of the plate itself or of the plate tuning 
capacitor of one of the tubes. Either one or 
two such “capacitors” may be used, two being 
normally used on a higher frequency amplifier 
in order to maintain balance within the stage. 


Neutralizing 
Single-Ended 
Tetrode Stages 


A single-ended tetrode r-f am- 
plifier stage may be neutral- 
ized in the same manner as 
illustrated for a push-pull 
stage in figure 11, provided a split-stator tank 
Capacitor is in use in the plate circuit. How- 
ever, in the majority of single-ended tetrode 
r-f amplifier stages a single-section capacitor is 
used in the plate tank. Hence, other neutrali- 
zation procedures must be employed when neu- 
tralization is found necessary. 

The circuit shown in figure 11B is not a 
true neutralizing circuit, in that the plate-to- 
grid capacitance is not balanced out. However, 
the circuit can afford the equivalent effect 
by isolating the high resonant impedance of 
the grid tank circuit from the energy fed back 
from plate to grid. When NC and C are ad- 
justed to bear the following ratio to the grid- 
to-plate capacitance and the total capacitance 
from grid-to-ground in the output tube: 


ee Cex 


both ends of the grid tank circuit will be at 
the same voltage with respect to ground as a 
result of r-f energy fed back to the grid circuit. 
This means that the impedance from grid to 
ground will be effectively equal to the react- 
ance of the grid-to-cathode capacitance in 
parallel with the stray grid-to-ground capaci- 
tance, since the high resonant impedance of 
the tuned circuit in the grid has been effective- 
ly isolated from the feedback path. It is im- 
portant to note that the effective grid-to- 
ground capacitance of the tube being neutral- 
ized includes the rated grid-to-cathode or input 
capacitance of the tube, the capacitance of the 
socket, wiring capacitances and other strays, but 
it does mot include the capacitances associated 
with the grid tuning capacitor. Also, if the 
tube is being excited by capacitive coupling 
from a preceding stage (as in figure 11C), 
the effective grid-to-ground capacitance in- 
cludes the output capacitance of the preceding 
stage and its associated socket and wiring 
capacitances. 


Cancellation of The provisions discussed in the 
Screen-Lead previous paragraphs are for 
Inductance neutralization of the small, 
though still important at the 
higher frequencies, grid-to-plate capacitance of 
beam-tetrode tubes. However, in the vicinity of 
the upper-frequency limit of each tube type the 
inductance of the screen lead of the tube be- 
comes of considerable importance. With a tube 
operating at a frequency where the inductance 
of the screen lead is appreciable, the screen 
will allow a considerable amount of energy 
leak-through from plate to grid even though 
the socket terminal on the tube is care- 
fully by-passed to ground. This condition takes 
place because, even though the socket pin is 
by-passed, the reactance of the screen lead will 
allow a moderate amount of r-f potential to 
appear on the screen itself inside the electrode 
assembly in the tube. This effect has been re- 
duced to a very low amount in such tubes as 
the Hytron 5516, the 829B, and the Eimac 
4X150A and 4X500A but it is still quite ap- 
preciable in most beam-tetrode tubes. 
The effect of screen-lead inductance on the 
stability of a stage can be eliminated at any 
particular frequency by one of two methods 
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Figure 12. 
GROUNDED-GRID AMPLIFIER. 


This type of triode amplifier requires no 

neutralization, but can be used only with tubes 

having a relatively low plate-to-cathode capac- 

itance. An alternative arrangement is illus- 

trated in figure 21C, and operating conditions 
are discussed in Chapter Five. 


These methods are: (1) Tuning out the 
screen-lead inductance by series resonating the 
screen lead inductance with a capacitor to 
ground. This method is illustrated in figure 
11D and is commonly employed in com- 
mercially-built equipment for operation on a 
narrow frequency band in the range above about 
75 Mc. The other method (2) is illustrated 
in figure 11E and consists in feeding back 
additional energy from plate to grid by means 
of a small capacitor connected between these 
two elements. Note that this capacitor is con- 
nected in such a manner as to increase the 
effective grid-to-plate capacitance of the tube. 
This method has been found to be effective 
with 807 tubes in the range above 50 Mc. 
and with tubes such as the 4-125A and 
4-250A in the vicinity of their upper fre- 
quency limits. 

Note that both these methods of stabilizing a 
beam-tetrode v-h-f amplifier stage by cancella- 
tion of screen-lead inductance are suitable only 
for operation over a relatively narrow band of 
frequencies in the v-h-f range. At lower fre- 
quencies both these expedients for reducing 
the effects of screen-lead inductance will tend 
to increase the tendency toward oscillation of 
the amplifier stage. 


Neutralizing 
Problems 


When a stage cannot be com- 
pletely neutralized, the diffi- 
culty usually can be traced to 
one or more of the following causes: (1) 


Filament leads not by-passed to the common 
ground point of that particular stage. (2) 
Ground lead from the rotor connection of the 
split-stator tuning capacitor to filament open 
or too long. (3) Neutralizing capacitors in a 
field of excessive r.f. from one of the tuning 
coils. (4) Electromagnetic coupling between 
grid and plate coils, or between plate and 
preceding buffer or oscillator circuits. (5) 
Insufficient shielding or spacing between stages, 
or between grid and plate circuits in compact 
transmitters. (6) Shielding placed too close to 
plate circuit coils, causing induced currents in 
the shields. (7) Parasitic oscillations when 
plate voltage is applied. The cure for the latter 
is mainly a matter of cut and try—rearrange 
the parts, change the length of grid or plate or 
neutralizing leads, insert a parasitic choke in 
the grid lead or leads, or eliminate the ‘grid 
r-f chokes which may be the cause of a low- 
frequency parasitic (in conjunction with plate 
r-f chokes). See Parasitic Oscillation in R-F 
Amplifiers in Section 7-11 of this chapter. 


7-7 Grounded Grid 
Amplifiers 


Certain triodes have a grid configuration 
and lead arrangement which results in very 
low plate to filament capacitance when the 
control grid is grounded, the grid acting as an 
effective shield much in the manner of the 
screen in a screen-grid tube. 


By connecting such a triode in the circuit of 
figure 12, taking the usual precautions against 
stray capacitive and inductive coupling be- 
tween input and output leads and components, 
a stable power amplifier is realized which re- 
quires no neutralization. 


A detailed discussion of the operation of 
grounded-grid r-f power amplifiers, along with 
the method of design and design data on a 
typical stage, has been given in Chapter 5, 
Section 5-14. 


At ultra-high frequencies, where it is diffi- 
cult to obtain satisfactory neutralization with 
conventional triode circuits (particularly when 
a wide band of frequencies is to be covered), 
the grounded-grid arrangement is about the 
only practicable means of employing a triode 
amplifier. 

Because of the large amount of degenera- 
tion inherent in the circuit, considerably more 
excitation is required than if the same tube 
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Figure 13. 


CONVENTIONAL TRIODE FREQUENCY 
MULTIPLIER. 


Small triodes such as the 6C4 operate satis- 

factorily as frequency multipliers, and can 

deliver output well into the y-h-f range. Re- 

sistor R normally will have a value in the 
vicinity of 100,000 ohms. 


were employed in a conventional grounded- 
cathode circuit. The additional power required 
to drive a triode in a grounded-grid amplifier 
is not lost, however, as it shows up in the out- 
put circuit and adds to the power delivered to 
the load. But nevertheless it means that a larger 
driver stage is required for an amplifier of 
given output, because a moderate amount of 
power is delivered to the amplifier load by the 
driver stage of a grounded-grid amplifier. 


7-8 Frequency Multipliers 


Quartz crystals and variable-frequency oscil- 
lators are not ordinarily used for direct con- 
trol of the output of high-frequency transmit- 
ters. Frequency multipliers are usually em- 
ployed to multiply the frequency to the desired 
value. These multipliers operate on exact mul- 
tiples of the excitation frequency; a 3.6-Mc. 
crystal oscillator can be made to control the 
output of a transmitter on 7.2 or 14.4 Mc. 
or on 28.8 Mc., by means of one or more 
frequency multipliers. When used at twice 
frequency, they are often termed frequency 
doublers. A simple doubler circuit is shown 
in figure 13. It consists of a vacuum tube with 
its plate circuit tuned to twice the frequency 
of the grid driving circuit. This doubler can be 
excited from a crystal oscillator or another 
multiplier or amplifier stage. 

Doubling is best accomplished by operat- 
ing the tube with high grid bias. The grid 
circuit is driven approximately to the normal 
value of d-c grid current through the r-f choke 
and grid-leak resistor, shown in figure 13. The 
resistance value generally is from two to five 
times as high as that used with the same 
tube for straight amplification. Consequently, 
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the grid bias is several times as high for the 
same value of grid current. 

Neutralization is seldom necessary in a 
doubler circuit, since the plate is tuned to twice 
the frequency of the grid circuit. The imped- 
ance of the grid driving circuit is very low 
at the doubling frequency, and thus there is 
little tendency for self-excited oscillation. 

Frequency doublers require bias of several 
times cutoff; high-« tubes therefore are desir- 
able for this type of service. Tubes which have 
amplification factors from 20 to 200 are suit- 
able for doubler circuits. Tetrodes and pen- 
todes make excellent doublers. Low-u triodes, 
having amplification constants of from 3 to 
10, are not applicable for doubler service. In 
extreme cases the grid voltage must be as high 
as the plate voltage for efficient doubling 
action. 


Angle of Flow 
in Frequency 
Multipliers 


The angle of plate current 
flow in a frequency multiplier 
is a very important factor in 
determining the efficiency. As 
the angle of flow is decreased for a given value 
of grid current, the efficiency increases. To 
reduce the angle of flow, higher grid bias is 
required so that the grid excitation voltage will 
exceed the cutoff value for a shorter portion of 
the exciting-voltage cycle. For a high order of 
efficiency, frequency doublers should have an 
angle of flow of 90 degrees or less, triplers 60 
degrees or less, and quadruplers 45 degrees 
or less. Under these conditions the efficiency 
will be on the same order as the reciprocal 
of the harmonic on which the stage operates. 
In other words the efficiency of a doubler will 
be approximately 14 or 50 per cent, the efh- 
ciency of a tripler will be approximately % 
or 33 per cent and that of a quadrupler will 
be about 25 per cent. With good stage design 
the efficiency can be somewhat greater than 
these values, but as the angle of flow is made 
greater than these limiting values, the efh- 
ciency falls off rapidly. The reason is apparent 
from a study of figure 15. 

The pulses ABC, EFG, JKL illustrate 180- 
degree excitation pulses under Class B opera- 
tion, the solid straight line indicating cutoff 
bias. If the bias is increased by N times, to the 
value indicated by the dotted straight line, 
and the excitation increased until the peak r-f 
voltage with respect to ground is the same 
as before, then the excitation frequency can 
be cut in half and the effective excitation pulses 
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Figure 14. 
FREQUENCY MULTIPLIER CIRCUITS. 


The output of a triode v-h-f frequency multi- 
plier often may be increased by neutralization 
of the grid-to-plate capacitance as shown at 
(A) above. Such a stage also may be operated 
as a straight amplifier when the occasion 
demands. A pentode frequency multiplier is 
shown at (B). Conventional power tetrodes 
operate satisfactorily as multipliers so long 
as the output frequency is below about 100 
Mc. Above this frequency special v-h-f tet- 
rodes must be used to obtain satisfactory 
output. 


will have almost the same shape as before. The 
only difference is that every other pulse is 
missing; MNO simply shows where the miss- 
ing pulse would go. However, if the Q of the 
plate tank circuit is high, it will have sufficient 
“flywheel” effect to carry over through the 
missing pulse, and the only effect will be that 
the plate input and r-f output at optimum 
loading drop to approximately half. As the 
input frequency is half the output frequency, 
an efficient frequency doubler is the result. 

By the same token, a tripler or quadrupler 
can be analyzed, the tripler skipping two ex- 
citation pulses and the quadrupler three. In 
each case the excitation pulse ideally should 
be short enough that it does not exceed 180 
degrees at the output frequency; otherwise the 
excitation actually is bucking the output over 
a portion of the cycle. 

In actual practice, it is found uneconomical 
to provide sufficient excitation to run a tripler 
or quadrupler in this fashion. Usually the ex- 
citation pulses will be at least 90 degrees at 
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ILLUSTRATING THE ACTION OF A 
FREQUENCY DOUBLER. 


the exciting frequency, with correspondingly 
low efficiency, but it is more practicable to 
accept the low efficiency and build up the 
output in succeeding amplifier stages. The efh- 
ciency can become quite low before the power 
gain becomes less than unity. 


Push-Push 
Multipliers 


Two tubes can be connected in 
parallel to give twice the output 
of a single-tube doubler. If the 
grids are driven out of phase instead of in 
phase, the tubes then no longer work simul- 
taneously, but rather one at a time. The effect 
is to fill in the missing pulses (figure 15). 
Not only is the output doubled, but several 
advantages accrue which cannot be obtained 
by straight parallel operation. 

Chief among these is the effective neutral- 
ization of the fundamental and all odd har- 
monics, an advantage when spurious emissions 
must be minimized. Another advantage is that 
when the available excitation is low and ex- 
citation pulses exceed 90 degrees, the output 
and efficiency will be greater than for the 
same tubes connected in parallel. 

The same arrangement may be used as a 
quadrupler, with considerably better efficiency 
than for straight parallel operation, because 
seldom is it practicable to supply sufficient 
excitation to permit 45 degree excitation 
pulses. As pointed out above, the push-push 
arrangement exhibits better efficiency than a 
single ended multiplier when excitation is 
inadequate for ideal multiplier operation. 

A typical push-push doubler is illustrated in 
figure 16. When high transconductance tubes 
are employed, it is necessary to employ a split- 
stator grid tank capacitor to prevent self 
oscillation; with well screened tetrodes or pen- 
todes having medium values of transconduct- 
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Figure 16. 


PUSH-PUSH FREQUENCY DOUBLER. 


The output of a doubler stage may be 
materially increased through the use of a 
push-push circuit such as illustrated above. 


ance, a split-coil arrangement with a single- 
section capacitor may be employed (the center 
tap of the grid coil being by-passed to 
ground). 


Push-Puli Frequency It is frequently desir- 
Triplers able in the case of 
u-h-f and v-h-f trans- 
mitters that frequency multiplication stages be 
balanced with respect to ground. Further it is 
just as easy in most cases to multiply the 
crystal or v-f-o frequency by powers of three 
rather than multiplying by powers of two as 
is frequently done on lower frequency trans- 
mitters. Hence the use of push-pull triplers 
has become quite prevalent in both commercial 
and amateur v-h-f and u-h-f transmitter de- 
signs. Such stages are balanced with respect to 
ground and appear in construction and on 
paper essentially the same as a push-pull r-f 
amplifier stage with the exception that the 
output tank circuit is tuned to three times the 
frequency of the grid tank circuit. A circuit for 
a push-pull tripler stage is shown in figure 17. 
A push-pull tripler stage has the further 
advantage in amateur work that it can also 
be used as a conventional push-pull r-f ampli- 
fier merely by changing the grid and plate 
coils so that they tune to the same frequency. 
This is of some advantage in the case of 
Operating in the 50-Mc. band with 50-Mc. 
excitation, and then changing the plate coil 
to tune to 144 Mc. for operation of the stage 
as a tripler from excitation on 48 Mc. This 
circuit arrangement is excellent for operation 
with push-pull beam tetrodes such as the 815 
and 829B, although a pair of tubes such as 
the 2E25, 2E26, or 5516 could just as well 
be used if proper attention were given to the 
matter of screen-lead inductance. 


Figure 17. 
PUSH-PULL FREQUENCY TRIPLER. 


The push-pull tripler is advantageous in the 
v-h-f range since circuit balance is main- 
tained both in the input and output circuits. 
If the circuit is neutralized it may be used 
either as a straight amplifier or as a tripler. 
Either triodes or tetrodes may be used; dual- 
unit tetrodes such as the 815, 832A, and 
829B are particularly effective in the v-h-f 
range. 


7-9 Tank Circuit 
Capacitances 


It is necessary that the proper value of Q 
be used in the plate tank circuit of any r-f 
amplifier. A brief discussion of this matter 
has been given in Section 5-12 of Chapter 5. 
However, the following section has been de- 
voted to a more thorough treatment of the 
subject, and charts and curves are given to 
assist the reader in the determination of the 
proper L/C ratio to be used in a radio-fre- 
quency amplifier stage. 


A Class C amplifier draws plate current in 
the form of very distorted pulses of short 
duration. Such an amplifier is always operated 
into a tuned inductance-capacitance or tank 
circuit which tends to smooth out these pulses, 
by its storage or “tank” action, into a sine 
wave of radio-frequency output. Any wave- 
form distortion of the carrier frequency results 
in harmonic interference in higher-frequency 
channels. 


A Class A r-f amplifier would produce a 
sine wave of radio-frequency output if its 
exciting waveform were also a sine wave. 
However, a Class A amplifier stage converts its 
d-c input to r-f output by acting as a variable 
resistance, and therefore heats considerably. 
A Class C amplifier when driven hard with 
short pulses at the peak of the exciting wave- 
form acts more as an electronic switch, and 
therefore can convert its d-c input to r-f out- 
put with relatively good efficiency. Values of 
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plate circuit efficiency from 65 to 85 per cent 
are common in Class C amplifiers operating 
under optimum conditions of excitation, grid 
bias, and loading. 


Tank Circuit Q As stated before, the tank 

circuit of a Class C amplifier 
receives energy in the form of short pulses of 
plate current which flow in the amplifier 
tube. But the tank circuit must be able to store 
enough energy so that it can deliver a current 
essentially sine wave in form to the load. The 
ability of a tank to store energy in this man- 
ner may be designated as the effective Q of the 
tank circuit. The effective circuit Q may be 
stated in any of several ways, but essentially 
the Q of a tank circuit is the ratio of the 
energy stored to 2m times the energy lost per 
cycle. Further, the energy lost per cycle must, 
by definition, be equal to the energy delivered 
to the tank circuit by the Class C amplifier 
tube or tubes. 


The Q of a tank circuit at resonance is 
equal to its parallel resonant impedance (the 
resonant impedance is resistive at resonance) 
divided by the reactance of either the capaci- 
tor or the inductor which go to make up the 
tank. The inductive reactance is equal to the 
capacitive reactance, by definition, at reso- 
nance. Hence we may state: 


Ru Ru 


Xo Xn 


where Rr is the resonant impedance of the 
tank and Xo is the reactance of the tank 
Capacitor and Xz is the reactance of the tank 
coil. This value of resonant impedance, Rt, 
is the load which is presented to the Class C 
amplifier tube in a single-ended circuit such 
as shown in figure 18. 


The value of load impedance, Rx, which the 
Class C amplifier tube sees may be obtained, 
looking in the other direction from the tank 
coil, from a knowledge of the operating con- 
ditions on the Class C tube. This load im- 
pedance may be obtained from the following 
expression, which is true in the general case 
of any Class C amplifier: 


Esse 
Ri = 
2 Np Iv Esp 


where the values in the equation have the 
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Figure 18. 
CLASS C AMPLIFIER OPERATION. 


Plate current pulses are shown at (A), (B), 
and (C). The dip in the top of the plate cur- 
rent waveform will occur when the excitation 
voltage is such that the minimum plate volt- 
age dips below the maximum grid voltage. 
A detailed discussion of the operation of 
Class C amplifiers is given in Chapter Five. 


4 


characteristics listed at the beginning of Chap- 
feta: 

The expression above is all very fine, except 
that the peak value of the fundamental com- 
ponent of plate voltage swing, Epm, is not 
ordinarily known unless a high-voltage peak 
a-c voltmeter is available for checking. Also, 
the decimal value of plate circuit efficiency is 
not ordinarily known with any degree of ac- 
curacy. However, in a normally operated Class 
C amplifier the plate voltage swing will be 
approximately equal to 0.85 to 0.9 times the 
d-c plate voltage on the stage, and the plate 
circuit efficiency will be from 70 to 80 per 
cent (Np of 0.7 to 0.8), the higher values of 
efficiency normally being associated with the 
higher values of plate voltage swing. With 
these two assumptions as to the normal Class 
C amplifier, the expression for the plate load 
impedance can be greatly simplified to the 
following approximate but useful expression: 


Rave. 
Rn ~ —— 
2 


which means simply that the resistance pre- 
sented by the tank circuit to the Class C tube 
is approximately equal to one-half the d-c load 
resistance which the Class C stage presents to 
the power supply (and also to the modulator 
in case high-level modulation of the stage is 
to be used). 
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Figure 19. 
RELATIVE HARMONIC OUTPUT 
PLOTTED AGAINST TANK CIRCUIT Q. 


Combining the above simplified expression 
for the r-f impedance presented by the tank 
to the tube, with the expression for tank Q 
given in a previous paragraph we have the 
following expression which relates the react- 
ance of the tank capacitor or coil to the d-c 
input to the Class C stage: 


Rae. 


Xo. .AT. —~ 
v8) 


The above expression is the basis of the 
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usual charts giving tank capacitance for the 
various bands in terms of the d-c plate voltage 
and current to the Class C stage, including the 
chart of figure 20. 


Harmonic Radia- 
tion vs. Q 


The problem of harmonic 
radiation from transmitters 
has long been present, but 
it has become critical only relatively recently 
along with the extensive occupation of the 
v-h-f range. Television signals are particularly 
susceptible to interference from other signals 
falling within the pass band of the receiver, 
so that the TVI problem has received the 
major emphasis of all the services in the v-h-f 
range which are susceptible to interference 
from harmonics of signals in the h-f or lower 
v-h-f range. 

Inspection of figure 19 will show quickly 
that the tank circuit of a Class C amplifier 
should have an operating Q of 15 or greater 
to afford satisfactory rejection of second har- 
monic energy. The curve begins to straighten 
out above a Q of about 15, so that a con- 
siderable increase in Q must be made before 
an appreciable reduction in second-harmonic 
energy is obtained. Above a circuit Q of about 
10 any increase will not afford appreciable 
reduction in the third-harmonic energy, so that 
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Figure 20. 
CORRECT VALUES OF TANK CIRCUIT CAPACITANCE FOR AN OPERAT- 
ING Q OF APPROXIMATELY 15. 


Capacitance values in terms of this chart for various tank circuit arrangements are given in 
figure 21. 
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additional harmonic filtering circuits external 
to the amplifier proper must be called into 


play. 


Effect of Load- 
ing on Q 


The Q of a circuit depends 
upon the resistance in series 
with the capacitance and in- 
ductance. This series resistance is very low for 
a low-loss coil not loaded by an antenna cir- 
cuit. The value of Q may be from 100 to 600 
under these conditions. Coupling an antenna 
circuit has the effect of increasing the series 
resistance, though in this case the power is 
consumed as useful radiation by the antenna. 
Mathematically, the antenna increases the value 
of R in the expression Q = wL/R where L 
is the coil inductance in microhenrys and 
is the term 27f, f being in megacycles. 

The coupling from the final tank circuit to 
the antenna or antenna transmission line can 
be varied to obtain values of Q from perhaps 
3 at maximum coupling to a value of Q equal 
to the unloaded Q of the circuit at zero an- 
tenna coupling. This value of unloaded Q can 
be as high as 500 or 600, as mentioned in the 
preceding paragraph. However, the value of 
Q = 15 will not be obtained at values of 
normal d-c plate current in the Class C ampli- 
fier stage unless the C-to-L ratio in the tank 
circuit is correct for that frequency of opera- 
tion. 

The capacitance values in figure 20 are for 
the total capacitance across the tank coil in a 
circuit such as shown in figure 21A. This value 
includes the tube interelectrode capacitance 
(output, or plate-to-ground), coil distributed 
capacitance, wiring capacitances, and the value 
of any low-inductance plate-to-ground by-pass 
capacitor as used for reducing harmonic gener- 
ation, in addition to the actual capacitance of 
the plate tuning capacitor. Total circuit stray 
capacitance may vary from perhaps 5yumufd. 
for a v-h-f stage to 30 uefd. for a medium 
power h-f stage. When a split-stator tuning 
capacitor is being used, as in figures 21D and 
21E, the total circuit capacitance may be cut 
to one-fourth, which means that each section 
of the split-stator capacitor should have one- 
half the capacitance specified for a single- 
ended stage. 

The tank circuit operates in the same man- 
ner whether the tube feeding it is a pentode, 
beam tetrode, neutralized triode, grounded-grid 
triode, whether it is single ended or push-pull, 
or whether it is shunt fed or series fed. The 
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Figure 21. 
PLATE-TANK CIRCUIT ARRANGEMENTS. 


Shown above in the case of each of the tank 
circuit types is the recommended tank circuit 
capacitance at the operating frequency in 
terms of the values given in figure 20 for an 
operating Q of 15. (A) is a conventional tet- 
rode amplifier, (B) is a coil-neutralized triode 
amplifier, (C) is a grounded-grid triode ampli- 
fier, (D) is a single-ended neutralized triode 
stage with a split-stator plate tank, and (E) 
represents a push-pull amplifier which may 
be either of the triode or tetrode type. 


important thing in establishing the operating 
Q of the tank circuit is the ratio of the loaded 
resonant impedance across its terminals to the 
reactance of the L and the C which make up 
the tank. 

Due to the unknowns involved in determin- 
ing Circuit stray capacitances it is sometimes 
more convenient to determine the value of L 
required for the proper circuit Q (by the 
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TABLE | 
USUAL BREAKDOWN RATINGS OF 
COMMON PLATE SPACINGS 


Air-gap in Peak voltage 
inches breakdown 


method discussed earlier in this Section) and 
then to vary the tuned circuit capacitance until 
resonance is reached. This method is most 
frequently used in obtaining proper circuit Q 
in commercial transmitters. 


The values of Rp for using the chart of 
figure 20 are easily calculated by dividing the 
d-c plate supply voltage by the total d-c plate 
current (expressed in amperes). Correct values 
of total tuning capacitance are shown in the 
chart for the different amateur bands. The 
shunt stray capacitance can be estimated closely 
enough for all practical purposes. The coil 
inductance should then be chosen which will 
produce resonance at the desired frequency 
with the total calculated tuning capacitance. 


Tuning Capacitor 
Air Gap 


To determine the required 
tuning capacitor air gap 
for a particular amplifier 
Circuit it is first necessary to estimate the 
peak r-f voltage which will appear between 
the plates of the tuning capacitor. Then, using 
the chart of Table I, it is possible to estimate 
the plate spacing which will be required. 


The instantaneous r-f voltage in the plate 
circuit of a Class C amplifier tube varies from 
nearly zero to nearly twice the d-c plate volt- 
age. If the d-c voltage is being 100 per cent 
modulated by an audio voltage, the r-f peaks 
will reach nearly four times the d-c voltage. 

These rules apply to a loaded amplifier or 
buffer stage. If either is operated without an 
r-f load, the peak voltages will be greater and 
can exceed the d-c plate supply voltage. For 
this reason no amplifier should be operated 
without load when anywhere near normal d-c 
plate voltage is applied. 

The fixed capacitors, usually of the mica 
type, shown in figure 21, must be rated to 
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TABLE Il 


Recommended air gap (approx. 100% factor 
of safety) for the circuits of figure 21. 


PLATE 


D.C. PLATE 
VOLTAGE 


400 

600 

750 
1000 
1250 
1500 
2000 
2500 
3000 
3500 


withstand the d-c plate voltage plus any audio 
voltage. This capacitor should be rated at a 
d-c working voltage of at least twice the d-c 
plate supply in a plate modulated amplifer, 
and at least equal to the d-c supply in any 
other type of r-f amplifier. 


7-10 Land Pi Matching 
Networks 


The L and pi networks often can be put to 
advantageous use in accomplishing an im- 
pedance match between two differing im- 
pedances. Common applications are the 
matching between a transmission line and 
an antenna, or between the plate circuit 
of a single-ended amplifier stage and an an- 
tenna transmission line. Such networks may be 
used to accomplish a match between the plate 
tank circuit of an amplifier and a transmission 
line, or they may be used to match directly 
from the plate circuit of an amplifier to the 
line without the requirement for a tank cir- 
cuit — provided the network is designed in 
such a manner that it has sufficient operating 
Q for accomplishing harmonic attenuation. 


The L Matching The L network is of limited 
Network utility in impedance match- 

ing since its ratio of imped- 
ance transformation is fixed at a value equal 
to (Q’+1). The operating Q may be relatively 
low — perhaps from 3 to 6—Jin a matching 
network between the plate tank circuit of an 
amplifier and a transmission line; hence im- 
pedance transformation ratios of 10 to 1 and 
even lower may be attained. But when the net- 
work also acts as the plate tank circuit of the 
amplifier stage, as in figure 22, the operating 
Q should be at least 12 and preferably 15. 
An operating Q of 15 represents an imped- 
ance transformation of 225; this value nor- 
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L Re = Ra(Q2 +1) (exact) 


ote RAS QRA RA ke. (XU 
RFC | XL=Xc 
Re= approx. PLATEVOLIAGE 
+B = Rpe= 225 Ra 
FOR OPERATING CIRCUIT 
Q of 15: Xc = RE 
15 
AvU= Re 
Figure 22. 
THE L NETWORK IMPEDANCE 
TRANSFORMER. 


The L network is useful with a moderate 
operating Q for high values of impedance 
transformation, and it may be used for appli- 
cations other than in the plate circuit of a 
tube with relatively low values of operating 
Q for moderate impedance transformations. 
Exact and approximate design equations are 
given. 


mally will be too high even for transforming 
from the 2000 to 10,000 ohm plate imped- 
ance of a Class C amplifier stage down to a 
50-ohm transmission line. 

However, the L network is interesting since 
it forms the basis of design for the pi net- 
work. Inspection of figure 22 will show that 
the L network in reality may be considered 
as a parallel-resonant tank circuit in which Ra 
represents the coupled-in load resistance; only 
in this case the load resistance is directly 
coupled into the tank circuit rather than being 
inductively coupled as in the conventional 
arrangement where the load circuit is coupled 
to the tank circuit by means of a link. When 
Ra is shorted, L and C comprise a conven- 
tional parallel-resonant tank circuit, since for 
proper operation L and C must be resonant in 
order for the network to present a resistive 
load to the Class C amplifier. 


The Pi Network The pi impedance matching 

network, illustrated in figure 
23, is much more general in its application 
than the L network since it offers greater 
harmonic attenuation, and since it can be 
used to match a relatively wide range 
of impedances while still maintaining any de- 
sired operating Q. The values of C: and Li in 
the pi network of figure 23 can be thought of 
as having the same values as the L network 
in figure 22 for the same operating Q, but 
what is more important from the comparison 
standpoint these values will be the same as in 


= Ebb Xo, #— Ra 1) 
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Figure 23. 
THE Pl NETWORK. 


The pi network is valuable for use as an 
impedance transformer over a wide ratio of 
transformation values. The operating Q should 
be at least 12 and preferably 15 to 20 when 
the circuit is to be used in the plate circuit 
of a Class C amplifier. Design equations are 
given above. The inductor L,,, represents a 
single inductance, usually yariable, with a 
value equal to the sum of L; and Lz. 


a conventional tank circuit as in figure 21A. 
So the value of the capacitance may be de- 
termined by calculation, with the operating 
Q and the load impedance which should be 
reflected to the plate of the Class C amplifier 
as the two knowns —or the actual values of 
the capacitance may be obtained for an oper- 
ating Q of 15 by reference to figure 20. 

The inductive arm in the pi network can 
be thought of as consisting of two inductances 
in series, as illustrated in figure 23. The first 
portion of this inductance, Li, is that value of 
inductance which would resonate with C: at 
the operating frequency —the same as in a 
conventional tank circuit. However, the actual 
value of inductance in this arm of the pi net- 
work, Ltor, will be greater than L: for normal 
values of impedance transformation. For high 
transformation ratios Lrot will be only slightly 
greater than Li; for a transformation ratio of 
1.0, Leot will be twice as great as Li. The 
amount of inductance which must be added 
to Li to restore resonance and maintain circuit 
Q is obtained through use of the expression 
for X12 in figure 23. 

The peak voltage rating of the main tuning 
capacitor C: should be the normal value for a 
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Class C amplifier operating at the plate voltage 
to be employed. The inductor Ltot may be a 
plug-in coil which is changed for each band of 
Operation, or some sort of variable inductor 
may be used. A continuously variable slider- 
type of variable inductor, such as used in cer- 
tain items of surplus military equipment, may 
be used to good advantage if available, or a 
tapped inductor such as used in the ART-13 
_ may be employed. However, to maintain good 
circuit Q on the higher frequencies when a 
variable or tapped coil is used on the lower 
frequencies, the tapped or variable coil should 
be removed from the circuit and replaced by 
a smaller coil which has been especially de- 
signed for the higher frequency ranges. 


The peak voltage rating of the output or 
loading capacitor, C:, is determined by the 
power level and the impedance to be fed. If 
a 50-ohm coaxial line is to be fed from the pi 
network, receiving-type capacitors will be 
satisfactory even up to the power level of a 
plate-modulated kilowatt amplifier. In any 
event, the peak voltage which will be im- 
pressed across the output capacitor is ex- 
pressed by: Epx” = 2 Ra Wo, where Epx is the 
peak voltage across the capacitor, Ra is the 
value of resistive load which the network is 
feeding, and Wo is the maximum value of the 
average power output of the stage. The har- 
monic attenuation of the pi network is quite 
good, although an external low-pass filter will 
be required to obtain harmonic attenuation 
value upward of 100 db such as normally re- 
quired. The attenuation to second harmonic 
energy will be approximately 40 db for an 
operating Q of 15 for the pi network; the 
value increases to about 45 db for a 1:1 
transformation and falls to about 38 db for 
an impedance step-down of 80:1, assuming 
that the operating Q is maintained at 15. 


7-11 Parasitic Oscillation 
in R-F Amplifiers 


Parasitics (as distinguished from se/f-oscil- 
lation on the normal tuned frequency of the 
amplifier) are undesirable oscillations either 
of very high or very low frequencies which 
may occur in radio-frequency amplifiers. 

They may cause spurious signals (which are 
often rough in tone) other than normal har- 
monics, hash on each side of a modulated 
carrier, key clicks, voltage breakdown or flash- 


over, instability or inefficiency, and shortened 
life or failure of the tubes. They may be 
damped and stop by themselves after keying or 
modulation peaks, or they may be undamped 
and build up during ordinary unmodulated 
transmission, continuing if the excitation is 
removed. They may result from series or par- 
allel resonant circuits of all types. Due to 
neutralizing lead length and the nature of 
most parasitic circuits, the amplifier usually is 
not neutralized for the parasitic frequency. 

Sometimes the fact that the plate supply is 
keyed will obscure parasitic oscillations in a 
final amplifier stage that might be very severe 
if the plate voltage were left on and the excita- 
tion were keyed. 

In some cases, an all-wave receiver will prove 
helpful in locating v-h-f spurious oscillations, 
but it may be necessary to check from several 
hundred megacycles downward in frequency to 
the operating range. A normal harmonic is 
weaker than the fundamental but of good 
tone; a strong harmonic or a rough note at any 
frequency generally indicates a parasitic. 


Low-Frequency One type of unwanted oscil- 
Parasitics lation often occurs in shunt- 

fed circuits in which the grid 
and plate chokes resonate, coupled through the 
tube’s inter-electrode capacitance. It also can 
happen with series feed. This oscillation is gen- 
erally at a much lower frequency than the 
operating frequency and will cause additional 
Carriers to appear, spaced from perhaps twenty 
to a few hundred kilocycles on either side of 
the main wave. One cure is to change the type 
of feed in either the grid or plate circuit or 
to eliminate one choke. Another is to use 
much less inductance in the grid choke than 
in the plate choke, or to replace the grid choke 
by a wire-wound resistor if the grid is series 
fed. In a Class C stage with grid-leak bias, no 
r-f choke is required if the bias is series fed. 


Low-frequency parasitics often take place-in 
push-pull circuits. In such cases the tubes are 
effectively in parallel for the parasitic and 
hence the neutralization is not effective. The 
grids or plates can be connected together with- 
out affecting the undesired oscillation; this is 
a simple test for this type of parasitic. 

Parallel Tubes A very high frequency inter- 
tube oscillation often occurs 
when tubes are operated in parallel. Non-in- 
ductive damping resistors or parasitic suppress- 
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ors in the grid circuit and very short inter- 
connecting leads between the tube elements, 
plus the usual measures for attacking para- 
sitics in a single-tube stage, will prove helpful. 


When capacitive coupling is 
used between stages, particularly 
when one of the stages is tapped 
down from the end of the coil, additional 
parasitic circuits are formed because of the 
multiple resonant effects of the complex inter- 
stage circuit. Inductive or link coupling per- 
mits making adjustments to interstage coupling 
without forming these undesired circuits. A 
capacitor tapped across only part of an induct- 
ance, for bandspread tuning or capacitive load- 
ing, also can give fise to parasitics. 


Tapped 
Inductances 


Multi-Element The high transconductance 
Tubes and power sensitivity of 
multi-element tubes, particu- 
larly beam tetrodes, tends to aggravate any 
tendency toward parasitic oscillations. It is par- 
ticularly important that the by-pass circuit 
from the additional elements in these tubes to 
the filament must be short and effective, partic- 
ularly at the higher frequencies, to prevent un- 
desired internal coupling. At very high fre- 
quencies, a certain critical value of screen by- 
pass capacitor may improve the internal shield- 
ing without causing a new parasitic oscilla- 
tion. The capacitance should be such as to 
series resonate the screen lead inductance at the 
operating frequency of the amplifier. 
Crystal Stages Crystal oscillators are seldom 
suspected of parasitic oscilla- 
tion troubles, but are often guilty. The same 
remedial measures as recommended for ampli- 
fiers should be employed. 


Parasitic 
Suppressors 


The most common type of para- 
sitic is of the v-h-f type, which 
fortunately can usually be damp- 
ened by inserting a parasitic suppressor of 
appropriate characteristics in series with the 
grid or the plate, or both elements, of the 
tube which is oscillating. 


Chasing 
Parasitics 


The preceding paragraphs give a 
short introduction to the subject 
of parasitic oscillations. However, 
in order to insure that an amplifier is operat- 
ing in a perfectly stable manner without any 
tendency toward parasitics, and also to elimi- 
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Figure 24, 
GRID-LEAK BIAS. 


The grid leak on an amplifier or multiplier 
stage may also be used as the shunt feed 
impedance to the grid of the tube when a 
high value of grid leak (greater than perhaps 
20,000 ohms) is used. When a lower value of 
grid leak is to be employed, an r-f choke 
should be used between the grid of the tube 
and the grid leak to reduce r-f losses in the 
grid leak resistance. 


mate any parasitics should they occur, it is 
wise to follow an orderly and set procedure. 
Such a procedure is discussed in detail in Chap- 
ter Eleven, Transmitter Adjustment and 
Loading. 


7-12 Grid Bias 


Radio-frequency amplifiers require some 
form of grid bias for proper operation. Prac- 
tically all r-f amplifiers operate in such a man- 
ner that plate current flows in the form of 
short pulses which have a duration of only a 
fraction of an r-f cycle. To accomplish this 
with a sinusoidal excitation voltage, the oper- 
ating grid bias must be at least sufficient to 
cut off the plate current. In very high effi- 
ciency Class C amplifiers the operating bias 
may be many times the cutoff value. Cutoff 
bias, it will be recalled, is that value of grid 
voltage which will reduce the plate current to 
zero at the plate voltage employed. The method 
for calculating it has been indicated previously. 
This theoretical value of cutoff will not reduce 
the plate current completely to zero, due to 
the variable-u tendency or “knee” which is 
characteristic of all tubes as the cutoff point 
is approached. 
Class C Bias Amplitude modulated Class C 
amplifiers should be operated 
with the grid bias adjusted to a value greater 
than twice cutoff at the operating plate volt- 
age. This procedure will insure that the tube 
is Operating at a bias greater than cutoff when 
the plate voltage is doubled on positive modu- 
lation peaks. C-w telegraph and FM trans- 
mitters can be operated with bias as low as 
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Figure 25. 


COMBINATION GRID-LEAK AND 
FIXED BIAS. 


Grid-leak bias often is used in conjunction with 
a fixed minimum value of power supply bias. 
This arrangement permits the operating bias 
to be established by the excitation energy, but 
in the absence of excitation the electrode 
currents to the tube will be held to safe 
values by the fixed-minimum power supply 
bias. If a relatively low value of grid leak 
is to be used, an r-f choke should be con- 
nected between the grid of the tube and the 
grid leak as discussed in figure 24. 


cutoff, if only limited excitation is available 
and moderate plate efficiency is satisfactory. 
In a c-w transmitter, the bias supply or re- 
sistor should be adjusted to the point which 
will allow normal grid current to flow for the 
particular amount of grid driving r-f power 
available. This form of adjustment will allow 
more output from the under-excited r-f ampli- 
fier than when higher bias is used with corre- 
spondingly lower values of grid current. In 
any event, the operating bias should be set at 
as low a value as will give satisfactory opera- 
tion, since harmonic generation in a stage in- 
creases rapidly as the bias is increased. 
Grid-Leak Bias A resistor can be connected in 
the grid circuit of a Class C 
amplifier to provide grid-leak bias. This re- 
sistor, Ri in figure 24, is part of the d-c path 
in the grid circuit. 

The r-f excitation applied to the grid cir- 
cuit of the tube causes a pulsating direct cur- 
rent to flow through the bias supply lead, due 
to the rectifying action of the grid, and any 
current flowing through R: produces a voltage 
drop across that resistor. The grid of the tube 
is positive for a short duration of each r-f 
cycle, and draws electrons from the filament 
or cathode of the tube during that time. These 
electrons complete the circuit through the d-c 
grid return. The voltage drop across the re- 
sistance in the grid return provides a negative 
bias for the grid. 

Grid-leak bias automatically adjusts itself 


Figure 26. 
R-F STAGE WITH CATHODE BIAS. 


Cathode bias sometimes is advantageous for 
use in an r-f stage that operates with a 
relatively small amount of r-f excitation. 


over fairly wide variations of r-f excitation. 
The value of grid-leak resistance should be 
such that normal values of grid current will 
flow at the maximum available amount of r-f 
excitation. Grid-leak bias cannot be used for 
grid-modulated or linear amplifiers in which 
the average d-c grid current is constantly vary- 
ing with modulation. 


Safety Bias Grid-leak bias alone provides no 

protection against excessive plate 
current in case of failure of the source of r-f 
grid excitation. A C-battery or C-bias supply 
can be connected in series with the grid leak, 
as shown in figure 25. This fixed “protective” 
bias will protect the tube in the event of fail- 
ure of grid excitation. ‘““Zero-bias” tubes do not 
require this bias source in addition to the grid 
leak, since their plate current will drop to a 
safe value when the excitation is removed. 
Cathode Bias_ A resistor can be connected in 
series with the cathode or cen- 
ter-tapped filament lead of an amplifier to 
secure automatic bias. The plate current flows 
through this resistor, then back to the cathode 
or filament, and the voltage drop across the 
resistor can be applied to the grid circuit by 
connecting the grid bias lead to the grounded 
or power supply end of the resistor R, as 
shown in figure 26. 

The grounded (B-minus) end of the cath- 
ode resistor is negative relative to the filament 
by an amount equal to the voltage drop across 
the resistor. The value of resistance must be 
so chosen that the sum of the desired grid 
and plate current flowing through the resistor 
will bias the tube for proper operation. 

This type of bias is used more extensively 
in audio-frequency than in radio-frequency 
amplifiers. The voltage drop across the resistor 
must be subtracted from the total plate supply 
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Figure 27. 
R-F STAGE WITH BATTERY BIAS. 


Battery bias is seldom used, due to deteriora- 
tion of the cells by the reverse grid current. 
However, it may be used in certain special 
applications, or the fixed bias yoltage may be 
supplied by a bias power supply. 


voltage when calculating the power input to 
the amplifier, and this loss of plate voltage in 
an r-f amplifier may be excessive. A Class A 
audio amplifier is biased only to approximately 
one-half cutoff, whereas an r-f amplifier may 
be biased to twice cutoff, or more, and thus 
the plate supply voltage loss may be a large 
percentage of the total available voltage when 
using low or medium v tubes. 

Oftentimes just enough cathode bias is 
employed in an r-f amplifier to act as safety 
bias to protect the tubes in case of excitation 
failure, with the rest of the bias coming from 
a grid leak. 


Separate Bias 
Supply 


An external supply often is 
used for grid bias, as shown in 
figure 27. Battery bias gives 
very good voltage regulation and is satisfac- 
tory for grid-modulated or linear amplifiers, 
which operate at low grid current. In the 
case of Class C amplifiers which operate with 
high grid current, battery bias is not satis- 
factory. This direct current has a charging 
effect on the dry batteries; after a few months 
of service the cells will become unstable, 
bloated, and noisy. 


A separate a-c operated power supply is 
commonly used for grid bias. The bleeder re- 
sistance across the output of the filter can be 
made sufficiently low in value that the grid 
current of the amplifier will not appreciably 
change the amount of negative grid-bias volt- 
age. Alternately, a voltage regulated grid-bias 
supply as described in Chapter Twenty-five 
can be used. This type of bias supply is used 
in Class B audio and Class B r-f linear ampli- 
fier service where the voltage regulation in 
the C-bias supply is important. For a Class 
C amplifier, regulation is not so im- 


Figure 28. 
CAPACITIVE INTERSTAGE COUPLING. 


portant, and an economical design of com- 
ponents in the power supply, therefore, can: 
be utilized. In this case, the bias voltage must 
be adjusted with normal grid current flowing, 
as the grid current will raise the bias con- 
siderably when it is flowing through the bias- 
supply bleeder resistance. 


7-13 Interstage Coupling 

Energy is usually coupled from one circuit 
of a transmitter into another either by capact- 
tive coupling, inductive coupling, or link 
coupling. The latter is a special form of in- 
ductive coupling. The choice of a coupling 
method depends upon the purpose for which 
it is to be used. 


Capacitive 
Coupling 


Capacitive coupling between an 
amplifier or doubler circuit and a 
preceding driver stage is shown in 
figure 28. The coupling capacitor, C, isolates 
the d-c plate supply from the next grid and 
provides a low impedance path for the r-f 
energy between the tube being driven and the 
driver tube. This method of coupling is simple 
and economical for low power amplifier or 
exciter stages, but has certain disadvantages, 
particularly for high frequency stages. The grid 
leads in an amplifier should be as short as 
possible, but this is difficult to attain in the 
physical arrangement of a high power ampli- 
fier with respect to a capacitively-coupled driver 
stage. 


Disadvantages of One significant disadvan- 
Capacitive tage of capacitive coupling 
Coupling is the difficulty of adjusting 

the load on the driver stage. 
Impedance adjustment can be accomplished by 
tapping the coupling lead a part of the way 
down on the plate coil of the tuned stage of 
the driver circuit; but often when this is done 
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Figure 29. 
BALANCED CAPACITIVE COUPLING. 


Balanced capacitive coupling sometimes is 

useful when it is desirable to use a relatively 

large inductance in the interstage tank circuit, 

or where the exciting stage is neutralized as 
shown above. 


a parasitic oscillation will take place in the 
stage being driven. 

One main disadvantage of capacitive coupl- 
ing lies in the fact that the grid-to-filament 
capacitance of the driven tube is placed directly 
across the driver tuned circuit. This candition 
sometimes makes the r-f amplifier difficult to 
neutralize, and the increased minimum circuit 
capacitance makes it difficult to use a rea- 
sonable size coil in the v-h-f range. Difficul- 
ties from this source can be partially eliminat- 
ed by using a center-tapped or split-stator 
tank circuit in the plate of the driver stage, 
and coupling capacitively to the opposite end 
from the plate. This method places the plate- 
to-filament capacitance of the driver across 
one-half of the tank and the grid-to-filament 
capacitance of the following stage across the 
other half. This type of coupling is shown in 
figure 29. 

Capacitive coupling can be used to advantage 
in reducing the total number of tuned cir- 
cuits in a transmitter so as to conserve space 
and cost. It also can be used to advantage be- 
tween stages for driving beam tetrode or pen- 
tode amplifier or doubler stages. 


Inductive coupling (figure 30) 
results when two coils are electro- 
magnetically coupled to one an- 
other. The degree of coupling is controlled by 
varying the mutual inductance of the two coils, 
which is accomplished by changing the spac- 
ing or the relationship between the axes of 
the coils. 

Inductive coupling is used extensively for 
coupling r-f amplifiers in radio receivers. 
However, the mechanical problems involved 
in adjusting the degree of coupling limit the 


Inductive 
Coupling 


Pe 


Figure 30. 
INDUCTIVE INTERSTAGE COUPLING. 


usefulness of direct inductive coupling in 
transmitters. Either the primary or the secon- 
dary or both coils may be tuned. 

Unity Coupling If the grid tuning capacitor 
of figure 30 is removed and 
the coupling increased to the maximum prac- 
ticable value by interwinding the turns of the 
two coils, the circuit insofar as r.f. is concerned 
acts like that of figure 28, in which one tank 
serves both as plate tank for the driver and 
grid tank for the driven stage. The inter- 
wound grid winding serves simply to isolate 
the d-c plate voltage of the driver from the 
grid of the driven stage, and to provide a 
return for d-c grid current. This type of 
coupling, illustrated in figure 31, is commonly 
known as “unity coupling.” 

Because of the high mutual inductance, both 
primary and secondary are resonated by the 
One tuning capacitor. 

Link Coupling A special form of inductive 
coupling which is widely em- 
ployed in radio transmitter circuits is known 
as link coupling. A low impedance r-f trans- 
mission line couples the two tuned circuits to- 
gether.. Each end of the line is terminated in 
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Figure 31. 
“UNITY” INDUCTIVE COUPLING. 


Due to the high value of coupling between 

the two coils, one tuning capacitor tunes both 

circuits. This arrangement often is useful in 

coupling from a single-ended to a push-pull 
stage. 
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Figure 32. 
INTERSTAGE COUPLING BY MEANS 
OF A “LINK”, 


Link interstage coupling is very commonly 

used since the two stages may be separated 

by a considerable distance, since the amount 

of coupling between the two stages may be 

easily varied, and since the capacitances of 

the two stages may be isolated to permit use 
of larger inductances in the y-h-f range. 


one or more turns of wire, or /oops, wound 
around the coils which are being coupled to- 
gether. These loops should be coupled to each 
tuned circuit at the point of zero r-f potential, 
or nodal point. A ground connection to one 
side of the link usually is used to reduce har- 
monic coupling, or where capacitive coupling 
between two circuits must be minimized. Co- 
axial line is commonly used to transfer energy 
between the two coupling loops, although 
Twin-Lead may be used where harmonic at- 
tenuation is not so important. 


Typical link coupled circuits are shown in 
figures 32 and 33. Some of the advantages of 
link coupling are the following: 


(1) It eliminates coupling taps on tuned 
circuits. 


(2) It permits the use of series power supply 
connections in both tuned grid and tuned 
plate circuits, and thereby eliminates the 
need of shunt-feed r-f chokes. 


(3) It allows considerable separation between 
transmitter stages without appreciable r-f 
losses or stray chassis currents. 


(4) It reduces capacitive coupling and thereby 
makes neutralization more easily attain- 
able in r-f amplifiers. 


(5) It provides semi-automatic impedance 
matching between plate and grid tuned 
Circuits, with the result that greater grid 
drive can be obtained in comparison to 
capacitive coupling. 


(6) It effectively reduces the coupling of 
harmonic energy. 


LINK COUPLING 
AT “COLD” CENTER. 
ENDS “HOT” 


Figure 33. 
PUSH-PULL LINK COUPLING. 


The link-coupling line and loops can be 
made of no. 18 push-back wire for coupling 
between low-power stages. For coupling be- 
tween higher powered stages the 150-ohm 
Twin-Lead transmission line is quite effective 
and has very low loss. Coaxial transmission is 
most satisfactory between high powered am- 
plifier stages, and should always be used where 
harmonic attenuation is important. 


7-14 Radio-Frequency 


Chokes 


Radio-frequency chokes are connected in 
circuits for the purpose of stopping the passage 
of r-f energy while still permitting a direct 
current or audio-frequency current to pass. 
They consist of inductances wound with a 
large number of turns, either in the form of 
a solenoid, a series of solenoids, a single uni- 
versal pie winding, or a series of pie windings. 
These inductors are designed to have as much 
inductance and as little distributed or shunt 
capacitance as possible. The unavoidable small 
amount of distributed capacitance resonates the 
inductance, and this frequency normally should 
be much lower than the frequency at which 
the transmitter or receiver circuit is operating. 
R-f chokes for operation on several bands 
must be designed carefully so that the imped- 
ance of the choke will be extremely high (sev~ 
eral hundred thousand ohms) in each of the 


bands. 


The direct current which flows through the 
r-f choke largely determines the size of wire 
to be used in the winding. The inductance of 
r-£f chokes for the v-h-f range is much less 
than for chokes designed for broadcast and 
ordinary short-wave operation. A very high 
inductance r-f choke has more distributed 
capacitance than a smaller one, with the result 
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Figure 34. 


ILLUSTRATING PARALLEL AND 
SERIES PLATE FEED. 


Parallel plate feed is desirable from a 
safety standpoint since the tank circuit is at 
ground potential with respect to d.c. How- 
ever, a high-impedance r-f choke is required, 
and the r-f choke must be able to withstand 
the peak r-f voltage output of the tube. 
Series plate feed eliminates the requirement 
for a high-performance r-f choke, but requires 
the use of a relatively large value of by-pass 
capacitance at the bottom end of the tank 
circuit, as contrasted to the moderate value of 
coupling capacitance which may be used at 
the top of the tank circuit for parallel plate 
feed. 


that it will actually offer Jess impedance at 
very high frequencies. 


Another consideration, just as important as 
the amount of d.c. the winding will carry, is 
the r-f voltage which may be placed across 
the choke without its breaking down. This is a 
function of insulation, turn spacing, frequency, 
number and spacing of pies and other factors. 


Some chokes which are designed to have a 
high impedance over a very wide range of 
frequency are, in effect, really two chokes: a 
u-h-f choke in series with a high-frequency 
choke. A choke of this type is polarized; that 
is, it is important that the correct end of the 
combination choke be connected to the “hot” 
side of the circuit. 


Shunt and Direct-current grid and plate con- 
Series Feed nections are made either by series 

or parallel feed systems. Simpli- 
fied forms of each are shown in figures 34 


and 35. 


Series feed can be defined as that in which 
the d-c connection is made to the grid or 
plate circuits at a point of very low r-f po- 
tential. Shunt feed always is made to a point 
of high r-f voltage and always requires a high 
impedance r-f choke or a relatively high re- 
sistance to prevent waste of r-f power. 
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Figure 35. 


ILLUSTRATING SERIES AND 
PARALLEL BIAS FEED. 


7-15 Parallel and 


Push-Pull Tube Circuits 


The comparative r-f power output from 
parallel or push-pull operated amplifiers is 
the same if proper impedance matching is 
accomplished, if sufficient grid excitation is 
available in both cases, and if the frequency 
of measurement is considerably lower than the 
frequency limit of the tubes. 


Parallel Operating tubes in parallel has 
Operation some advantages in transmitters de- 

signed for operation below 10 Mc., 
particularly when tetrode or pentode tubes are 
to be used. Only one neutralizing capacitor is 
required for parallel operation of triode tubes, 
as against two for push-pull. Above about 10 
Mc., depending upon the tube type, parallel 
tube operation is ordinarily not recommended 
with triode tubes. However, parallel operation 
of grounded-grid stages and stages using low-C 
beam tetrodes often will give excellent results 
well into the v-h-f range. 


Push-Pull The push-pull connection provides 
Operation a well-balanced circuit insofar as 

miscellaneous capacitances are con- 
cerned; in addition, the circuit can be neutral- 
ized more completely, especially in high-fre- 
quency amplifiers. The L/C ratio in a push-pull 
amplifier can be made higher than in a plate- 
neutralized parallel-tube operated amplifier. 
Push-pull amplifiers, when perfectly balanced, 
have less second-harmonic output than parallel 
or single-tube amplifiers, but in practice unde- 
sired capacitive coupling and circuit unbalance 
more or less offset the theoretical harmonic- 
reducing advantages of push-pull r-f circuits. 


GHAP TERS EIGHT 


Amplitude Modulation 


If the output of a c-w transmitter is by 
some means varied in amplitude at an audio 
frequency rate instead of interrupted in ac- 
cordance with code characters, a tone will be 
heard on a receiver tuned to the signal. If the 
audio signal consists of a band of audio 
frequencies comprising voice or music intelli- 
gence, then the voice or music which is super- 
imposed on the radio frequency carrier will 
be heard on the receiver. 

When voice, music, video, or other intelli- 

gence is superimposed on a radio frequency 
carrier by means of a corresponding variation 
in the amplitude of the radio frequency output 
of a transmitter, amplitude modulation is the 
result. Telegraph keying of a c-w transmitter 
is the simplest form of amplitude modulation, 
while video modulation in a television trans- 
mitter represents a highly complex form. Sys- 
tems for modulating the amplitude of a car- 
rier envelope in accordance with voice, music, 
or similar types of complicated audio wave- 
forms are many and varied, and will be dis- 
cussed later on in this chapter. 
Sidebands Modulation is essentially a form 
of mixing or combining already 
covered in a previous chapter. To transmit 
voice at radio frequencies by means of ampli- 
tude modulation, the voice frequencies are 
mixed with a radio frequency carrier so that 
the voice frequencies are converted to radio 
frequency stdebands. Though it may be difficult 
to visualize, the amplitude of the radio fre- 
quency carrier does not vary during conven- 
tional amplitude modulation. 


Even though the amplitude of radio fre- 
quency voltage representing the composite 
signal (resultant of the carrier and sidebands, 
called the “envelope” ) will vary from zero to 
twice the unmodulated signal value during 
full modulation, the amplitude of the carrier 
component does not vary. Also, so long as the 
amplitude of the modulating voltage does not 
vary, the amplitude of the sidebands will re- 
main constant. For this to be apparent, how- 
ever, it is mecessary to measure the amplitude 
of each component with a highly selective 
filter. Otherwise, the measured power or volt- 
age will be a resultant of two or more of the 
components, and the amplitude of the resultant 
will vary at the modulation rate. 

If a carrier frequency of 5000 kc. is modu- 
lated by a pure tone of 1000 cycles, or 1 kc., 
two sidebands are formed: one at 5001 kc. 
(the sum frequency) and one at 4999 kc. (the 
difference frequency). The frequency of each 
sideband is independent of the amplitude of 
the modulating tone, or modulation percent- 
age; the frequency of each sideband is deter- 
mined only by the frequency of the modulat- 
ing tone. This assumes, of course, that the 
transmitter is not modulated in excess of its 
linear capability. 

When the modulating signal consists of 
multiple frequencies, as is the case with voice 
or music modulation, two sidebands will be 
formed by each modulating frequency (one 
on each side of the carrier), and the radiated 
signal will consist of a band of frequencies. 
The band width, or channel taken up in the 
frequency spectrum by a conventional double- 
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sideband amplitude-modulated signal, is equal 
to twice the highest modulating frequency. For 
example, if the highest modulating frequency 
is 5000 cycles, then the signal (assuming mod- 
ulation of complex and varying waveform ) 
will occupy a band extending from 5000 cycles 
below the carrier to 5000 cycles above the 
carrier. 

Frequencies up to at least 2500 cycles, and 
preferably 3500 cycles, are necessary for good 
speech intelligibility. If a filter is incorporated 
in the audio system to cut out all frequencies 
above approximately 3000 cycles, the band 
width of a radio-telephone signal can be 
limited to 6 kc. without a significant loss in 
intelligibility. However, if harmonic distortion 
is introduced subsequent to the filter, as would 
happen in the case of an overloaded modulator 
or overmodulation of the carrier, new fre- 
quencies will be generated and the signal will 
occupy a band wider than 6 kc. 


8-1 Mechanics of 
Modulation 


A c-w or unmodulated r-f carrier wave is 
represented in figure 1A. An audio frequency 
sine wave is represented by the curve of figure 
1B. When the two are combined or “mixed,” 
the carrier is said to be amplitude modulated, 
and a resultant similar to 1C or 1D is ob- 
tained. It should be noted that under modula- 
tion, each half cycle of r-f voltage differs 
slightly from the preceding one and the fol- 
lowing one; therefore at no time during modu- 
lation is the r-f waveform a pure sine wave. 
This is simply another way of saying that 
during modulation, the transmitted r-f energy 
no longer is confined to a single radio fre- 
quency. 

It will be noted that the average ampli- 
tude of the peak r-f voltage, or modulation 
envelope, is the same with or without modu- 
lation. This simply means that the modulation 
is symmetrical (assuming a symmetrical modu- 
lating wave) and that for distortionless modu- 
lation the upward modulation is limited to a 
value of twice the unmodulated carrier wave 
amplitude because the amplitude cannot go 
below zero on downward portions of the mod- 
ulation cycle. Figure 1D illustrates the maxi- 
mum obtainable distortionless modulation with 
a sine modulating wave, the r-f voltage at the 
peak of the r-f cycle varying from zero to 
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Figure 1. 
AMPLITUDE MODULATED CARRIER 
WAVE. 


Top drawing (A) represents an unmodulated 

carrier wave; (B) shows the audio output of 

the modulator. Drawing (C) shows the audio 

signal impressed on the carrier wave to the 

extent of 50 per cent modulation; (D) shows 

the carrier with 100 per cent amplitude 
modulation. 


twice the unmodulated value, and the r-f power 
varying from zero to four times the unmodu- 
lated value (because the power varies as the 
square of the voltage). 

While the average r-f voltage of the modu- 
lated wave over a modulation cycle is the same 
as for the unmodulated carrier, the average 
power increases with modulation. If the radio 
frequency power is integrated over the audio 
cycle, it will be found that with 100 per cent 
sine wave modulation the average r-f power 
has increased 50 per cent. This additional 
power is represented by the sidebands, because 
as previously mentioned, the carrier power 
does not vary under modulation. Thus, when 
a 100-watt carrier is modulated 100 per cent 
by a sine wave, the total r-f power is 150 
watts; 100 watts in the carrier and 25 watts 
in each of the two sidebands. 


Modulation So long as the relative propor- 
Percentage tion of the various sidebands 
making up voice modulation is 
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maintained, the signal may be received and 
detected without distortion. However, the high- 
er the average amplitude of the sidebands, the 
greater the audio signal produced at the re- 
ceiver. For this reason it is desirable to in- 
crease the modulation percentage, or degree 
of modulation, to the point where maximum 
peaks just hit 100 per cent. If the modulation 
percentage is increased so that the peaks ex- 
ceed this value, distortion is introduced, and 
if carried very far, bad interference to signals 
on nearby channels will result. 


Modulation 
Measurement 


The amount by which a carrier 
is being modulated may be ex- 
pressed either as a modulation 
factor, varying from zero to 1.0 at maximum 
modulation, or as a percentage. The percent- 
age of modulation is equal to 100 times the 
modulation factor. Figure 2A shows a carrier 
wave modulated by a sine-wave audio tone. A 
picture such as this might be seen on the 
screen of a cathode-ray oscilloscope with saw- 
tooth sweep on the horizontal plates and the 
modulated carrier impressed on the vertical 
plates. The same carrier without modulation 
would appear on the oscilloscope screen as 
figure 2B. 

The percentage of modulation of the posi- 
tive peaks and the percentage of modulation 
of the negative peaks can be determined 
separately from two oscilloscope pictures such 
as shown. 

The modulation factor of the positive peaks 
may be determined by the formula: 


Bias ee Fea 
(fo ec TR a ea ed 
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The factor for negative peaks may be de- 
termined from this formula: 
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In the two above formulas Emax is the 
maximum carrier amplitude with modulation 
and Enin is the minimum amplitude; Eear is 
the steady-state amplitude of the carrier with- 
out modulation. Since the deflection of the 
spot on a cathode-ray tube is linear with re- 
spect to voltage, the relative voltages of these 
various amplitudes may be determined by 
measuring the deflections, as viewed on the 
screen, with a rule calibrated in inches or 
centimeters. The percentage of modulation of 
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Figure 2. 


GRAPHICAL DETERMINATION OF 
MODULATION PERCENTAGE. 


The procedure for determining modulation 
percentage from the peak voltage points indi- 
cated is discussed in the text. 


the carrier may be had by multiplying the 
modulation factor thus obtained by 100. The 
above procedure assumes that there is no 
carrier shift, or change in average amplitude, 
with modulation. 

If the modulating voltage is symmetrical, 
such as a sine wave, and modulation is ac- 
complished without the introduction of dis- 
tortion, then the percentage modulation will 
be the same for both negative and positive 
peaks. However, the distribution and phase 
relationships of harmonics in voice and music 
waveforms are such that the percentage modu- 
lation of the negative modulation peaks may 
exceed the percentage modulation of the posi- 
tive peaks, and vice versa. The percentage 
modulation when referred to without regard 
to polarity is an indication of the average of 
the negative and positive peaks. 


Modulation 
Capability 


The modulation capability of a 
transmitter is the maximum per- 
centage to which that transmitter 
may be modulated before spurious sidebands 
are generated in the output or before the dis- 
tortion of the modulating waveform becomes 
objectionable. The highest modulation cap- 
ability which any transmitter may have on the 
negative peaks is 100 per cent. The maximum 
permissible modulation of many transmitters 
is less than 100 per cent, especially on positive 
peaks. The modulation capability of a trans- 
mitter may be limited by tubes with insufficient 
filament emission, by insufficient excitation or 
grid bias to a plate-modulated stage, too light 
loading of any type of amplifier carrying 
modulated r.f., insufficient power output cap- 
ability in the modulator, or too much excita- 
tion to a grid-modulated stage or a Class B 
linear amplifier. In any case, the FCC regula- 
tions specify that no transmitter be modulated 
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in excess of its modulation capability. Hence, 
it is desirable to make the modulation cap- 
ability of a transmitter as near as possible to 
100 per cent so that the carrier power may be 
used most effectively. 


The manner in which the 
human voice is produced 
by the vocal cords gives 
rise to a certain dissymmetry in the waveform 
of voice sounds when they are picked up by a 
good-quality microphone. This is especially 
pronounced in the male voice, and more so on 
certain voiced sounds than on others. The rfe- 
sult of this dissymmetry in the waveform is 
that the voltage peaks on one side of the 
average value of the wave will be considerably 
greater, often two or three times as great, as 
the voltage excursions on the other side of the 
zero axis. The average value of voltage on both 
sides of the wave is, of course, the same. 

As a result of this dissymmetry in the male 
voice waveform, there is an optimum polarity 
of the modulating voltage that must be ob- 
served if maximum sideband energy is to be 
obtained without negative peak clipping and 
generation of “splatter” on adjacent channels. 

A double-pole double-throw “phase revers- 
ing” switch in the input or output leads of 
any transformer in the speech amplifier system 
will permit poling the extended peaks in the 
direction of maximum modulation capability. 
The optimum polarity may be determined 
easily by listening on a selective receiver 
tuned to a frequency 30 to 50 kc. removed 
from the desired signal and adjusting the phase 
reversing switch to the position which gives 
the least “splatter” when the transmitter is 
modulated rather heavily. If desired, the switch 
then may be replaced with permanent wiring, 
so long as the microphone and speech system 
are not to be changed. 

A more conclusive illustration of the lop- 
sidedness of a speech waveform may be ob- 
tained by observing the modulated waveform 
of a radiotelephone transmitter on an oscillo- 
scope. A portion of the carrier energy of the 
transmitter should be coupled by means of a 
link directly to the vertical plates of the scope, 
and the horizontal sweep should be a saw- 
tooth or similar wave occurring at a rate of 
approximately 30 to 70 sweeps per second. 

With the speech signal from the speech 
amplifier connected to the transmitter in one 
polarity it will be noticed that negative-peak 
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clipping—as indicated by bright “spots” in the 
center of the ‘scope pattern whenever the 
carrier amplitude goes to zero—will occur at 
a considerably lower level of average modula- 
tion than with the speech signal being fed tc 
the transmitter in the other polarity. When 
the input signal to the transmitter is polarized 
in such a manner that the “fingers” of the 
speech wave extend in the direction of positive 
modulation these fingers usually will be 
clipped in the plate circuit of the modulator at 
an acceptable peak modulation level. 

The use of the proper polarity of the in- 
coming speech wave in modulating a trans- 
mitter can afford an increase of approximately 
two to one in the amount of speech audio 
power which may be placed upon the carrier 
of an amplitude-modulated transmitter for the 
same amount of sideband splatter. More ef- 
fective methods for increasing the amount of 
audio power on the carrier of an AM phone 
transmitter are discussed in Section 8-5 at the 
end of this chapter. 


Single-Sideband Because the same intelligi- 
Transmission bility is contained in each of 

the sidebands associated with 
a modulated carrier, it is not necessary to 
transmit sidebands on both sides of the carrier. 
Also, because the carrier is simply a single 
radio frequency wave of unvarying amplitude, 
it is not necessary to transmit the carrier if 
some means is provided for inserting a locally 
generated carrier at the receiver. 

When the carrier is suppressed but both 
upper and lower sidebands are transmitted, it 
is necessary to insert a locally generated carrier 
at the receiver of exactly the same frequency 
and phase as the carrier which was suppressed. 
For this reason, suppressed-carrier double- 
sideband systems have little practical applica- 
tion. 

When the carrier is suppressed and only the 
upper or the lower sideband is transmitted, a 
highly intelligible signal may be obtained at 
the receiver even though the locally generated 
carrier differs a few cycles from the frequency 
of the carrier which was suppressed at the 
transmitter. A communications system utiliz- 
ing but one group of sidebands with carrier 
suppressed is known as a “single sideband” 
system. Such systems are widely used for com- 
mercial point to point work, and are being 
used to an increasing extent in amateur com- 
munication. The two chief advantages of the 
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system are: (1) an effective power gain of 
about 9 db results from putting all the radiat- 
ed power in intelligence carrying sideband 
frequencies instead of mostly into radiated 
carrier, and (2) elimination of the selective 


fading and distortion that normally occurs in 
a conventional double-sideband system when 
the carrier fades and the sidebands do not, or 
the sidebands fade differently. 


SYSTEMS OF AMPLITUDE MODULATION 


There are many different systems and meth- 
ods for amplitude modulating a carrier, but 
most may be grouped under three general 
classifications: (1) variable efficiency systems 
in which the average input to the stage re- 
mains constant with and without modulation 
and the variations in the efficiency of the stage 
in accordance with the modulating signal 
accomplish the modulation; (2) constant effi- 
ciency systems in which the input to the stage 
is varied by an external source of modulating 
energy to accomplish the modulation; and (3) 
so-called high-efficiency systems in which 
circuit complexity is increased to obtain high 
plate circuit efficiency in the modulated stage 
without the requirement of an external high- 
level modulator. The various systems under 
each classification have individual character- 
istics which make certain ones best suited 
to particular applications. 


8-2 Variable Efficiency 
Modulation 


Since the average input remains constant 
in a stage employing variable efficiency modu- 
lation, and since the average power output of 
the stage increases with modulation, the addi- 
tional average power output from the stage 
with modulation must come from the plate 
dissipation of the tubes in the stage. Hence, 
for the best relation between tube cost and 
power output the tubes employed should have 
as high a plate dissipation rating per dollar 
as possible. 

The plate efficiency in such an amplifier is 
doubled when going from the unmodulated 
condition to the peak of the modulation cycle. 
Hence, the unmodulated efficiency of such an 
amplifier must always be less than 45 per cent, 
since the maximum peak efficiency obtainable 


in a conventional amplifier is in the vicinity 
of 90 per cent. Since the peak efficiency in 
certain types of amplifiers will be as low as 
60 per cent, the unmodulated efficiency in 
such amplifiers will be in the vicinity of 30 
per cent. 


Assuming a typical amplifier having a peak 
efhiciency of 70 per cent, the following figures 
give an idea of the operation of an idealized 
efficiency-modulated stage adjusted for 100 
per cent sine-wave modulation. It should be 
kept in mind that the plate voltage is con- 
stant at all times, even over the audio cycles. 


Plate input without modulation........ 100 watts 
Output without modulation.............. 35 watts 
Efficiency without modulation.......... 35% 


Input on 100% positive modulation 

peak (plate current doubles)........ 200 watts 
Efficiency on 100% positive peak.... 70% 
Output on 100% positive modula- 

TOM Peak sa) id ae tel ool el 140 watts 


Input on 100% negative peak.......... 0 watts 
Efficiency on 100% negative peak.... 0% 
Output on 100% negative peak........ 0 watts 


Average input with 100% 

modulation: ).iupcow 100 watts 
Average output with 100% modula- 

tion (35 watts carrier plus 17.5 


watts sideband ici Vaca ee 52.5 watts 
Average efficiency with 100% 
modulation siukk..ooua al 52.5% 


Systems of Efficiency 
Modulation 


There are many sys- 
tems of efficiency mod- 
ulation, but they all 
have the general limitation discussed in the 
previous paragraph—so long as the carrier 
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amplitude is to remain constant with and 
without modulation; the efficiency at carrier 
level must be not greater than one-half the 
peak modulation efficiency if the stage is to be 
capable of 100 per cent modulation. 

The classic example of efficiency modula- 
tion is the Class B linear r-f amplifier, to be 
discussed below. The other three common 
forms of efficiency modulation are control-grid 
modulation, screen-grid modulation, and sup- 
pressor-grid modulation. In each case, includ- 
ing that of the Class B linear amplifier, note 
that the modulation, or the modulated signal, is 
impressed on a control electrode of the stage. 


The Class B This is the simplest practi- 
Linear Amplifier cable type of amplifier for 

an amplitude-modulated 
wave or a single-sideband signal. The system 
possesses the disadvantage that excitation, 
grid bias, and loading must be carefully con- 
trolled to preserve the linearity of the stage. 
Also, the grid circuit of the tube, in the usual 
application where grid current is drawn on 
peaks, presents a widely varying value of load 
impedance to the source of excitation. Hence 
it is necessary to include some sort of “swamp- 
ing” resistor to reduce the effect of grid-im- 
pedance variations with modulation. If such 
a swamping resistance across the grid tank is 
not included, or is too high in value, the 
positive modulation peaks of the incoming 
modulated signal will tend to be flattened 
with resultant distortion of the wave being 
amplified. 

The Class B linear amplifier has long been 
used in broadcast transmitters, but recently has 
received much more general usage in the h-f 
range for two significant reasons: (a) the 
Class B linear is an excellent way of increas- 
ing the power output of a single-sideband 
transmitter, since the plate efficiency with full 
signal will be in the vicinity of 70 per cent, 
while with no modulation the input to the 
stage drops to a relatively low value; and (b) 
the Class B linear amplifier operates with 
relatively low harmonic output since the grid 
bias on the stage normally is slightly less than 
the value which will cut off plate current to 
the stage in the absence of excitation. 

Since a Class B linear amplifier is biased 
to “extended” cutoff with no excitation (the 
grid bias at extended cutoff will be approxi- 
mately equal to the plate voltage divided by 
the amplification factor for a triode, and will 


be approximately equal to the screen voltage 
divided by the grid-screen mu factor for a 
tetrode or pentode) the plate current wiil 
flow essentially in 180-degree pulses. Due to 
the relatively large operating angle of plate 
current flow the theoretical peak plate efh- 
ciency is limited to 78.5 per cent, with 65 to 
70 per cent representing a range of efficiency 
normally attainable, and the harmonic output 
will be low. 

The carrier power output from a Class B 
linear amplifier of a normal 100 per cent 
modulated AM signal will be about one-half 
the rated plate dissipation of the stage, with 
optimum operating conditions. The peak out- 
put from a Class B linear, which’ represents 
the maximum-signal output as a single-side- 
band amplifier, or peak output with a 100 per 
cent AM signal, will be about twice the plate 
dissipation of the tubes in the stage. Thus the 
carrier-level input power to a Class B linear 
should be about 1.5 times the rated plate 
dissipation of the stage. 

The schematic circuit of a Class B linear 
amplifier is the same as a conventional single- 
ended or push-pull stage, whether triodes or 
beam tetrodes are used. However, a swamp- 
ing resistor, as mentioned before, must be 
placed across the grid tank of the stage if the 
operating conditions of the tube are such that 
appreciable grid current will be drawn on 
modulation peaks. Also, a fixed source of grid 
bias must be provided for the stage. A regu- 
lated grid-bias power supply is the usual 
source of negative bias voltage. 


Adjustment of a Class 
B Linear Amplifier 


With grid bias ad- 
justed to the correct 
value, and with pro- 
vision for varying the excitation voltage to 
the stage and the loading of the plate circuit, 
a fully modulated signal is applied to the grid 
circuit of the stage. Then with an oscilloscope 
coupled to the output of the stage, excitation 
and loading are varied until the stage is 
drawing the normal plate input and the out- 
put waveshape is a good replica of the input 
signal. The adjustment procedure normally 
will require a succession of approximations, 
until the optimum set of adjustments is at- 
tained. Then the modulation being applied to 
the input signal should be removed to check 
the linearity. With modulation removed, in 
the case of a 100 per cent AM signal, the 
input to the stage should remain constant, and 
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the peak output of the r-f envelope should 
fall to half the value obtained on positive 
modulation peaks. 


Class C 
Grid Modulation 


One widely used system of 
eficiency modulation for 
communications work is 
Class C control-grid bias modulation. The dis- 
tortion is slightly higher than for a properly 
operated Class B linear amplifier, but the 
efficiency is also higher, and the distortion 
can be kept within tolerable limits for com- 
munications work. 

Class C grid modulation requires high plate 
voltage on the modulated stage, if maximum 
output is desired. The plate voltage is nor- 
mally run about 50 per cent higher than for 
maximum output with plate modulation. 

The driving power required for operation 
of a grid-modulated amplifier under these 
conditions is somewhat more than is required 
for operation at lower bias and plate voltage, 
but the increased power output obtainable 
overbalances the additional excitation require- 
ment. Actually, almost half as much excitation 
is required as would be needed if the same 
stage were to be operated as a Class C plate- 
modulated amplifier. The resistor R across the 
grid tank of the stage serves as “swamping” 
to stabilize the r-f driving voltage. At least 50 
per cent of the output of the driving stage 
should be dissipated in this swamping resistor 
under carrier conditions. 

A comparatively small amount of audio 
power will be required to modulate the ampli- 
fier stage 100 per cent. An audio amplifier 
having 20 watts output will be sufficient to 
modulate an amplifier with one kilowatt in- 
put. Proportionately smaller amounts of audio 
will be required for lower powered stages. 
However, the audio amplifier that is being 
used as the grid modulator should, in any 
case, either employ low plate resistance tubes 
such as 2A3’s, employ degenerative feedback 
from the output stage to one of the preceding 
stages of the speech amplifier, or be resistance 
loaded with a resistor across the secondary of 
the modulation transformer. This provision of 
low driving impedance in the grid modulator 
is to insure good regulation in the audio 
driver for the grid modulated stage. Good 
regulation of both the audio and the r-f 
drivers of a grid-modulated stage is quite im- 
portant if distortion-free modulation approach- 
ing 100 per cent is desired, because the grid 


impedance of the modulated stage varies wide- 
ly over the audio cycle. 

Two circuits for obtaining grid-bias modu- 
lation are shown in figure 3. Figure 3A il- 
lustrates the conventional method utilizing a 
regulated grid-bias power supply and a sep- 
arate audio amplifier as the grid-bias modu- 
lator. This circuit is satisfactory and gives 
excellent results. The circuit of figure 3B is 
somewhat simpler than that illustrated in (A) 
since the separate modulator stage has been 
dispensed with and the function combined 
with that of bias regulation in the single 
6B4G tube shown. The regulator-modulator 
tube operates as a cathode-follower. The aver- 
age d-c voltage on the control grid is con- 
trolled by the 70,000-ohm wire-wound poten- | 
tiometer and hence this potentiometer adjusts 
the average grid bias on the modulated stage. 
However, a-c signal voltage is also impressed 
on the control-grid of the tube and since the 
cathode follows this a-c wave the incoming 
speech wave is superimposed on the average 
grid bias, thus effecting grid-bias modulation 
of the r-f amplifier stage. An audio voltage 
swing is required on the grid of the 6B4G 
of approximately the same peak value as will 
be required as bias-voltage swing on the grid- 
bias modulated stage. This voltage swing will 
normally be in the region from 50 to 200 
peak volts. Up to about 100 volts peak swing 
can be obtained from a 6SJ7 tube as a con- 
ventional speech amplifier stage. The higher 
voltages may be obtained from a tube such as a 
6J5 through an audio transformer of 2:1 or 
214% luratio: 

With the normal amount of comparatively 
tight antenna coupling to the modulated stage, 
a non-modulated carrier efficiency of 40 per 
cent can be obtained with substantially dis- 
tortion-free modulation up to practically 100 
per cent. If the antenna coupling is decreased 
slightly from the condition just described, and 
the excitation is increased to the point where 
the amplifier draws the same input, carrier 
efficiency of 50 per cent is obtainable with 
tolerable distortion at 90 per cent modulation. 


Tuning the It will be noticed, by ref- 
Grid-Bias erence to figures 3A and 3B, 
Modulated Stage that a special type of bias 

supply for the grid-modu- 
lated stage has been incorporated as a part of 
the schematic of the stage in each case. This 
was done purposely to make it clear that a 
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Figure 3. 
CIRCUITS FOR GRID-BIAS MODULATION. 


The circuits of (A) and (B) show two practical circuits for obtaining grid-bias modulation 

of a Class C amplifier. Both arrangements will give satisfactory results but the new 

circuit arrangement shown at (B) is recommended since fewer components are required, 

the audio power amplifier stage is eliminated, and no modulation transformer is required. 

The grid of the 6B4-G modulator-bias regulator tube may be excited from a low level 

speech stage such as a 6J5 or a 6SJ7 since this tube requires no grid current for full 
modulation. 


special type of high-voltage bias supply is 
required for best operation of such an ampli- 
fier. The supply of figure 3A has very good 
regulation up to about 75 ma. of grid current 
(the maximum capability of a single 2A3) 
and the voltage may be varied from nearly 
zero to about 700 volts; also, this particular 
supply may be constructed quite inexpensively. 

The most satisfactory procedure for tuning 
a stage for grid-bias modulation of the Class 
C type is as follows. The amplifier should first 
be neutralized, and any possible tendency to- 
ward parasitics under any condition of opera- 
tion should be eliminated. Then the antenna 
should be coupled to the plate circuit, the grid 
bias should be run up to the maximum avail- 


able value, and the plate voltage and excita- 
tion should be applied. The grid bias voltage 
should then be reduced until the amplifier 
draws the approximate amount of plate cur- 
rent it is desired to run, and modulation 
corresponding to about 80 per cent is then 
applied. If the plate current kicks up when 
modulation is applied, the grid bias should be 
reduced; if the plate meter kicks down, increase 
the grid bias. 

When the amount of bias voltage has been 
found (by adjusting the fine control, R2, on 
the bias supply) where the plate meter re- 
mains constant with modulation, it is more 
than probable that the stage will be drawing 
either too much or too little input. The an 
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tenna coupling should then be either increased 
or decreased (depending on whether the in- 
put was too little or too much, respectively ) 
until the input is more nearly the correct value. 
The bias should then be readjusted until the 
plate meter remains constant with modulation 
as before. By slight jockeying back and forth 
of antenna coupling and grid bias, a point 
can be reached where the tubes are running 
at rated plate dissipation, and where the plate 
milliammeter on the modulated stage remains 
substantially constant with modulation. 

The linearity of the stage should then be 
checked by any of the conventional methods; 
the trapezoidal pattern method employing a 
cathode-ray oscilloscope is probably the most 
satisfactory. The check with the trapezoidal 
pattern will allow the determination of the 
proper amount of gain to employ on the 
speech amplifier. Incidentally, too much audio 
power on the grid of the modulated stage 
should not be used in the tuning-up process, 
as the plate meter will kick erratically and it 
will be impossible to make a satisfactory ad- 
justment. 


Screen-Grid 
Modulation 


Amplitude modulation may be 
accomplished by varying the 
screen-grid voltage in a Class C 
amplifier which employs a pentode, beam tet- 
rode, or other type of screen-grid tube. The 
modulation obtained in this way is not es- 
pecially linear, but screen-grid modulation 
does offer other advantages and the linearity 
is quite adequate for communications work. 

There are two significant and worthwhile 
advantages of screen-grid modulation for com- 
munications work: (1) The excitation re- 
quirements for an amplifier which is to be 
modulated in the screen are not at all critical, 
and good regulation of the excitation voltage 
is not required. The normal rated grid-circuit 
Operating conditions specified for Class C c-w 
operation are quite adequate for screen-grid 
modulation. (2) The audio modulating power 
requirements for screen-grid modulation are 
relatively low. 

A screen-grid modulated r-f amplifier oper- 
ates as an efficiency-modulated amplifier, the 
same as does a Class B linear amplifier and a 
grid-modulated stage. Hence, plate circuit 
loading is relatively critical as in any efficiency- 
modulated stage, and must be adjusted to the 
correct value if normal power output with 
full modulation capability is to be obtained. 


As in the case of any efficiency-modulated 
stage, the operating efficiency at the peak of 
the modulation cycle will be between 70 and 
80 per cent, with efficiency at the carrier level 
(if the stage is operating in the normal man- 
ner with full carrier) about half the peak- 
modulation value. 

There are two main disadvantages of screen- 
grid modulation, and several factors which 
must be considered if satisfactory operation of 
the screen-grid modulated stage is to be ob- 
tained. The disadvantages are: (1) As men- 
tioned before, the linearity of modulation 
with respect to screen-grid voltage of such a 
stage is satisfactory only for communications 
work, unless carrier-rectified degenerative feed- 
back is employed around the modulated stage 
to straighten the linearity of modulation. (2) 
The impedance of the screen grid to the 
modulating signal is non-linear. This means 
that the modulating signal must be obtained 
from a source of quite low impedance if audio 
distortion of the signal appearing at the screen 
grid is to be avoided. 


Screen-Grid 
Impedance 


Instead of being linear with re- 
spect to modulating voltage, as 
is the plate circuit of a plate- 
modulated Class C amplifier, the screen grid 
presents approximately a square-law imped- 
ance to the modulating signal over the region 
of signal excursion where the screen is positive 
with respect to ground. This non-linearity 
may be explained in the following manner: 
At the carrier level of a conventional screen- 
modulated stage the plate-voltage swing of 
the modulated tube is one-half the voltage 
swing at peak-modulation level. This condition 
must exist in any type of conventional eff- 
ciency-modulated stage if 100 per cent posi- 
tive modulation is to be attainable. Since the 
plate-voltage swing is at half amplitude, and 
since the screen voltage is at half its full- 
modulation value, the screen current is rela- 
tively low. But at the positive modulation peak 
the screen voltage is approximately doubled, 
and the plate-voltage swing also is at twice 
the carrier amplitude. Due to the increase in 
plate-voltage swing with increasing screen 
voltage, the screen current increases more than 
linearly with increasing screen voltage. 

In a test made on an amplifier with an 813 
tube, the screen current at carrier level was 
about 6 ma. with screen potential of 190 volts; 
but under conditions which represented a 
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Figure 4. 
SCREEN-MODULATION CIRCUITS. 


Three common screen modulation circuits are illustrated above. All three circuits are 
capable of giving intelligible voice modulation although the waveform distortion in the 
circuits of (A) and (B) is likely to be rather severe. The arrangement at (A) is often 
called “clamp tube” screen modulation; by returning the grid leak on the clamp tube to 
ground the circuit will give controlled-carrier screen modulation. This circuit has the 
advantage that it is simple and is weH suited to use in mobile transmitters. (B) is an 
arrangement using a transformer coupled modulator, and offers no particular advantages. 
The arrangement at (C) is capable of giving good modulation linearity due to the low 
impedance of the cathode-follower modulator. However, due to the relatively low heater- 
cathode ratings on tubes suited for use as the modulator, a separate heater supply for the 
modulator tube normally is required. This limitation makes application of the circuit to the 
mobile transmitter a special problem, since an isolated heater supply normally is not 
available. Shown at (D) as an assistance in the tuning of a screen-modulated transmitter 
(or any efficiency-modulated transmitter for that matter) is the type of modulation envelope 
which results when loading to the modulated stage is insufficient. 


positive modulation peak the screen current 
measured 25 ma. at a potential of 400 volts. 
Thus instead of screen current doubling with 
twice screen voltage as would be the case 
if the screen presented a resistive impedance, 
the screen current became about four times as 
great with twice the screen voltage. 

Another factor which must be considered 
in the design of a screen-modulated stage, if 
full modulation is to be obtained, is that the 
power output of a screen-grid stage with zero 
screen voltage is still relatively large. Hence, 
if anything approaching full modulation on 
negative peaks is to be obtained, the screen 
potential must be made negative with respect 
to ground on negative modulation peaks. In 
the usual types of beam tetrode tubes the 
screen potential must be 20 to 50 volts 


negative with respect to ground before cut-off 
of output is obtained. This condition further 
complicates the problem of obtaining good 
linearity in the audio modulating voltage for 
the screen-modulated stage, since the screen 
voltage must be driven negatively with re- 
spect to ground over a portion of the cycle. 
Hence the screen draws mo current over a 
portion of the modulating cycle, and over the 
major portion of the cycle when the screen 
does draw current, it presents approximately 
a square-law impedance. 


Circuits for Laboratory analysis of a large 
Screen-Grid number of circuits for accom- 
Modulation plishing screen modulation has 

led to the conclusion that the 
audio modulating voltage must be obtained 
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from a low-impedance source if low-distor- 
tion modulation is to be obtained. Figure 4 
shows a group of sketches of the modulation 
envelope obtained with various types of modu- 
lators and also with insufficient antenna 
coupling. The result of this laboratory work 
led to the conclusion that the cathode-follower 
modulator of the basic circuit shown in figure 
5 is capable of giving good-quality screen- 
grid modulation, and in addition the circuit 
provides convenient adjustments for the car- 
rier level and the output level on negative 
modulation peaks. This latter control, P: in 
figure 5, allows the amplifier to be adjusted in 
such a manner that negative-peak clipping 
cannot take place, yet the negative modulation 
peaks may be adjusted to a level just above 
that at which sideband splatter will occur. 


The Cathode- 
Follower Modulator 


The cathode follower is 
ideally suited for use as 
the modulator for a 
screen-grid stage since it acts as a relatively 
low-impedance source of modulating voltage 
for the screen-grid circuit. In addition the 
cathode-follower modulator allows the supply 
voltage ,both for the modulator and for the 
screen grid of the modulated tube to be ob- 
tained from the high-voltage supply for the 
plate of the screen-grid tube or beam tetrode. 
In the usual case the plate supply for the 
cathode follower, and hence for the screen 
grid of the modulated tube, may be taken from 
the bleeder on the high-voltage power supply. 
A tap on the bleeder may be used, or two 
resistors may be connected in series to make 
up the bleeder, with appropriate values such 
that the voltage applied to the plate of the 
cathode follower is appropriate for the tube 
to be modulated. It is important that a by- 
pass capacitor be used from the plate of the 
cathode-follower modulator to ground. 

The voltage applied to the plate of the 
cathode follower should be about 100 volts 
greater than the rated screen voltage for the 
tetrode tube as a c-w Class C amplifier. Hence 
the cathode-follower plate voltage should be 
about 350 volts for an 815, 2E26, or 829B, 
about 400 volts for an 807 or 4-125A, about 
500 volts for an 813, and about 600 volts 
for a 4-250A or a 4E27. Then potentiometer 
P: in figure 5 should be adjusted until the 
catrier-level screen voltage on the modulated 
stage is about one-half the rated screen voltage 
specified for the tube as a Class C c-w ampli- 


3:1 
STEPUP 6L6 


6J5, ETc. 


TO SCREEN OF 
MODULATED STAGE 


15K POT. 
P2 


+250 V. 
Figure 5. 
CATHODE-FOLLOWER 
SCREEN-MODULATION CIRCUIT. 


A detailed discussion of this circuit, which 
also is represented in figure 4C, is given in the 
accompanying text. 


fier. The current taken by the screen of the 
modulated tube under carrier conditions will 
be about one-fourth the normal screen cur- 
rent for c-w operation. 

Incidentally, the only current taken by the 
cathode follower itself will be that which will 
flow through the 100,000-ohm resistor be- 
tween the cathode of the 6L6 modulator and 
the negative supply. Hence, the current taken 
from the bleeder on the high-voltage supply 
will be the carrier-level screen current of the 
tube being modulated (which current passes 
of course through the cathode follower) plus 
that current which will pass through the 
100,000-ohm resistor. 

The loading to the modulated stage should 
be adjusted until the input to the tube is 
about 50 per cent greater than the rated plate 
dissipation of the tube or tubes in the stage. 
If the carrier-level screen voltage value is cor- 
rect for linear modulation of the stage, the 
loading will have to be somewhat greater 
than that amount of loading which gives maxi- 
mum output from the stage. The stage may 
then be modulated by applying an audio signal 
to the grid of the cathode-follower modulator, 
while observing the modulated envelope on 
an oscilloscope. 

If good output is being obtained, and the 
modulation envelope appears as shown in fig- 
ure 4C, all is well, except that P» in figure 5 
should be adjusted until negative modulation 
peaks, even with excessive modulating signal, 
do not cause carrier cutoff with its attendant 
sideband splatter. If the envelope appears as at 
figure 4D, antenna coupling should be in- 
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creased while the carrier level is backed down 
by potentiometer P: in figure 5 until a set 
of adjustments is obtained which will give 
a satisfactory modulation envelope as shown 
in figure 4C. 


After a satisfactory set of ad- 
justments has been obtained, 
it is mot difficult to readjust the amplifier 
for operation on different bands. Potenti- 
ometers P: (carrier level), and P: (negative 
peak level) may be left fixed after a satisfactory 
adjustment, with the aid of the scope, has 
once been found. Then when changing bands 
it is only necessary to adjust excitation until 
the correct value of grid current is obtained, 
and then to adjust antenna coupling until 
correct plate current is obtained. Note that 
the correct plate current for an _ efficiency- 
modulated amplifier is only slightly less than 
the out-of-resonance plate current of the stage. 
Hence carrier-level screen voltage must be 
low so that the out-of-resonance plate current 
will not be too high, and relatively heavy 
antenna coupling must be used so that the 
operating plate current will be near the out- 
of-resonance value, and so that the operating 
input will be slightly greater than 1.5 times 
the rated plate dissipation of the tube or tubes 
in the stage. Since the carrier efficiency of the 
stage will be only 35 to 40 per cent, the 
tubes will be operating with plate dissipation 
of approximately the rated value without 
modulation. 


Changing Bands 


The maximum r-f out- 
put of an _ efficiency- 
modulated stage is 
limited by the maximum possible plate 
voltage swing on positive modulation 
peaks. In the modulation circuit of fig- 
ure 5 the minimum output is limited by the 
minimum voltage which the screen will reach 
on a negative modulation peak, as set by po- 
tentiometer P:. Hence the screen-grid-modu- 
lated stage, when using the modulator of figure 
5 acts effectively as a speech clipper, pro- 
vided the modulating signal amplitude is not 
too much more than that value which will ac- 
complish full modulation. With correct ad- 
justment of the operating conditions of the 
stage it can be made to clip positive and 
negative modulation peaks symmetrically. 


Speech Clipping in 
the Modulated Stage 


However, the inherent peak clipping ability of 
the stage should not be relied upon as a 
means of obtaining a large amount of speech 
compression, since excessive audio distortion 
and excessive screen current on the modulated 
stage will result. 


Characteristics of a 
Typical Screen- 
Modulated Stage 


An important character- 
istic of the screen-modu- 
lated stage, when using 
the cathode-follower 
modulator, is that excessive plate voltage on 
the modulated stage is not required. In fact, 
full output usually may be obtained with the 
larger tubes at an operating plate voltage 
from one-half to two-thirds the maximum 
rated plate voltage for c-w operation. This 
desirable condition is the natural result of 
using a low-impedance source of modulating 
signal for the stage. 

As an example of a typical screen-modulated 
stage, full output of 75 watts of carrier may 
be obtained from an 813 tube operating with 
a plate potential of only 1250 volts. No in- 
crease in output from the 813 may be ob- 
tained by increasing the plate voltage, since 
the tube may be operated with full rated 
plate dissipation of 125 watts, with normal 
plate efficiency for a screen-modulated stage, 
37.5 per cent, at the 1250-volt potential. 

The operating conditions of the screen- 
modulated 813 stage (which is illustrated in 
Chapter Twenty-Two) are as follows: 


Plate voltage—1250 volts 

Plate current—160 ma. 

Plate input—200 watts 

Grid current—11 ma. 

Grid bias—110 volts 

Carrier screen voltage—190 volts 
Carrier screen current—6 ma. 
Power output—approx. 75 watts 


With full 100 per cent modulation the plate 
current decreases about 2 ma. and the screen 
current increases about 1 ma.; hence plate, 
screen, and grid current remain essentially 
constant with modulation. Referring to fig- 
ure 5, which was the circuit used as modu- 
lator for the 813, (E:) measured plus 155 
volts, (E:) measured —50 volts, (E:) meas- 
ured plus 190 volts, (Es) measured plus 500 
volts, and the r.m.s. swing at (E;) for full 
modulation measured 210 volts, which repr: 
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sents a peak swing of about 296 volts. Due 
to the high positive voltage, and the large 
audio swing, on the cathode of the 6L6 
(triode connected) modulator tube, it is im- 
portant that the heater of this tube be fed 
from a separate filament transformer or fila- 
ment winding. Note also that the operating 
plate-to-cathode voltage on the 6L6 modu- 
lator tube does not exceed the 360-volt rat- 
ing of the tube, since the operating poten- 
tial of the cathode is considerably above 
ground potential. 


Controlled-carrier modu- 
lation, in which only suff- 
trans- 


Controlled-Carrier 
Screen Modulation 
Cient.. €arrier \ 1s 
mitted to sustain the modulating signal at 
that moment of transmission, attained a fair 
degree of popularity among amateur oper- 
ators during the middle 1930's. However, it 
never attained commercial acceptance (single- 
sideband transmission, having all the ad- 
vantages of controlled carrier and many 
more, being used instead) and had substan- 
tially dropped from the amateur picture by 
1940. Recently, however, controlled carrier 
has attained some degree of use, primarily 
because it offers the advantage of reduced 
average power drain for mobile operation. 


The advantages of controlled-carrier modu- 
lation are: (1) Relatively large power out- 
put may be obtained from an_ efficiency 
modulated stage (such as a screen-modulated 
amplifier) since the average plate efficiency 
for such a stage when carrying only a modu- 
lated signal is about 55 per cent, and since 
the stage is operating with full input only 
on modulation peaks. And (2), the average 
power input to a controlled-carrier screen- 
modulated stage is much less for a given peak 
power output than the more usual arrange- 
ment of a Class C amplifier modulated by a 
Class B or Class AB: modulator. Both these 
advantages are significant for mobile work, 
where average power drain is of the greatest 
importance. 

The controlled-carrier modulation system 
has serious disadvantages, however, all of 
which were discussed at length more than 
a decade ago. The first disadvantage is that 
a controlled-carrier signal is difficult to tune 
in the presence of interference, simply be- 
cause there is no full-strength carrier to tune 
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in on the receiver. It is necessary to tune 
until the voice is of greatest strength; a 
procedure which has proved to be quite diffi- 
cult in the case of fading signals in the 
presence of interference. Second, severe dis- 
tortion of the modulating signal will be 
obtained when receiving with the usual 
communications receiver with the a.v.c active. 
This distortion takes place because the a-v-c 
action attempts to follow the rapid excur- 
sions in carrier amplitude, -but these syllabic 
variations normally take place at a rate greater 
than can be followed by the time constant 
of the a-v-c filter. Hence distortion and cross 
modulation takes place as a result of the lag 
between the a-v-c diode bias voltage and the 
instantaneous carrier amplitude. The effect 
can be alleviated by operating the receiver 
with the a.v.c. inoperative. 

A third disadvantage in controlled-carrier 
operation, which is of particular significance 
in mobile work, lies in the fact that the con- 
trolled-carrier stage is relatively critical as to 
antenna loading. This condition makes the 
antenna coupling adjustment of a controlled- 
carrier mobile transmitter more difficult than 
with the conventional mobile transmitter. 


Circuits for 
Controlled-Carrier 
Screen Modulation 


Nevertheless, the advan- 
tages of controlled-carrier 
operation outweigh the 
disadvantages for certain 
applications. Shown in figure 6 and figure 
7 are two circuits for obtaining controlled- 
carrier screen modulation. Figure 6 shows 
a circuit for obtaining “clamp-tube controlled- 
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carrier screen modulation,’ with a 6Y6-GT as 
the clamp tube. With this arrangement the 
screen voltage is held down to a value in the 
vicinity of 50 volts in the absence of signa!. 
Then, when signal is applied the grid of the 
6Y6-GT rectifies the positive peaks of the 
incoming audio signal with the resultant pro- 
duction of a negative d-c bias on the grid 
of the GY6-GT. This bias, which varies in 
proportion to the average modulation level, 
permits the screen voltage on the modulated 
stage to rise to a value which will accom- 
modate the modulating signal being applied. 


The time constant of carrier variation is 
determined by the grid coupling capacitor and 
the grid leak on the 6GY6-GT. An additional 
diode may be connected between the grid 
of the 6Y6-GT and ground, but is not neces- 
sary since the grid of the 6Y6-GT acts satis- 
factorily as the audio-signal rectifier. The 
switch S is opened to provide cathode bias 
on the 6Y6-GT so that the screen voltage on 
the modulated stage will rise to a value which 
will allow tuning of the stage at the carrier 
level of output. 


The circuit of figure 6 operates satisfactorily 
for some types of communication work, such 
as mobile operation, but the distortion is quite 
high (as shown in figure 4A) and negative 
modulation peaks do not go below the no- 
modulation output level of the modulated 
stage. 


An alternative circuit which can give much 
better linearity, and consequently low dis- 
tortion, is illustrated in figure 7. The cir- 
cuit is substantially the same as that of figure 
5, except that the grid of the cathode fol- 
lower is returned to the negative supply in- 
stead of to a positive potential, and a diode 
is included to control the average bias on the 
cathode follower in accordance with the in- 
coming audio signal. 


Note that in each of the controlled-carrier 
modulation systems the diode rectifier acts 
as a sort of “d.c. restorer” as used in TV 
practice. In the circuit of figure 6 the diode 
(which in this case may be the grid of the 
tube) acts to keep the grid from going positive 
with respect to the cathode. In the circuit of 
figure 7 the diode serves to stop the grid 
from going negatively with respect to the 
negative return voltage of the cathode follower. 


R.F. INPUT 
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Figure 7. 


CONTROLLED-CARRIER 
SCREEN-MODULATION CIRCUIT. 


Still another form of efh- 
ciency modulation may be 
obtained by applying the 
audio modulating signal to the suppressor 
grid of a pentode- Class C r-f amplifier. Basi- 
cally, suppressor-grid modulation operates in 
the same general manner as other forms of 
efficiency modulation; carrier plate circuit 
efficiency is about 35 per cent, and antenna 
coupling must be rather tight. However, 
suppressor-grid modulation has one sizeable 
disadvantage, in addition to the fact that 
pentode tubes are not nearly so widely used 
as beam tetrodes which of course do not 
have the suppressor element. This disadvan- 
tage is that the screen-grid current to a sup- 
pressor-grid modulated amplifier is rather 
high. The high screen current is a natural 
consequence of the rather high negative bias 
on the suppressor grid, which reduces the 
plate-voltage swing and plate current with a 
resulting increase in the screen current. 

In tuning a suppressor-grid modulated 
amplifier, the grid bias, grid current, screen 
voltage, and plate voltage are about the 
same as for Class C c-w operation of the 
stage. But the suppressor grid is biased nega- 
tively to a value which reduces the plate- 
circuit efficiency to about one-half the maxi- 
mum obtainable from the particular ampli- 
fier, with antenna coupling adjusted until the 
plate input is about 1.5 times the rated plate 
dissipation of the stage. It is important that 
the input to the screen grid be measured to 
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AMPLIFIER WITH SUPPRESSOR- 
GRID MODULATION. 
Recommended operating conditions for linear 
suppressor-grid modulation of a 4E27/257B/ 
8001 stage are given on the drawing. 


make sure that the rated screen dissipation of 
the tube is not being exceeded. Then the 
audio signal is applied to the suppressor 
grid. In the normal application the audio 
voltage swing on the suppressor will be some- 
what greater than the negative bias on the 
element. Hence suppressor-grid current will 
flow on modulation peaks, so that the source 
of audio signal voltage must have good regu- 
lation. Tubes suitable for suppressor-grid 
modulation are: 2E22, HK-57, HK-257B, 
4E27/8001, 5-125A, 804 and 803. A typical 
suppressor-grid modulated amplifier is illu- 
strated in figure 8. 


8-3 Input Modulation 


Systems 


Constant efficiency variable-input modula- 
tion systems operate by virtue of the addi- 
tion of external power to the modulated stage 
to effect the modulation. There are two gen- 
eral classifications that come under this head- 
ing; those systems in which the additional 
power is supplied as audio frequency energy 
from a modulator, usually called plate modu- 
lation systems, and those systems in which 
the additional power to effect modulation is 
supplied as direct current from the plate 
supply. 

Under the former classification comes 
Heising modulation (probably the oldest type 
of modulation to be applied to a continuous 


carrier), Class B plate modulation, and series 
modulaticn. These types of plate modulation 
are by far the easiest to get into operation, and 
they give a very good ratio of power input 
to the modulated stage to power output; 65 
to 80 per cent efficiency is the general rule. It 
is for these two important reasons that these 
modulation systems, particularly Class B plate 
modulation, are at present the most popular 
for communications work. 

Modulation systems coming under the sec- 
ond classification are of comparatively recent 
development but have been widely applied 
to broadcast work. There are quite a few 
systems in this class. Two of the more widely 
used are the Doherty linear amplifier, and 
the Terman-Woodyard high-efficiency grid- 
modulated amplifier. Both systems operate by 
virtue of a carrier amplifier and a peak ampli- 
fier connected together by electrical quarter- 
wave lines. They will be described later in 
this section. 
Plate Modulation Plate modulation is the 
application of the audio 
power to the plate circuit of an r-f amplifier. 
The r-f amplifier must be operated Class C 
for this type of modulation in order to ob- 
tain a radio-frequency output which changes 
in exact accordance with the variation in 
plate voltage. The r-f amplifier is 100 ter cent 
modulated when the peak a-c voltage from 
the modulator is equal to the d-c voltage ap- 
plied to the r-f tube. The positive peaks of 
audio voltage increase the instantaneous plate 
voltage on the r-f tube to twice the d-c value, 
and the negative peaks reduce the voltage to 
zero. 


The instantaneous plate current to the r-f 
stage also varies in accordance with the modu- 
lating voltage. The peak alternating current in 
the output of a modulator must be equal to 
the d-c plate current of the Class C r-f stage 
at the point of 100 per cent modulation. This 
combination of change in audio voltage and 
current can be most easily referred to in 
terms of audio power in watts. 


In a_ sinusoidally modulated wave, the 
antenna current increases approximately 22 
per cent for 100 per cent modulation with a 
pure tone input; an r-f meter in the antenna 
circuit indicates this increase in antenna cur- 
rent. The average power of the r-f wave in- 
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creases 50 per cent for 100 per cent modula- 
tion, the efficiency remaining constant. 

This indicates that in a _ plate-modulated 
radiotelephone transmitter, the audio-frequency 
channel must supply this additional 50 per 
cent increase in average power for sine-wave 
modulation. If the power input to the modu- 
lated stage is 100 watts, for example, the aver- 
age power will increase to 150 watts at 100 
per cent modulation, and this additional 50 
watts of power must be supplied by the modu- 
lator when plate modulation is used. The 
actual antenna power is a constant percentage 
of the total value of input power. 

One of the advantages of plate (or power) 
modulation is the ease with which proper 
adjustments can be made in the transmitter. 
Also, there is less plate loss in the r-f ampli- 
fier for a given value of carrier power than 
with other forms of modulation, because the 
plate efficiency is higher. 

By properly matching the plate impedance 
of the r-f tube to the output of the modulator, 
the ratio of voltage and current swing to d-c 
voltage and current is automatically obtained. 
The modulator should have a peak voltage 
output equal to the average d-c plate voltage on 
the modulated stage. The modulator should 
also have a peak power output equal to the 
d-c plate input power to the modulated stage. 
The average power output of the modulator 
will depend upon the type of waveform. If the 
amplifier is being Heising modulated by a Class 
A stage, the modulator must have an average 
power output capability of one-half the in- 
put to the Class C stage. If the modulator is 
a Class B audio amplifier, the average power 
required of it may vary from one-quarter to 
more than one-half the Class C input depend- 
ing upon the waveform. However, the peak 
power output of any modulator must be equal 
to the Class C input to be modulated. This 
subject is completely covered in the section 
Speech Waveforms. 


Heising 
Modulation 


Heising modulation is the oldest 
system of plate modulation, and 
usually consists of a Class A 
audio amplifier coupled to the r-f amplifier 
by means of a modulation choke coil, as shown 
in figure 9. 

The d-c plate voltage and plate current in the 
r-f amplifier must be adjusted to a value which 
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Figure 9. 
HEISING PLATE MODULATION. 


This type of modulation was the first form of 
plate modulation. It is sometimes known as 
“constant current’’ modulation. Because of the 
effective 1:1 ratio of the coupling choke, it 
is impossible to obtain 100 per cent modula- 
tion unless the plate voltage to the modulated 
stage is dropped slightly by resistor R. The 
capacitor C merely bypasses the audio around 
R, so that the full a-f output voltage of the 
modulator is impressed on the Class C stage. 


will cause the plate impedance to match the 
output of the modulator, since the modula- 
tion choke gives a 1-to-1 coupling ratio. A 
series resistor, by-passed for audio frequencies 
by means of a capacitor, must be connected in 
series with the plate of the r-f amplifier to 
obtain modulation up to 100 per cent. The 
peak output voltage of a Class A amplifier 
does not reach a value equal to the d-c voltage 
applied to the amplifier and, consequently, the 
d-c plate voltage impressed across the r-f tube 
must be reduced to a value equal to the maxi- 
mum available a-c peak voltage if 100% 
modulation is to be obtained. 

A higher degree of distortion can be toler- 
ated in low-power emergency phone trans- 
mitters which use a pentode modulator tube, 
and the series resistor and by-pass capacitor 
are usually omitted in such transmitters. 


Class B 
Plate Modulation 


High-level Class B_ plate 
modulation is the least ex- 
pensive method of plate 
modulation. Figure 10 shows a conventional 
Class B plate-modulated Class C amplifier. 
The statement that the modulator output 
power must be one-half the Class C input 
for 100 per cent modulation is correct only 


186 Amplitude Modulation 


THE RADIO 


CLASS C 
AMPLIFIER 


CLASS B 
MODULATOR 


MOD. +B R.F.+B 


Figure 10. 
CLASS B PLATE MODULATION. 


This type of modulation is the most flexible 

in that the loading adjustment can be made 

in a short period of time and without elaborate 

test equipment after a change in operating 

frequency of the Class C amplifier has been 
made. 


if the waveform of the modulating power is a 
sine wave. Where the modulator waveform 
is unclipped speech, the average modulator 
power for 100 per cent modulation is con- 
siderably less than one-half the Class C input. 


It has been determined ex- 
perimentally that the ratio 
of peak to average power 
in a speech waveform is approximately 4 to 1 
as contrasted to a ratio of 2 to 1 in a sine 
wave. This is due to the high harmonic con- 
tent of such a waveform, and to the fact that 
this high harmonic content manifests itself by 
making the wave unsymmetrical and causing 
sharp peaks or “fingers” of high energy content 
to appear. Thus for unclipped speech, the 
average modulator plate current, plate dissi- 
pation, and power output are approximately 
one-half the sine wave values for a given peak 
output power. 

Both peak power and average power are 
necessarily associated with waveform. Peak 
power is just what the name implies: the 
power at the peak of a wave. Peak power, al- 
though of the utmost importance in modula- 
tion, is of no great significance in a-c power 
work, except insofar as the average power 


Power Relations in 
Speech Waveforms 


may be determined from the peak value of a 
known wave form. 

There is no time element implied in the 
definition of peak power; peak power may be 
instantaneous —and for this reason average 
power, which is definitely associated with 
time, is the important factor in plate dissipa- 
tion. It is possible that the peak power of a 
given wave form be several times the average 
value; for a sine wave, the peak power is 
twice the average value, and for unclipped 
speech the peak power is approximately four 
times the average value. For 100 per cent 
modulation, the peak (instantaneous) audio 
power must equal the Class C input, although 
the average power for this value of peak 
varies widely depending upon the modulator 
wave form, being greater than 50 per cent 
for speech that has been clipped and filtered, 
50 per cent for a sine wave, and about 25 
per cent for typical unclipped speech tones. 


Class B 
Modulators 


A detailed discussion of the 
operating conditions for Class 
B a-f modulators has been given 
in Section 5-8 of Chapter Five. In addition, 
Table III in Chapter Five lists recommended 
operating conditions for a large number of 
tubes which are commonly used in Class B 
modulator stages. Data is also given in Sec- 
tion 5-8 for the calculation of operating con- 
ditions for tubes as Class B modulators when 
it is desired to operate a pair of tubes under 


conditions different from those normally 
specified. 

Modulation The modulation transformer is 
Transformer a device for matching the load 


Calculations impedance of the Class C am- 


plifier to the recommended 
load impedance of the Class B modulator 
tubes. Modulation transformers intended for 
communications work are usually designed to 
carry the Class C plate current through their 
secondary windings, as shown in figure 10. The 
manufacturer’s ratings should be consulted to 
insure that the d-c plate current being pulled 
through the secondary winding does not ex- 
ceed the maximum rating. 

A detailed discussion of the method of 
making modulation transformer calculations 
has been given in Chapter Five Section 5-8. 
However, to emphasize the method of mak- 
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ing the calculation, an additional example will 
be given. 

Suppose we take the case of a Class C 
amplifier operating at a plate voltage of 2000 
with 225 ma. of plate current. This amplifier 
would present a load resistance of 2000 
divided by 0.225 amperes or 8888 ohms. The 
plate power input would be 2000 times 0.225 
or 450 watts. By reference to Table III in 
Chapter Five we see that a pair of 811 tubes 
operating at 1500 plate volts will deliver 225 
watts of audio output. The plate-to-plate load 
resistance for these tubes under the specified 
operating conditions is 18,000 ohms. Hence 
our problem is to match the Class C ampli- 
fier load resistance of 8888 ohms to the 
18,000-ohm load resistance required by the 
modulator tubes. 

A 200-to-300 watt modulation transformer 
will be required for the job. If the taps on 
the transformer are given in terms of im- 
pedances it will only be necessary to con- 
nect the secondary for 8888 ohms (or a value 
approximately equal to this such as 9000 
ohms) and the primary for 18,000 ohms. If it 
is mecessary to determine the proper turns 
ratio required of the transformer it can be 
determined in the following manner. The 
square root of the impedance ratio is equal 
to the turns ratio, hence: 


8888 


= V.04940.= 20.703 
18000 


The transformer must have a turns ratio of 
approximately 1-to-0.7 step down, total pri- 
mary to total secondary. The greater number 
of turns always goes with the higher im- 
pedance, and vice versa. 


Plate-and-Screen 
Modulation 


When only the plate of a 
screen-grid tube is modu- 
lated, it is impossible to ob- 
tain high-percentage linear modulation under 
ordinary conditions. The plate current of such 
a stage is not linear with plate voltage. How- 
ever, if the screen is modulated simultaneously 
with the plate, the instantaneous screen volt- 
age drops in proportion to the drop in the 
plate voltage, and linear modulation can then 
be obtained. Four satisfactory circuits for ac- 
complishing combined plate and screen modu- 
lation are shown in figure 12. 


CLASS C AMPLIFIER 


L. MODULATION 
CHOKE 


OcLASS C Bt 


Figure 11. 


SHUNT-FED CLASS B PLATE 
MODULATION. 


The arrangement shown above feeds the plate 
current to the Class C modulated stage 
through a modulation choke as contrasted to 
running this current through the secondary of 
the modulation transformer as shown in figure 
10. When an adequate-size choke is used for 
L and a capacitor of moderate size for C, 
this arrangement will give improved low-fre- 
quency response over the circuit of figure 10. 
it is for this reason that this circuit is com- 
monly used for broadcast stations. The choke 
L should have an inductance high enough so 
that its inductive reactance will be at least 
equal to the Class C amplifier load impedance 
at the lowest frequency to be modulated. The 
capacitor C should have a capacitive reactance 
much lower than the Class C load impedance 
at the lowest frequency to be transmitted. 
The arrangement shown will give improved 
phase-shift characteristics for clipped speech 
waves over the simpler system shown in 
figure 10. 


The screen r-f by-pass capacitor, C2, should 
not have a greater value than 0.005 ufd., pref- 
erably not larger than 0.001 ufd. It should 
be large enough to bypass effectively all r-f 
voltage without short-circuiting high-fre- 
quency audio voltages. The plate by-pass ca- 
pacitor can be of any value from 0.002 ufd. to 
0.005 ufd. The screen-dropping resistor, Ra, 
should reduce the applied high voltage to the 
value specified for operating the particular 
tube in the circuit. Capacitor G:, is seldom re- 
quired, yet some tubes may require this ca- 
pacitor in order to keep C: from attenuating 
the high audio frequencies. Different values 
between .002 and .0002 ufd. should be tried 
for best results. 
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Figure 12. 
PLATE MODULATION OF A BEAM TETRODE OR SCREEN-GRID TUBE. 


These alternative arrangements for plate modulation of tetrodes or pentodes are discussed 
in detail in the text. The arrangements shown at (B) or (D) are recommended for most 
applications. 


Figure 12C shows another method which 
uses a third winding on the modulation trans- 
former, through which the screen-grid is con- 
nected to a low-voltage power supply. The 
ratio of turns between the two output wind- 
ings depends upon the type of screen-grid 
tube which is being modulated. Normally 
it will be such that the screen voltage is being 
modulated 60 per cent when the plate volt- 
age is receiving 100 per cent modulation. 

If the screen voltage is derived from a 
dropping resistor (mot a divider) that is by- 
passed for r.f but not a.f., it is possible to 
secure quite good modulation by applying 
modulation only to the plate. Under these 


conditions, the screen tends to modulate itself, 
the screen voltage varying over the audio 
cycle as a result of the screen impedance in- 
creasing with plate voltage, and decreasing 
with a decrease in plate voltage. This circuit 
arrangement is illustrated in figure 12B. 

A similar application of this principle is 
shown in figure 12D. In this case the screen 
voltage is fed directly from a low-voltage 
supply of the proper potential through a 
choke L. A conventional filter choke having 
an inductance from 10 to 20 henries will be 
satisfactory for L. 

To afford protection of the tube when plate 
voltage is not applied but screen voltage is 
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supplied from the exciter power supply, when 
using the arrangement of figure 12D, a resistor 
of 3000 to 10,000 ohms can be connected in 
series with the choke L. In this case the 
screen supply voltage should be at least 11/4 
times as much as is required for actual screen 
voltage, and the value of resistor is chosen 
such that with normal screen current the drop 
through the resistor and choke will be such 
that normal screen voltage will be applied to 
the tube. When the plate voltage is removed 
the screen current will increase greatly and 
the drop through resistor R will increase 
to such a value that the screen voltage will be 
lowered to the point where the screen dis- 
sipation on the tube will not be exceeded. 
However, the supply voltage and value of re- 
sistor R must be chosen carefully so that 
the maximum rated screen dissipation can- 
not be exceeded. The maximum possible screen 
dissipation using this arrangement is equal to: 
W = E’/4R where E is the screen supply 
voltage and R is the combined resistance of 
the resistor R in figure 12D and the d-c re- 
sistance of the choke L. It is wise, when using 
this arrangement to check, using the above 
formula, to see that the value of W _ ob- 
tained is less than the maximum rated screen 
dissipation of the tube or tubes used in the 
modulated stage. This same system can of 
course also be used in figuring the screen 
supply circuit of a pentode or tetrode ampli- 
fier stage where modulation is not to be 
applied. 

The modulation transformer for plate-and- 
screen-modulation, when utilizing a dropping 
resistor as shown in figure 12A, is similar to 
the type of transformer used for any plate- 
modulated phone. The combined screen and 
plate current is divided into the plate voltage 
in order to obtain the Class C amplifier load 
impedance. The peak audio power required to 
obtain 100 per cent modulation is equal to 
the d-c power input to the screen, screen re- 
sistor, and plate of the modulated r-f stage. 


8-4 Cathode Modulation 


Cathode modulation offers a workable com- 
promise between the good plate efficiency but 
expensive modulator of high-level plate modu- 
lation, and the poor plate efficiency but in- 
expensive modulator of grid modulation. 


Cathode modulation consists essentially of 
an admixture of the two. 

The efficiency of the average well-designed 
plate-modulated transmitter is in the vicinity 
of 75 to 80 per cent, with a compromise per- 
haps at 77.5 per cent. On the other hand, the 
efficiency of a good grid-modulated transmit- 
ter may run from 28 to maybe 40 per cent, 
with the average falling at about 34 per cent. 
Now since cathode modulation consists of 
simultaneous grid and plate modulation, in 
phase with each other, we can theoretically 
obtain any efficiency from about 34 to 77.5 
per cent from our cathode-modulated stage, 
depending upon the relative percentages oi 
grid and plate modulation. 

Since the system is a compromise between 
the two fundamental modulation arrangements, 
a value of efficiency approximately half way 
between the two would seem to be the best 
compromise. Experience has proved this to be 
the case. A compromise efficiency of about 
56.5 per cent, roughly half way between the 
two limits, has proved to be optimum. Cal- 
culation has shown that this value of efh- 
ciency can be obtained from a cathode-modu- 
lated amplifier when the audio-frequency 
modulating power is approximately 20 per 
cent of the d-c input to the cathode-modu- 
lated stage. 


Cathode-Modulation Figure 13 shows a set 
Operating Curves of operating curves for 
cathode - modulated  r-f 
amplifier stages. The chart is a plot of the 
percentage of plate modulation (m) against 
plate circuit efficiency, audio power required, 
plate input wattage in per cent of the plate- 
modulated Class C rating, and output power 
in percentage of the Class C phone output rat- 
ing. These last two curves are not of as great 
importance in designing new transmitters as 
are the curves showing the relationship be- 
tween per cent plate modulation and plate 
circuit efficiency. 


Optimum Operating 
Conditions 


As was mentioned be- 
fore, the optimum oper- 
ating condition for a 
normal cathode-modulated amplifier is that 
at which the audio power output of the 
cathode modulator is about 20 per cent of 
the d-c input to the modulated stage. Under 
these conditions the plate efficiency will be in 
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the vicinity of 56.5 per cent (between 54 and 
58 per cent in a practical transmitter). The 
limiting factor in an_ efficiency-modulated 
amplifier of this type is, to a large extent, 
plate dissipation. If, under the conditions 
given above, the plate dissipation of the tube 
under carrier conditions is less than the 
rated value, the plate input can be increased 
until rated plate dissipation is reached. The 
plate dissipation for any condition of oper- 
ation can easily be determined by reference 
to figure 13 and a little calculation. Determine 
the input, and from the efficiency value given, 
figure the power output from the stage. Sub- 
tract this from the plate input, and the re- 
sult is the amount that the tube will be re- 
quired to dissipate. 


Cathode Impedance The impedance of the 
cathode circuit of an 
amplifier which is being cathode modulated 
is an important consideration in the selection 
of the transformer which is to be used to 
couple the modulator. The cathode impedance 
of an amplifier is equal to the peak moduz- 
lating voltage divided by the peak a-f com- 
ponent of the plate current of the stage. The 
peak modulating voltage is equal to the plate 
voltage times m (the per cent plate modu- 
lation). 
Ep 
Hence: Zk = m — 
Ip 


Or, simply, the cathode impedance is equal 
to the per cent plate modulation (expressed 
as a decimal; e.g., 0.4 for 40%) times the 
plate voltage, divided by the plate current. 


Cathode Modulator A typical cathode-modu- 

lated r-f amplifier is 
shown in figure 14. The modulator which is 
used to feed the audio into the cathode cir- 
cuit of the modulated stage should prefer- 
ably have a power output of 20 per cent of 
the d-c input to the stage, for 40 per cent 
plate modulation. Although this is the rec- 
ommended percentage of plate modulation, 
satisfactory operation may be had with other 
percentage values than this provided the 
proper operating values are taken from figure 
13. The modulator tubes may be operated 
Class A, Class AB, or Class B, but it is rec- 
ommended that some form of degenerative 
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Figure 14. 
CATHODE-MODULATION CIRCUIT. 


The modulation transformer in series with the 
cathode return of the modulated stage must 
match the cathode impedance of this stage. 
The choke in series with the grid return of 
the stage should have from 15 to 40 henrys 
inductance and should be capable of carrying 
the full grid current of the stage. The grid 
tap on the modulation transformer is varied, 
after the stage has been placed into opera- 
tion, to give the best modulation pattern. 


feedback be employed around the modulator 
tubes when they are to be operated in any 
manner other than Class A. This is particularly 
true of beam tetrodes when used as modulators; 
if some form of feedback is not used around 
them the harmonic distortion can easily be 
serious enough to be objectionable, since the 
cathode modulated stage does not present a 
strictly linear impedance. 

The transformer which couples the modu- 
lator to the cathode circuit of the modulated 
amplifier should match the cathode imped- 
ance, as calculated by the formula above, and 
in addition should have a number of taps so 
that the proper amount of audio voltage will 
be impressed upon the grid of the stage. In 
most cases one of the conventional multi- 
match output transformers will be satisfactory 
for the job, the cathode lead and the ground 
terminal of the stage being connected to the 
proper taps to give the desired value of im- 
pedance. The stage is then coupled to a cath- 
ode-ray oscilloscope so that the modulated 
wavetorm is shown on the screen. As the stage 
is being modulated, the grid is tapped varying 
amounts up and down on the modulation 
transformer until the best waveform is ob- 
tained on the screen of the oscilloscope. The 
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more closely the grid is tapped to the cathode, 
the less will be the amount of audio voltage 
upon the grid. On the other hand, if the grid 
return is grounded, the full cathode swing will 
be placed upon the grid. It will be found that 
low-u tubes will require a larger percentage of 
the total cathode swing upon them than will 
tubes with a higher » factor. Hence, high-z 
tubes will be tapped closer to cathode; low-u 
tubes will be tapped more closely to ground. 


The r-f driver for a cathode-mod- 
ulated stage should have about 
the same power output capabilities as would 
be required to drive a c-w amplifier to the 
same input as it is desired to drive the 
cathode-modulated stage. However, some form 
of excitation control should be available since 
the amount of excitation power has a direct 
bearing on the linearity of a cathode-modu- 
lated amplifier stage. If link coupling is used 
between the driver and the modulated stage, 
variation in the amount of link coupling will 
afford ample excitation variation. If much less 
than 40% plate modulation is employed, the 
stage begins to resemble a grid-bias modu- 
lated stage, and the necessity for good tr-f 
regulation will apply. 


Excitation 


Biasing Systems Any of the conventional 
biasing arrangements which 
are suitable for use on a Class C amplifier are 
also suitable for use with a cathode-modulated 
stage. Battery bias, grid leak bias, and power 
supply bias all are usable in their conventional 
fashion; cathode bias may be used if the bias 
resistor is by-passed with a high capacitance 
electrolytic capacitor. In any case the bias 
voltage should be variable or adjustable so 
that the optimum value for distortionless mod- 
ulation can be found. If grid-leak or cathode 
bias is used, the value of the grid leak or cath- 
ode resistor should be adjustable. Grid-leak 
bias is not recommended if the per cent plate 
modulation is less than 30%, as the stage then 
is essentially a grid-modulated amplifier, re- 
quiring a well-regulated bias source. 


Screen-Plate 
Modulation 


Cathode modulation has not 
proved too satisfactory for use 
with beam tetrode tubes. This 
is a result of the small excitation and grid 
swing requirements for such tubes, plus the 
fact that some means for holding the screen 


+ MOD. +H.V. +S.G. 


Figure 15. 
SCREEN-PLATE MODULATION CIRCUIT. 


The operating conditions for this type of mod- 
ulation are quite similar to those of cathode 
modulation. 


potential at cathode potential as far as audio is 
concerned is usually necessary. However, an 
equivalent method, which has been called 
“screen-plate modulation’ may be used for 
those applications where a compromise be- 
tween high-level plate modulation and low- 
level efficiency modulation is desired. 

The circuit for screen-plate modulation is 
illustrated in figure 15. Inspection of the cir- 
cuit will show that the modulation system is 
an admixture of screen modulation and plate 
modulation, the same as cathode modulation 
is a combination of grid modulation and plate 
modulation. Hence the curves of figure 13 for 
cathode modulation apply also to the de- 
termination of the operating conditions for 
screen-plate modulation. Also, the secondary 
impedance of the modulation transformer, Zm 
is determined by using the same formula as is 
employed for determining the cathode imped- 
ance when using cathode modulation: Zm = 


Mm E, Als. 


Example of As an example of the applica- 
Screen-Plate tion of screen-plate modulation, 
Modulation 


let us take the case of an 813 
stage to be operated at a plate 
potential of 1500 volts. A Class AB» modulator 
with an 815, with rated output of 54 watts 
is available. The 54-watt output of the 815 
amplifier will modulate an input of 270 watts 
to the 813, with 40 per cent plate modulation 
as determined from the chart of figure 13. 
With 40 per cent plate modulation the plate- 


HANDBOOK 


Doherty Amplifier 193 


ELECTRICAL A/4 
—JX=Re V4 LINE ZO=R vs 


© 
re 
b= | 
a 
< 
a 
a 
@ 


Figure 16. 


DIAGRAMMATIC REPRESENTATION OF 
THE DOHERTY LINEAR. 


circuit efficiency of the 813 stage will be about 
56 per cent, so that the power output will be 
about 150 watts, with the remaining 120 watts 
of input to the stage appearing as plate dissipa- 
tion on the 813. 

An input of 270 watts at 1500 volts will 
be obtained with a plate current of 180 ma. 
to the 813. Under these conditions the second- 
ary impedance of the modulation transformer 
should be: Zm = 0.4 1500/0.180, or 3330 
ohms. Thus the modulator should be adjusted 
so that it will deliver 54 watts into a 3330- 
ohm load. The d-c screen voltage on the 813 
should be adjusted to a value about 2/3 the 
rated value for operation of the tube as a 
Class C amplifier, and the tap on the modula- 
tion transformer should be adjusted until full 
amplitude linear modulation of the carrier is 
obtained, as viewed on an oscilloscope. Some 
adjustment of the d-c screen voltage, the a-c 
screen audio signal, and the plate loading of 
the amplifier should be made until an optimum 
adjustment of operating conditions is obtained. 
Grid circuit operating conditions for the stage 
will be approximately the same as for Class C 
plate modulation, and are relatively non-criti- 
cal for satisfactory operation of the screen- 
plate modulated stage. 


The Doherty andthe These two amplifiers 
Terman-Woodyard will be described to- 
Modulated Amplifiers gether since they oper- 

ate upon very similar 
principles. Figure 16 shows a greatly simplified 
schematic diagram of the operation of both 
types. Both systems operate by virtue of a car- 
rier tube (V: in both figures 16 and 17) which 
supplies the unmodulated carrier, and whose 
output is reduced to supply negative peaks, and 
a peak tube (V-) whose function is to supply 
approximately half the positive peak of the 
modulation cycle and whose additional func- 
tion is to lower the load impedance on the 


carrier tube so that it will be able to supply 
the other half of the positive peak of the 
modulation cycle. 

The peak tube is enabled to increase the 
output of the carrier tube by virtue of an im- 
pedance inverting line between the plate cir- 
cuits of the two tubes. This line is designed 
to have a characteristic impedance of one-half 
the value of load into which the carrier tube 
operates under the carrier conditions. Then a 
load of one-half the characteristic impedance 
of the quarter-wave line is coupled into the 
output. By experience with quarter-wave lines 
in antenna-matching circuits we know that 
such a line will vary the impedance at one end 
of the line in such a manner that the geometric 
mean between the two terminal impedances 
will be equal to the characteristic impedance 
of the line. Thus, if we have a value of load 
of one-half the characteristic impedance of the 
line at one end, the other end of the line will 
present a value of twice the characteristic im- 
pedance of the line to the carrier tube V:. 

This is the situation that exists under the 
carrier conditions when the peak tube merely 
floats across the load end of the line and con- 
tributes no power. Then as a positive peak of 
modulation comes along, the peak tube starts 
to contribute power to the load until at the 
peak of the modulation cycle it is contributing 
enough power so that the impedance at the 
load end of the line is equal to R, instead of 
the R/2 that is presented under the carrier 
conditions. This is true because at a positive 
modulation peak (since it is delivering full 
power) the peak tube subtracts a negative 
resistance of R/2 from the load end of the line. 

Now, since under the peak condition of 
modulation the load end of the line is termin- 
ated in R ohms instead of R/2, the imped- 
ance at the carrier-tube will be reduced from 
2R ohms to R ohms. This again is due to the 
impedance inverting action of the line. Since 
the load resistance on the carrier tube has been 
reduced to half the carrier value, its output 
at the peak of the modulation cycle will be 
doubled. Thus we have the necessary condition 
for a 100 per cent positive modulation peak; 
the amplifier will deliver four times as much 
power as it does under the carrier conditions. 

On negative modulation peaks the peak tube 
does not contribute; the output of the carrier 
tube is reduced until on a 100 per cent 
negative peak its output is zero. 
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SIMPLIFIED SCHEMATIC OF A 
“HIGH EFFICIENCY’ AMPLIFIER. 


The basic system, comprising a “carrier” tube 
and a “peak” tube interconnected by Iumped- 
constant quarter-wave lines, is the same for 
either grid-bias modulation or for use as a 
linear amplifier of a modulated wave. 


The Electrical 
Quarter-Wave 


While an electrical quarter- 
wave line (consisting of a 
Line pi network with the induct- 

ance and capacitance lags hav- 
ing a reactance equal to the characteristic im- 
pedance of the line) does have the desired 
impedance-inverting effect, it also has the un- 
desirable effect of introducing a 90° phase 
shift across such a line. If the shunt elements 
are capacitances, the phase shift across the line 
leads by 90°; if they are inductances, the phase 
shift lags by 90°. Since there is an undesirable 
phase shift of 90° between the plate circuits 
of the carrier and peak tubes, an equal and 
opposite phase shift must be introduced in the 
exciting voltage to the grid circuits of the two 
tubes so that the resultant output in the plate 
circuit will be in phase. This additional phase 
shift has been indicated in figure 16 and a 
method of obtaining it has been shown in 
figure 17. 


The difference between 
the Doherty linear am- 
plifier and the Terman- 
Woodyard grid-modu- 
lated amplifier is the same as the difference 


Comparison Between 
Linear and 


Grid Modulator 


between any linear and grid-modulated stages. — 


Modulated r.f. is applied to the grid circuit of 
the Doherty linear amplifier with the carrier 


tube biased to cutoff and the peak tube biased 
to the point where it draws substantially zero 
plate current at the carrier condition. 

In the Terman-Woodyard grid-modulated 
amplifier the carrier tube runs Class C with 
comparatively high bias and high plate eff- 
ciency, while the peak tube again is biased so 
that it draws almost no plate current. Un- 
modulated r.f. is applied to the grid circuits of 
the two tubes and the modulating voltage is 
inserted in series with the fixed bias voltages. 
From one-half to two-thirds as much audio 
voltage is required at the grid of the peak 
tube as is required at the grid of the carrier 
tube. 


Operating 
Efficiencies 


The resting carrier efficiency of 
the grid-modulated amplifier 
may run as high as is obtainable 
in any Class C stage, 80 per cent or better. The 
resting carrier efficiency of the linear will be 
about as good as is obtainable in any Class 
B amplifier, 60 to 70 per cent. The overall 
efficiency of the bias-modulated amplifier at 
100 per cent modulation will run about 75 per 
cent; of the linear, about 60 per cent. 

In figure 17 the plate tank circuits are de- 
tuned enough to give an effect equivalent to 
the shunt elements of the quarter-wave “‘line” 
of figure 16. At resonance, the coils L: and L: 
in the grid circuits of the two tubes have each 
an inductive reactance equal to the capacitive 
reactance of the capacitor Ci. Thus we have the 
effect of a pi network consisting of shunt in- 
ductances and series capacitance. In the plate 
circuit we want a phase shift of the same 
magnitude but in the opposite direction; so 
our series element is the inductance Ls whose 
reactance is equal to the characteristic imped- 
ance desired of the network. Then the plate 
tank capacitors of the two tubes C2 and C: are 
increased an amount past resonance, so that 
they have a capacitive reactance equal to the 
inductive reactance of the coil Ls. It is quite 
important that there be no coupling between 
the inductors. 

Although both these types of amplifiers are 
highly efficient and require no high-level audio 
equipment, they are difficult to adjust — par- 
ticularly so on the higher frequencies — and 
it would be an extremely difficult problem 
to design a multiband transmitter employing 
the circuit. However, the grid-bias modulation 
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system has advantages for the high-power 
transmitter which will be operated on a single 
frequency band. 


Other High-Efficiency 
Modulation Systems 


Many other high-eff- 
ciency modulation sys- 
tems have been de- 
scribed since about 1936. The majority of 
these, however, have received little application 
either by commercial interests or by amateurs. 
In most cases the circuits are difficult to adjust, 
or they have other undesirable features which 
make their use impracticable alongside the 
more conventional modulation systems. Nearly 
all these circuits have been published in the 
I.R.E. Proceedings and the interested reader can 
tefer to them in back copies of that journal. 


8-5 


Speech waveforms are characterized by fre- 
quently recurring high-intensity peaks of very 
short duration. These peaks will cause overmod- 
ulation if the “average” level of modulation 
on loud syllables exceeds approximately 30 per 
cent. Careful checking into the nature of 
speech sounds has revealed that these high- 
intensity peaks are due primarily to the vowel 
sounds. Further research has revealed that the 
vowel sounds add little to intelligibility, the 
major contribution to intelligibility coming 
from the consonant sounds such as », 3, &, s, ¢, 
and /, Measurements have shown that the 
power contained in these consonant sounds 
may be down 30 db or more from the energy 
in the vowel sounds in the same speech pas- 
sage. Obviously, then, if we can increase the 
relative energy content of the consonant sounds 
with respect to the vowel sounds it will be 
possible to understand a signal modulated with 
such a waveform in the presence of a much 
higher level of background noise and inter- 
ference. Experiment has shown that it is pos- 
sible to accomplish this desirable result simply 
by cutting off or clipping the high-intensity 
peaks and thus building up in a relative 
manner the effective level of the weaker sounds. 

Such clipping theoretically can be accom- 
plished simply by increasing the gain of the 
speech amplifier until the average level of 
modulation on loud syllables approaches 90 
per cent. This is equivalent to increasing the 
speech power of the consonant sounds by 
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Figure 18. 


SPEECH-WAVEFORM AMPLITUDE 
MODULATION. 


Showing the effect of using the proper polarity 
of a speech wave for modulating a trans- 
mitter. (A) shows the effect of proper speech 
polarity on a transmitter having an upward 
modulation capability of greater than 100 per 
cent. (B) shows the effect of using proper 
speech polarity on a transmitter having an 
upward modulation capability of only 100 per 
cent. Both these conditions will give a clean 
signal without objectionable splatter. (C) 
shows the effect of the use of improper 
speech polarity. This condition will cause ser- 
ious splatter due to negative-peak clipping in 
the modulated-amplifier stage. 


about 10 times or, conversely, we can say that 
10 db of clipping has been applied to the 
voice wave. However, the clipping when ac- 
complished in this manner wll produce higher 
order sidebands known as “splatter,” and the 
transmitted signal would occupy a relatively 
tremendous slice of spectrum. So another meth- 
od of accomplishing the desirable effects of 
clipping must be employed. 

A considerable reduction in the amount of 
splatter caused by a moderate increase in the 
gain of the speech amplifier can be obtained 
by poling the signal from the speech amplifier 
to the transmitter such that the high-intensity 
peaks occur on wpward or positive modulation. 
Overloading on positive modulation peaks pro- 
duces far less splatter than the negative-peak 
clipping which occurs with overloading on 
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Figure 19. 


ACTION OF A CLIPPER-FILTER ON A 
SPEECH WAVE. 


The drawing (A) shows the incoming speech 
wave before it reaches the clipper stage. (B) 
shows the output of the clipper-filter, illustrat- 
ing the manner in which the peaks are clipped 
and then the sharp edges of the clipped wave 
removed by the filter. (C) shows the effect 
of phase shift in the stages following the 
clipper-filter. (C) also shows the manner in 
which the transmitter may be adjusted for 
100 per cent modulation on the “canted” 
peaks of the wave, the sloping top of the 
wave reaching about 70 per cent modulation. 


the negative peaks of modulation. This aspect 
of the problem has been discussed in more 
detail in the section on Speech Waveform 
Dissymmetry earlier in this chapter. The effect 
of feeding the proper speech polarity from 
the speech amplifier to the modulator is shown 
in figure 18. 

A much more desirable and effective method 
of obtaining speech clipping is actually to em- 
ploy a clipper circuit in the earlier stages of 
the speech amplifier, and then to filter out the 
objectionable distortion components by means 
of a sharp low-pass filter having a cut-off 
frequency of approximately 3000 cycles. Tests 
on clipper-filter speech systems have shown 
that 6 db of clipping on voice is just notice- 
able, 12 db of clipping is quite acceptable, and 
values of clipping from 20 to 25 db are toler- 
able under such conditions that a high degree 


of clipping is necessary to get through heavy 
QRM or QRN. A signal with 12 db of clipping 
doesn't sound quite “natural” but it is not 
unpleasant to listen to and is much more 
readable than an unclipped signal in the pres- 
ence of strong interference. 

The use of a clipper-filter in the speech 
amplifier, to be completely effective, requires 
that phase shift between the clipper-filter stage 
and the final modulated amplifier be kept to a 
minimum. However, if there is phase shift after 
the clipper-filter the system does not completely 
break down. The presence of phase shift merely 
requires that the audio gain following the 
clipper-filter be reduced to the point where the 
“cant” applied to the clipped speech waves 
still cannot cause overmodulation. This effect 
is illustrated in figure 19. 

The “cant” appearing on the tops of the 
square waves leaving the clipper-filter centers 
about the clipping level. Hence, as the fre- 
quency being passed through the system is 
lowered, the amount by which the peak of 
the “canted” wave exceeds the clipping level 
is increased. 

In a normal transmitter having a moderate 
amount of phase shift the cant applied to the 
tops of the waves will cause overmodulation 
on frequencies below those for which the gain 
following the clipper-filter has been adjusted 
unless remedial steps have been taken. The 
following steps are advised: 


(1) Introduce bass suppression into the 
speech amplifier ahead of the clipper-filter. 


(2) Improve the low-frequency response char- 
acteristic insofar as it is possible in the 
stages following the clipper-filter. Feed- 
ing the plate current to the final amplifier 
through a choke rather than through the 
secondary of the modulation transformer 
will help materially. 


Even with the normal amount of improve- 
ment which can be attained through the steps 
mentioned above there will still be an amount 
of wave cant which must be compensated in 
some manner. This compensation can be done 
in either of two ways. The first and simplest 
way is as follows: 


(1) Adjust the speech gain ahead of the 
clipper-filter until with normal talking 
into the microphone the distortion being 
introduced by the clipper-filter circuit is 
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HIGH-LEVEL SPLATTER SUPPRESSOR. 
This circuit is effective in reducing splatter 
caused by negative-peak clipping in the modu- 
lated amplifier stage. The use of a two-section 
filter as shown is recommended, although 
either a single m-derived or a constant-k sec- 
tion may be used for greater economy. Suit- 
able chokes, along with recommended capac- 
itor values, are available from several manu- 
facturers. 


quite apparent but not objectionable. 
This amount of distortion will be appar- 
ent to the normal listener when 10 to 15 
db of clipping is taking place. 


(2) Tune a selective communications receiver 
about 15 kc. to one side or the other 
of the frequency being transmitted. Use 
a short antenna or no antenna at all on 
the receiver so that the transmitter is not 
blocking the receiver. 


(3) Again with normal talking into the mi- 
crophone adjust the gain following the 
clipper-filter to the point where sideband 
splatter is being heard, and then slightly 
back off the gain after the clipper-filter 
until the splatter disappears. 


If the phase shift in the transmitter or mod- 
ulator is not excessive the adjustment proced- 
ure given above will allow a clean signal to be 
radiated regardless of any reasonable voice 
level being fed into the microphone. 

If a cathode-ray oscilloscope is available the 
modulated envelope of the transmitter should 
be checked with 30 to 70 cycle saw-tooth 
waves on the horizontal axis. If the upper half 
of the envelope appears in general the same 
as the drawing of figure 19C, all is well and 
phase-shift is not excessive. However, if much 
more slope appears on the tops of the waves 
than is illustrated in this figure, it will be 
well to apply the second step in compensation 
in order to insure that sideband splatter can- 
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Figure 21. 


ACTION OF HIGH-LEVEL SPLATTER 
SUPPRESSOR. 


A high-level splatter suppressor may be used 
in a transmitter without a clipper-filter to 
reduce negative-peak clipping, or such a unit 
may be used following a clipper-filter to 
allow a higher average modulation level by 
eliminating the negative-peak clipping which 
the wave-cant caused by phase shift might 
produce. 


not take place and to afford a still higher 
average percentage of modulation. This second 
step consists of the addition of a high-level 
“splatter suppressor” such as is illustrated in 
figure 20. 

The use of a high-level splatter suppressor 
after a clipper-filter system will afford the re- 
sult shown in figure 21 since such a device 
will not permit the negative-peak clipping 
which the wave cant caused by audio-system 
phase shift can produce. The high-level splatter 
suppressor operates by virtue of the fact that it 
will not permit the plate voltage on the modu- 
lated amplifier to go completely to zero re- 
gardless of the incoming signal amplitude. 
Hence negative-peak clipping with its attend- 
ant splatter cannot take place. Such a device 
can, of course, also be used in a transmitter 
which does not incorporate a clipper-filter sys- 
tem. However, the full increase in average 
modulation level without serious distortion, af- 
forded by the clipper-filter system, will not be 
obtained. 

A word of caution should be noted at this 
time in the case of tetrode final modulated 
amplifier stages which afford screen voltage 
modulation by virtue of a tap or a separate 
winding on the modulation transformer such 
as is shown in figure 12C of this chapter. 
If such a system of modulation is in use, the 
high-level splatter suppressor shown in figure 
20 will not operate satisfactorily since negative- 
peak clipping in the stage can take place when 
the screen voltage goes too low. There are 
several remedies which can be employed: 
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Figure 22. 
CLIPPER-FILTER CIRCUIT USING AMPLIFIER-CLIPPER STAGE. 


C:—25-yufd. 25-volt elect. 
C.—0.5-ufd. 400-volt paper 
C:—1.0-yufd. 400-volt paper 
C .—0.003-ufd. mica 
C:—25-yufd. 25-volt elect. 
C.—0.5- fd. 400-volt paper 
C:—8-j fd. 450-volt elect. 
C,—0.003-yufd. mica 
C.—25-ufd. 25-volt elect. 
Cw—B8-n fd. 450-volt elect. 
C:1—0.003-yufd. mica by-pass 
Ci:—200-nufd. mica 
Ci;—175-uufd. mica 

Ci. —500-upyfd. mica 

C1; —330-yufd. mica 

Ci: —0.1-ufd. 400 volt paper 
Ri—47K 1 watt 


R:—1 meg. |4 watt 
R:—1800-ohms 12 watt 
R:—2.2 meg. 12 watt 
R;—470K 1 watt 


*Rve—47K 1 watt 


R;—1-megohm potentiometer 
R,—1000 ohms 12 watt 
R:—1 meg. 2 watt 
Riw—220 K 12 watt 
Ru—22K 2 watt 

Riz, Ris, Rii—1 meg. 2 watt 
Ris —470 ohms 1 watt 
Riws—22K 2 watts 

Ri:—15K 2 watts 

Ri—100K 1 watt 
Riv—100,000-ohm pot. 

Li, L2.—Stancor C-1080 chokes 
J—Microphone jack 


(1) Introduce an additional high-level splatter 
suppressor of the type shown in figure 20 
in the screen feed circuit of the tube— 
on the modulated-voltage side of the 
screen winding of the modulation trans- 
former. . 


(2) Use a different screen-voltage modulation 
circuit. The circuits shown in figures 12A, 
12B, and 12D will not give this difficulty. 


(3) Do not use a “high-level splatter sup- 
pressor” but reduce the gain following the 
clipper-filter system until a pattern such 
as shown in figure 19C is obtained, check- 
ing for splatter at the same time on a 
communications receiver by the method 
given in three steps in a preceding para- 
graph. 


Clipper 
Circuits 


There are three satisfactory methods 
whereby clipping may be obtained 
in the low-level stages of the speech 
amplifier. These methods involve the use of 
a series-clipper diode system, a shunt-clipper 
diode, or an amplifier-clipper. In order for a 


clipper system to introduce the least amount 
of distortion into the wave being passed, it 
should be quite linear up to the point where 
clipping takes place. The amplifier-clipper sys- 
tem with degenerative feedback from the plate 
of the clipper back to the preceding stage has 
proved to be the most linear and distortion- 
free of the various methods used. Next in 
desirability from the standpoint of effective- 
ness and simplicity is the shunt-clipper diode 
system. The series-clipper system is the most 
complicated and least stable of the three systems 
but has the advantage that sharp clipping is 
obtained. 

Figure 22 shows a front end for a speech 
amplifier utilizing an amplifier-clipper and 
figure 23 shows a speech amplifier front end 
using a shunt-clipper arrangement. In both 
cases a filter system has been shown following 
the clipper stage. Recommended component 
values have also been given in both circuits. 


Filter Circuits 
for Clippers 


Recommended filters have 
been shown in the circuits of 
both figure 22 and figure 23. 
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Figure 23. 
CLIPPER-FILTER CIRCUIT USING DOUBLE DIODE. 


Ci—25-yufd. 25-volt elect. 
C.—0.5-ufd. 400-volt paper 
C:—8-nufd. 450-volt elect. 
C,—0.003-ufd. mica 
C;—25-yufd. 25-volt elect. 
C.—0.01-yufd. 400-volt paper 
C:—200-uufd. mica 
C:;—175-nuufd. mica 
C:—200-pufd. mica 
C1w—0.1-ufd. 400-volt paper 
Ri—47K 12 watt 

R:—1 meg. 12 watt 
R:—1800 ohms 1 watt 


Ri—2.2 meg. 12 watt 
R;—470K 12 watt 

Rv. —500,000-ohm pot. 
R:—47K 2 watt 
R:—100K 1 watt 

Rv —100K VW watt 

Ri —100K Y2 watt 
Rii—330 ohms 12 watt 
Rix—620 ohms 12 watt 
Ris—620 ohms 12 watt 
Rii—47K 1 watt 
Ris—500,000-ohm pot. 
L—Stancor C-1080 choke (approx. 4 hy. at no d.c.) 
J—Microphone jack 


A two-section filter has been used with the 
circuit of figure 22 and a single-section filter 
is shown with the circuit of figure 23. The 
filters for the two circuits may be interchanged 
since both are designed for a characteristic im- 
pedance of 100,000 ohms and a cutoff fre- 
quency of 3000 cycles. Should it be desired 
to employ a filter different from the ones 
diagrammed, a low-pass filter of any desired 
characteristic may be designed with the aid of 
the filter design chart in Chapter Three. 
Inspection of the characteristic filter curves 
shown in figure 20 in Chapter Three will 
show the attenuation/frequency characteristic 
of the m-derived (m equal 0.6) and constant-k 
types of filters. The m-derived filter gives a 
much more rapid attenuation up to a certain 
frequency past the cutoff point than does the 
constant-& type of filter. However, after this 
point of maximum attenuation has been passed 
in the case of the m-derived filter the attenu- 
ation begins to decrease. But in the case of the 
constant-k type of filter the attenuation de- 
creases indefinitely. Therefore a combination 
of an m-derived filter section followed by a 
constant-k section will give a more rapid 


overall rate of attenuation than two sections 
of either type of filter. This is the type of 
filter that has been employed in the circuit of 
figure 22. 


High-Level 
Filters 


Even though we may have cut 
off all frequencies above 3000 
or 3500 cycles through the use 
of a filter system such as is shown in the 
circuit of figure 22, higher frequencies may 
again be introduced into the modulated wave 
by distortion in stages following the speech 
amplifier. Harmonics of the incoming audio 
frequencies may be generated in the driver 
stage for the modulator; they may be generated 
in the plate circuit of the modulator; or they 
may be generated by non-linearity in the mod- 
ulated amplifier itself. 

Regardless of the point in the system fol- 
lowing the speech amplifier where the high 
audio frequencies may be generated, these fre- 
quencies can still cause a broad signal to be 
transmitted even though all frequencies above 
3000 or 3500 cycles have been cut off in the 
speech amplifier. The effects of distortion in 
the audio system following the speech ampli- 
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Figure 24. 


“BUILDING-OUT” THE MODULATION 
TRANSFORMER. 


This expedient utilizes the leakage reactance 
of the modulation transformer in conjunction 
with the capacitors shown to make up a 
single-section low-pass filter. In order to de- 
termine exact values for C; and C:z plus C;, 
it is mecessary to use @ measurement setup 
such as is shown in figure 25. However, ex- 
periment has shown in the case of a number 
of commercially available modulation trans- 
formers that a value for C, of 0.002-yfd. 
and C, plus C; of 0.004 ufd. will give satis- 
factory results. 


fier can be eliminated quite effectively through 
the use of a post-modulator filter. Such a filter 
must be used between the modulator plate 
circuit and the r-f amplifier which is being 
modulated. 

This filter may take three general forms in 
a normal case of a Class C amplifier plate mod- 
ulated by a Class B modulator. The best meth- 
od is to use a “high-level splatter suppressor” 
of the type shown in figure 20 in which a 
filter network follows the rectifier tube. The 
next best arrangement is to use a high-level 
filter of the type shown without the negative- 
peak rectifier tube. All the constants for a Class 
C amplifier load of 7500 to 10,000 ohms can 
be the same as for the filter shown in figure 
20. The third method, which will give excellent 
results in some cases and poor results in others, 
dependent upon the characteristics of the mod- 
ulation transformer, is to ‘build out” the mod- 
ulation transformer into a filter section. This is 
accomplished as shown in figure 24 by placing 
mica capacitors of the correct value across 
the primary and secondary of the modulation 
transformer. The proper values for the capaci- 
tors C: and C: must, in the ideal case, be de- 
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Figure 25. 


TEST SETUP FOR BUILDING-OUT 
MODULATION TRANSFORMER. 


Through the use of a test setup such as is 

shown and the method described in the text it 

is possible to determine the correct yalues for 

a specified filter characteristic in the built- 
out modulation transformer. 


termined by trial and error. Experiment with 
a number of modulators has shown, however, 
that if a 0.002 ufd. capacitor is used for Gi, 
and if the sum of C: and Cs is made 0.004 
“fd. (0.002 ufd. for C: and 0.002 for C;) the 
ideal condition of cutoff above 3000 cycles 
will be approached in most cases with the 
“multiple-match” type of modulation trans- 
former. 

If it is desired to determine the optimum 
values of the capacitors across the transformer 
this can be determined in several ways, all of 
which require the use of a calibrated audio 
oscillator. One way is diagrammed in figure 
25. The series resistors R: and R: should each 
be equal to 14 the value of the recommended 
plate-to-plate load resistance for the Class B 
modulator tubes. Resistor Rs should be equal 
to the value of load resistance which the Class 
C modulated stage will present to the modu- 
lator. The meter V can be any type of a-c volt- 
meter. The indicating instrument on _ the 
secondary of the transformer can be either 
a cathode-ray oscilloscope or a high-impedance 
a-c voltmeter of the vacuum-tube or rectifier 
type. 

With a set-up as shown in figure 25 a plot 
of output voltage against frequency is made, at 
all times keeping the voltage across V constant, 
using various values of capacitance for Ci and 
C: plus Cs. When the proper values of .capaci- 
tance have been determined which give sub- 
stantially constant output up to about 3000 
or 3500 cycles and decreasing output at all 
frequencies above, high-voltage mica capacitors 
can be substituted if receiving types were used 
in the tests and the transformer connected to 
the modulator and Class C amplifier. 
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With the transformer reconnected in the 
transmitter a check of the modulated-wave 
output of the transmitter should be made using 
an audio oscillator as signal generator and an 
oscilloscope coupled to the transmitter output. 
With an input signal amplitude fed to the 
speech amplifier of such amplitude that limit- 
ing does not take place, a substantially clean 
sine wave should be obtained on the carrier 
of the transmitter at all input frequencies up 
to the cutoff frequency of the filter system 
in the speech amplifier and of the filter which 
includes the modulation transformer. Above 
these cutoff frequencies very little modulation 
of the carrier wave should be obtained. To 
obtain a check on the effectiveness of the 
“built out” modulation transformer, the capaci- 
tors across the primary and secondary should 
be removed for the test. In most cases a marked 
deterioration in the waveform output of the 
modulator will be noticed with frequencies in 
the voice range from 500 to 1500 cycles being 
fed into the speech amplifier. 

A filter system similar to that shown in 
figure 20 may be used between the modulator 
and the modulated circuit in a grid-modulated 
or screen-modulated transmitter. Lower-voltage 
capacitors and low-current chokes may of 
course be employed. 


Modulated Amplifier 
Distortion 


The systems described 
in the preceding para- 
graphs will have no 
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effect in reducing a broad signal caused by 
non-linearity in the modulated amplifier. Even 
though the modulating waveform impressed 
upon the modulated stage may be distortion 
free, if the modulated amplifier is non-linear 
distortion will be generated in the amplifier. 
The only way in which this type of distortion 
may be corrected is by making the modulated 
amplifier more linear. Degenerative feedback 
which includes the modulated amplifier in the 
loop will help in this regard. 

Plenty of grid excitation and high grid 
bias will go a long way toward making a 
plate-modulated Class C amplifier linear, al- 
though such operating conditions will make 
more difficult the problem of TVI reduction. 
If this still does not give adequate linearity, 
the preceding buffer stage may be modulated 
50 per cent or so at the same time and in the 
same phase as the final amplifier. The use of a 
grid leak to obtain the majority of the bias for 
a Class C stage will improve its linearity. 

The linearity of a grid-bias modulated r-f 
amplifier can be improved, after proper ad- 
justments of excitation, grid bias, and antenna 
coupling have been made by modulating the 
stage which excites the grid-modulated ampli- 
fier. The preceding driver stage may be grid- 
bias modulated or it may be plate modulated. 
Modulation of the driver stage should be in 
the same phase as that of the final modulated 
amplifier. 


CHAPTER NINE 


FM and Single-Sideband 


Transmission 


Exciter systems for FM and single-sideband 
transmission are basically similar in that modi- 
fication of the signal in accordance with the 
intelligence to be transmitted is normally ac- 
complished at a relatively low level. Then the 
intelligence-bearing signal is amplified to the 
desired power level for ultimate transmission. 
True, amplifiers for the two types of signals 
are basically different; linear amplifiers of the 
Class A or Class B type being used for ssb 
signals, while Class C or non-linear Class B 
amplifiers may be used for FM amplification. 
But the principle of low-level generation and 
subsequent amplification is standard for both 
types of transmission. 


Frequency Modulation 


The use of frequency modulation and the 
allied system of phase modulation has become 
of increasing importance in recent years. For 
amateur communication frequency and phase 
modulation offer important advantages in the 
reduction of broadcast and TV interference 
and in the elimination of the costly high-level 
modulation equipment most commonly em- 
ployed with amplitude modulation. For broad- 
cast work FM offers an improvement in signal- 
to-noise ratio for the high field intensities avail- 
able in the local-coverage area of FM and TV 
broadcast stations. 

In this chapter various points of difference 
between FM and amplitude modulation trans- 


mission and reception will be discussed and 
the advantages of FM for certain types of 
communication pointed out. Since the dis- 
tinguishing features of the two types of trans- 
mission lie entirely in the modulating circuits 
at the transmitter and in the detector and 
limiter circuits in the receiver, these parts of 
the communication system will receive the 
major portion of attention. 

Modulation As described in Chapter 8, mod- 
ulation is the process of altering 
a radio wave in accordance with the intelli- 
gence to be transmitted. The nature of the 
intelligence is of little importance as far as 
the process of modulation is concerned; it is 
the method by which this intelligence is made 
to give a distinguishing characteristic to the 
radio wave which will enable the receiver to 
convert it back into intelligence that deter- 
mines the type of modulation being used. 

Figure 1 is a drawing of an r-f carrier 
amplitude modulated by a sine-wave audio 
voltage. After modulation the resultant modu- 
lated r-f wave is seen still to vary about the 
zero axis at a constant rate, but the strength 
of the individual r-f cycles is proportional to 
the amplitude of the modulation voltage. 

In figure 2, the carrier of figure 1 is shown 
frequency modulated by the same modulating 
voltage. Here if may be seen that modulation 
voltage of one polarity causes the carrier fre- 
quency to decrease, as shown by the fact that 
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FIGURE 14 FIGURE 2 


AM AND FM WAVES. 


Figure 1] shows a sketch of the scope 
pattern of an amplitude modulated wave at 
the bottom. The center sketch shows the 
modulating wave and the upper sketch shows 
the carrier wave. 


Figure 2 shows at the bottom a sketch of 
a frequency modulated wave. In this case the 
center sketch also shows the modulating wave 
and the upper sketch shows the carrier wave. 
Note that the carrier wave and the modulating 
wave are the same in either case, but that 
the waveform of the modulated wave is quite 
different in the two cases. 


the individual r-f cycles of the carrier are 
spaced farther apart. A modulating voltage of 
the opposite polarity causes the frequency to 
increase, and this is shown by the r-f cycles 
being squeezed together to allow more of them 
to be completed in a given time interval. 
Figures 1 and 2 reveal two very important 
characteristics about amplitude- and frequency- 
modulated waves. First, it is seen that while 
the amplitude (power) of the signal is varied 
in AM transmission, no such variation takes 
place in FM. In many cases this advantage of 
FM is probably of equal or greater importance 
than the widely publicized noise reduction 
capabilities of the system. When 100 per cent 
amplitude modulation is obtained, the average 
power output of the transmitter must be in- 
creased by 50 per cent. This additional output 
must be supplied either by the modulator 
itself, in the high-level system, or by operating 
one or more of the transmitter stages at such 
a low output level that they are capable of 
producing the additional output without dis- 
tortion, in the low-level system. On the other 
hand, a frequency-modulated transmitter re- 
quires an insignificant amount of power from 
the modulator and needs no provision for in- 
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Figure 3. 
AM SIDE FREQUENCIES. 


For each AM modulating frequency, a pair of 
side frequencies is produced. The side fre- 
quencies are spaced away from the carrier 
by an amount equal to the modulation fre- 
quency, and their amplitude is directly pro- 
portional to the amplitude of the modulation. 
The amplitude of the carrier does not change 
under modulation. 


creased power output on modulation peaks. All 
of the stages between the oscillator and the 
antenna may be operated as high-efficiency 
Class B or Class C amplifiers or frequency 
multipliers. 


Carrier-Wave 
Distortion 


The second characteristic of 
FM and AM waves revealed 
by figures 1 and 2 is that both 
types of modulation result in distortion of the 
r-f carrier. That is, after modulation, the r-f 
cycles are no longer sine waves, as they would 
be if no frequencies other than the funda- 
mental carrier frequency were present. It may 
be shown in the amplitude modulation case 
illustrated, that there are only two additional 
frequencies present, and these are the familiar 
“side frequencies,’ one located on each side 
of the carrier, and each spaced from the carrier 
by a frequency interval equal to the modulation 
frequency. In regard to frequency and ampli- 
tude, the situation is as shown in figure 3. 
The strength of the carrier itself does not vary 
during modulation, but the strength of the side 
frequencies depends upon the percentage of 
modulation. At 100 per cent modulation the 
power in the side frequencies is equal to half 
that of the carrier. 

Under frequency modulation, the carrier 
wave again becomes distorted, as shown in 
figure 2. But, in this case, many more than 
two additional frequencies are formed. The 
first two of these frequencies are spaced from 
the carrier by the modulation frequency, and 
the additional side frequencies are located out 
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Figure 4. 
FM SIDE FREQUENCIES. 


With FM each modulation frequency compon- 
ent causes a large number of side frequencies 
to be produced. The side frequencies are 
separated from each other and the carrier by 
an amount equal to the modulation frequency, 
but their amplitude varies greatly as_ the 
amount of modulation is changed. The carrier 
strength also varies greatly with frequency 
modulation. The side frequencies shown repre- 
sent a case where the deviation each side of 
the “carrier” frequency is equal to five times 
the modulating frequency. Other amounts of 
deviation with the same modulation frequency 
would cause the relative strengths of the 
various sidebands to change widely. 


on each side of the carrier and are also spaced 
from each other by an amount equal to the 
modulation frequency. Theoretically, there are 
an infinite number of side frequencies formed, 
but, fortunately, the strength of those beyond 
the frequency “swing” of the transmitter under 
modulation is relatively low. 

One set of side frequencies that might be 
formed by frequency modulation is shown in 
figure 4. Unlike amplitude modulation, the 
strength of the component at the carrier fre- 
quency varies widely in FM and it may even 
disappear entirely under certain conditions. 
The variation of strength of the carrier com- 
ponent is useful in measuring the amount of 
frequency modulation, and will be discussed 
in detail later in this chapter. 

One of the great advantages of FM over AM 
is the reduction in noise at the receiver which 
the system allows. If the receiver is made re- 
sponsive only to changes in frequency, a con- 
siderable increase in signal-to-noise ratio 1s 
made possible through the use of FM, when the 
signal is of greater strength than the noise. The 
noise reducing capabilities of FM arise from 
the inability of noise to cause appreciable fre- 
quency modulation of the noise-plus-signal 
voltage which is applied to the detector in the 
receiver. 


FM Terms Unlike amplitude modulation, the 


term “percentage modulation” 
means little in FM practice, unless the receiver 
characteristics are specified. There are, how- 
ever, three terms, deviation, modulation index, 
and deviation ratio, which convey considerable 
information concerning the character of the 
FM wave. 

Deviation is the amount of frequency shift 
each side of the unmodulated or “resting” car- 
rier frequency which occurs when the trans- 
mitter is modulated. Deviation is ordinarily 
measured in kilocycles, and in a _ properly 
operating FM transmitter it will be directly 
proportional to the amplitude of the modulat- 
ing signal. When a symmetrical modulating 
signal is applied to the transmitter, equal 
deviation each side of the resting frequency 
is obtained during each cycle of the modu- 
lating signal, and the total frequency range 
covered by the FM transmitter is sometimes 
known as the “swing.” If, for instance, a trans- 
mitter operating on 1000 kc. has its frequency 
shifted from 1000 kc. to 1010 kc., back to 
1000 kc., then to 990 kc., and again back to 
1000 ke. during one cycle of the modulating 
wave, the deviation would be 10 kc. and the 
swing 20 kc. 

The modulation index of an FM signal is 
the ratio of the deviation to the audio modu- 
lating frequency, when both are expressed in 
the same units. Thus, in the example above, 
if the signal is varied from 1000 kc. to 1010 
kc. to 990 kc, and back to 1000 kc. at a rate 
(frequency) of 2000 times a second, the mod- 
ulation index would be 5, since the deviation 
(10 ke.) is 5 times the modulating frequency 
(2000 cycles, or 2 kc.). 

The relative strengths of the FM carrier and 
the various side frequencies depend directly 
upon the modulation index, these relative 
strengths varying widely as the modulation 
index is varied. In the preceding example, for 
instance, side frequencies occur on the high 
side of 1000 kc. at 1002, 1004, 1006, 1008, 
1010, 1012, etc., and on the low frequency 
side at 998, 996, 994, 992, 990, 988, etc. In 
proportion to the unmodulated carrier strength 
(100 per cent), these side frequencies have 
the following, strengths, as indicated by a mod- 
ulation index of 5: 1002 and 998—33 per 
cent, 1004 and 996—S per cent, 1006 and 994 
—36 per cent, 1008 and 992—39 per cent, 
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1010 and 990—2G6 per cent, 1012 and 988— 
13 per cent. The carrier strength (1000 kc.) 
will be 18 per cent of its unmodulated value. 
Changing the amplitude of the modulating 
signal will change the deviation, and thus the 
modulation index will be changed, with the 
result that the side frequencies, while still 
located in the same places, will have different 
strength values from those given above. 

The deviation ratio is similar to the modu- 
lation index in that it involves the ratio be- 
tween a modulating frequency and deviation. 
In this case, however, the deviation in question 
is the peak frequency shift obtained under full 
modulation, and the audio frequency to be 
considered is the maximum audio frequency 
to be transmitted. When the maximum audio 
frequency to be transmitted is 5000 cycles, 
for example, a deviation ratio of 3 would 
call for a peak deviation of 3 x 5000, or 15 
kc. at full modulation. The noise-suppression 
capabilities of FM are directly related to the 
deviation ratio. As the deviation ratio is in- 
creased, the noise suppression becomes better 
if the signal is somewhat stronger than the 
noise. Where the noise approaches the signal 
in strength, however, low deviation ratios al- 
low communication to be maintained in many 
cases where high-deviation-ratio FM and con- 
ventional AM are incapable of giving service. 
This assumes that a narrow-band FM receiver 
is in use. For each value of r-f signal-to-noise 
ratio at the receiver, there is a maximum 
deviation ratio which may be used, beyond 
which the output audio signal-to-noise ratio 
decreases. Up to this critical deviation ratio, 
however, the noise suppression becomes pro- 
gressively better as the deviation ratio is in- 
creased. 

For high-fidelity FM broadcasting purposes, 
a deviation ratio of 5 is ordinarily used, the 
maximum audio frequency being 15,000 
cycles, and the peak deviation at full modula- 
tion being 75 kc. Since a swing of 150 kc. is 
covered by the transmitter, it is obvious that 
wideband FM transmission must necessarily be 
confined to the v-h-f range or higher, where 
room for the signals is available. 

In the case of television sound, the deviation 
ratio is 1.67; the maximum modulation fre- 
quency is 15,000 cycles, and the transmitter 
deviation for full modulation is 25 kc. The 
sound carrier frequency in a standard TV 


signal is located exactly 4.5 Mc. higher than 
the picture carrier frequency. In the znter- 
carrier TV sound system, which recently has 
become quite widely used, this constant differ- 
ence between the picture carrier and the sound 
carrier is employed within the receiver to 
obtain an FM sub-carrier at 4.5 Mc. This 4.5 
Mc. sub-carrier then is demodulated by the 
FM detector to obtain the sound signal which 
accompanies the picture. 


Narrow-Band 
FM Transmission 


Narrow-band FM trans- 
mission has become stand- 
ardized for use by the 
mobile services such as police, fire, and taxi- 
cab communication, and also on the basis of a 
temporary authorization for amateur work in 
portions of each of the amateur radiotelephone 
bands. A maximum deviation of 15 kc. has 
been standardized for the mobile and commer- 
cial communication services, while a maxi- 
mum deviation of 3 kc. is authorized for ama- 
teur NBFM communication. 


Bandwidth Re- 
quired by FM 


As the above discussion has 
indicated, many side frequen- 
cies are set up when a radio- 
frequency carrier is frequency modulated; theo- 
retically, in fact, an infinite number of side 
frequencies is formed. Fortunately, however, 
the amplitudes of those side frequencies falling 
outside the frequency range over which the 
transmitter is “swung” are so small that most 
of them may be ignored. In FM transmission, 
when a complex modulating wave (speech or 
music) is used, still additional side frequencies 
resulting from a beating together of the various 
frequency components in the modulating wave 
are formed. This is a situation that does not 
occur in amplitude modulation and it might 
be thought that the large number of side fre- 
quencies thus formed might make the fre- 
quency spectrum produced by an FM trans- 
mitter prohibitively wide. Analysis shows, how- 
ever, that the additional side frequencies are 
of very small amplitude, and, instead of in- 
creasing the bandwidth, modulation by a com- 
plex wave actually reduces the effective band- 
width of the FM wave. This is especially true 
when speech modulation is used, since most 
of the power in voiced sounds is concentrated 
at low frequencies in the vicinity of 400 cycles. 

The bandwidth required in an FM receiver 
is a function of a number of factors, both theo- 
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retical and practical. Basically, the bandwidth 
required is a function of the deviation ratio 
and the maximum frequency of modulation, 
although the practical consideration of drift 
and ease of receiver tuning also must be con- 
sidered. Shown in figure 5 are the frequency 
spectra (carrier and sideband frequencies ) asso- 
ciated with the standard FM broadcast signal, 
the TV sound signal, and an amateur-band 
narrow-band FM signal with full modulation 
using the highest permissible modulating fre- 
quency in each case. It will be seen that for low 
deviation ratios the receiver bandwidth should 
be at least four times the maximum frequency 
deviation, but for a deviation ratio of 5 the 
receiver bandwidth need be only about 2.5 
times the maximum frequency deviation. 


9-1 Direct FM Circuits 


Frequency modulation may be obtained 
either by the direct method, in which the 
frequency of an oscillator is changed directly 
by the modulating signal, or by the indirect 
method which makes use of phase modulation. 
Phase-modulation circuits will be discussed in 
section 9-2. 

A successful frequency modulated transmitter 
must meet two requirements: (1) The fre- 
quency deviation must be symmetrical about 
a fixed frequency, for symmetrical modulation 
voltage. (2) The deviation must be directly 
proportional to the amplitude of the modula- 
tion, and independent of the modulation fre- 
quency. There are several methods of direct 
frequency modulation which will fulfill these 
requirements. Some of these methods will be 
described in the following paragraphs. 


Reactance-Tube 
Modulators 


One of the most practical 
ways of obtaining direct fre- 
quency modulation is through 
the use of a reactance-tube modulator. In this 
arrangement the modulator plate-cathode cir- 
cuit is connected across the oscillator tank cir- 
cuit, and made to appear as either a capacitive 
or inductive reactance by exciting the modu- 
lator grid with a voltage which either leads or 
lags the oscillator tank voltage by 90 degrees. 
The leading or lagging grid voltage causes a 
corresponding leading or lagging plate current, 
and the plate-cathode circuit appears as a ca- 
pacitive or inductive reactance across the oscil- 
lator tank circuit. When the transconductance 
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Figure 5. 
EFFECT OF FM MODULATION INDEX. 
Showing the side-frequency amplitude and 
distribution for the three most common modu- 
lation indices used in FM work. The maximum 
modulating frequency and maximum deviation 
are shown in each case. 


of the modulator tube is varied, by varying 
one of the element voltages, the magnitude of 
the reactance across the oscillator tank is varied. 
By applying audio modulating voltage to one 
of the elements, the transconductance, and 
hence the frequency, may be varied at an audio 
rate. When properly designed and operated, 
the reactance-tube modulator gives linear fre- 
quency modulation, and is capable of produc- 
ing large amounts of deviation. 

There are numerous possible configurations 
of the reactance-tube modulator circuit. The 
difference in the various arrangements lies prin- 
cipally in the type of phase-shifting circuit used 
to give a grid voltage which is in phase quad- 
rature with the r-f voltage at the modulator 
plate. 

Figure 6 is a diagram of one of the most 
popular forms of reactance-tube modulators. 
The modulator tube, which is usually a pentode 
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Figure 6. 
REACTANCE-TUBE MODULATOR. 


This circuit is convenient for direct frequency 
modulation of an oscillator in the 1.75-Mc. 
range. Capacitor C; may be only the input 
capacitance of the tube, or a small trimmer 
capacitor may be included to permit a varia- 
tion in the sensitivity of the reactance tube. 


such as a 6BAG, 6AU6, or 6SJ7, has its plate 
coupled through a blocking capacitor, G:, to 
the “hot” side of the oscillator grid circuit. 
Another blocking capacitor, C:, feeds r.f. 
to the phase shifting network R-Cs in the 
modulator grid circuit. If the resistance of R 
is made large in comparison with the re- 
actance of Cs: at the oscillator frequency, the 
current through the R-Cs combination will be 
nearly in phase with the voltage across the 
tank circuit, and the voltage across C; will 
lag the oscillator tank voltage by almost 90 
degrees. The result of the 90-degree lagging 
voltage on the modulator grid is that its 
plate current lags the tank voltage by 90 de- 
grees, and the reactance tube appears as an 
inductance in shunt with the oscillator in- 
ductance, thus raising the oscillator frequency. 

The phase-shifting capacitor Cs can con- 
sist of the input capacitance of the modu- 
lator tube and stray capacitance between 
grid and ground. However, better control of 
the operating conditions of the modulator may 
be had through the use of a variable capacitor 
as C;. Resistance R will usually have a value 
of between 4700 and 100,000 ohms. Either 
resistance or transformer coupling may be 
used to feed audio voltage to the modulator 
grid. When a resistance coupling is used, 
it is necessary to shield the grid circuit ade- 
- quately, since the high impedance grid cir- 
cuit is prone to pick up stray r-f and low fre- 
quency a-c voltage, and cause undesired fre- 
quency modulation. 

An alternative reactance modulator circuit 
is shown in figure 7. The operating conditions 
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Figure 7. 
ALTERNATIVE REACTANCE-TUBE 
MODULATOR. 


This circuit often is preferable for use in the 
lower frequency range, although it’ may be 
used at 1.75 Mc. and above if desired. In the 
schematic above the reactance tube is shown 
connected across the voltage-divider capacitors 
of a Clapp oscillator, although the modulator 
circuit may be used with any common type of 
oscillator. 


are generally the same, except that the r-f 
excitation voltage to the grid of the reactance 
tube is obtained effectively through reversing 
the R and C: of figure 6. In this circuit a 
small capacitance is used to couple r.f. into 
the grid of the reactance tube, with a rela- 
tively small value of resistance from grid to 
ground. This circuit has the advantage that 
the grid of the tube is at a relatively low 
impedance with respect to r.f. However, the 
circuit normally is not suitable for opera- 
tion above a few megacycles due to the shunt- 
ing capacitance within the tube from grid to 
ground. 

Either of the reactance-tube circuits may be 
used with any of the common types of 
oscillators. The reactance modulator of figure 
6 is shown connected to the high-impedance 
point of a conventional hot-cathode Hartley 
oscillator, while that of figure 7 is shown 
connected across the low-impedance capacitors 
of a series-tuned Clapp oscillator. 

There are several possible variations of 
the basic reactance-tube modulator circuits 
shown in figures 6 and 7. The audio input 
may be applied to the suppressor grid, rather 
than the control grid, if desired. Another 
modification is to apply the audio to a grid 
other than the control grid in a mixer or 
pentagrid converter tube which is used as the 
modulator. Generally, it will be found that the 
transconductance variation per volt of con- 
trol-element voltage variation will be greatest 
when the control (audio) voltage is applied 
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Figure 8. 


BALANCED REACTANCE-TUBE MODULATOR. 


Frequency shift due to voltage changes on the modulator may be greatly reduced by the 

use of this circuit. Changes in element voltages cause equal and opposite changes in 

reactance in the two modulators, thus minimizing the frequency shift. The reactance-tubes’ 

grids receive excitation from a balanced tuned circuit so that one tube receives voltage 

lagging the oscillator tank voltage by 90°, while the other tube is excited with a voltage 
that leads the tank voltage by 90°. 


to the control grid. In cases where it is de- 
sirable to separate completely the audio and 
r-f circuits, however, applying audio voltage 
to one of the other elements will often be 
found advantageous despite the somewhat 
lower sensitivity. 


Adjusting the 
Phase Shift 


One of the simplest methods 
of adjusting the phase shift 
to the correct amount is to 
place a pair of earphones in series with the 
oscillator cathode-to-ground circuit and ad- 
just the phase-shift network until minimum 
sound is heard in the ‘phones when fre- 
quency modulation is taking place. If an 
electron-coupled or Hartley oscillator is used, 
this method requires that the cathode circuit 
of the oscillator be inductively or capacitively 
coupled to the grid circuit, rather than tap- 
ped on the grid coil. The ’phones should be 
adequately by-passed for r.f. of course. 

Stabilization Due to the presence of the 
reactance-tube frequency modu- 
lator, the stabilization of an FM oscillator in 
regard to voltage changes is considerably 
more involved than in the case of a simple 
self-controlled oscillator for transmitter fre- 
quency control. If desired, the oscillator itself 
may be made perfectly stable under voltage 


changes, but the presence of the frequency 
modulator destroys the beneficial effect of 
any such stabilization. It thus becomes desirable 
to apply the stabilizing arrangement to the 
modulator as well as the oscillator. If the oscil- 
lator itself is stable under voltage changes, it 
is only necessary to apply voltage-frequency 
compensation to the modulator. 

A circuit in which automatic stabilization 
of the effects of voltage variations on the mod- 
ulator is obtained, is shown in figure 8. In this 
circuit, the: reactance-tube grids are connected 
in push-pull across the phase-shifting tank cir- 
cuit, while the plates are connected in parallel 
and tied to the oscillator tank in the usual 
manner. Any variation in the plate-supply 
voltage to the reactance tubes causes equal and 
opposite effects in their reactance, and there is 
no net reactance variation. 

Another method of oscillator stabilization 
makes use of a discriminator circuit. This ar- 
rangement stabilizes the frequency against 
changes arising from any cause (except the 
desired modulation) by comparing the oscil- 
lator frequency with a crystal controlled stand- 
ard and applying the proper compensating 
voltages. A block diagram of this method is 
shown in figure 9. Output from one of the 
stages of the transmitter is mixed with the 
output of a crystal oscillator to give.am “inter- 
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mediate frequency” output which is applied to 
a conventional discriminator. The discrim- 
inator, which will be more completely described 
later in this chapter, is a circuit arrangement 
to produce an output voltage which depends 
on the frequency of the r.f. applied to it. 

The d-c voltage produced by the discrimin- 
ator is applied to a reactance tube tied across 
the oscillator tank circuit. As the average or 
“center” frequency varies one way or the other 
from the correct value, a positive or negative 
voltage appears across the discriminator load 
resistors. When this voltage is placed on the 
control element of the reactance tube, it at- 
tempts to restore the center (mid-modulation 
or unmodulated) radio frequency to a value 
which gives zero voltage output from the 
discriminator. The oscillator can never be 
fully restored to its correct frequency, however, 
since the discriminator output voltage would 
then be zero, and no frequency correction 
would be taking place. The frequency is 
actually shifted back to a value somewhere be- 
tween what it should be and what it would 
have been without stabilization. The reactance 
tube which takes care of the frequency correc- 
tion may also be used as the modulator, and 
the frequency stabilizing voltage may be ap- 
plied in series with the audio voltage or, alter- 
natively, it may be applied to another of the 
tube elements. 

The audio output of the discriminator must 
be removed by a simple R-C filter so that the 
compensating voltage is direct current without 
superimposed audio. The audio output of the 
discriminator may be used for monitoring pur- 
poses, if desired. Obviously the stability of the 
complete arrangement is dependent upon the 
stability of the discriminator components under 
temperature and humidity changes, and upon 
the stability of the crystal oscillator. Ordinarily 
the stability of the crystal oscillator will be 
sufficiently great that the discriminator will be 
the limiting factor in the amount of stabiliza- 
tion obtainable, making it necessary to use 
discriminator components (especially the tuned 
input transformer) of good quality. 

The frequency of the crystal used in the 
stabilizing circuit will depend upon the fre- 
quency at which the discriminator operates, 
and the frequency of the stage in the trans- 
mitter from which the stabilizer signal is taken. 
If a b.c. replacement-type discriminator trans- 
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Figure 9. 
STABILIZATION SYSTEM. 


A frequency-modulated oscillator may be 
stabilized against undesired frequency shift by 
comparing the transmitter frequency with that 
of a crystal oscillator. The difference between 
the two frequencies is applied to a discrimin- 
ator circuit, and any change from a pre- 
determined difference will cause the discrimi- 
nator to restore the transmitter to its correct 
frequency. An R-C filter is used to remove the 
audio modulation from the discriminator out- 
put. 


FREQ-MODULATED 
OSCILLATOR 


EXCITATION 
TO XMTR. 


former designed for a frequency in the 400- 
500 kc. range is used, the r-f input for the 
stabilizer may be obtained from the transmitter 
oscillator stage, or if more sensitivity is de- 
sired, from the plate circuit of the frequency 
multiplier following the oscillator. The crystal 
oscillator must operate on a frequency such 
that its fundamental, or one of its harmonics, 
falls at a frequency which differs from that of 
the transmitter stage applied to the stabilizer 
by an amount equal to the discriminator fre- 
quency. If the required crystal frequency falls 
higher than is easily obtainable with a crystal, 
it may be necessary to use a frequency multi- 
plier after the crystal stage. 


Linearity Test It is almost a necessity to run 
a static test on the reactance- 
tube frequency modulator to determine its 
linearity and effectiveness, since small changes 
in the values of components, and in stray 
capacitances will almost certainly alter the 
modulator characteristics. A frequency-versus- 
control-voltage curve should be plotted to 
ascertain that equal increments in control volt- 
age, both in a positive and a negative direction, 
cause equal changes in frequency. If the curve 
shows that the modulator has an appreciable 
amount of non-linearity, changes in bias, elec- 
trode voltages, r-f excitation, and resistance 
values may be made to obtain a straight-line 
characteristic. 
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Figure 10. 
REACTANCE-TUBE LINEARITY CHECKER. 


Figure 10 shows a method of connecting 
two 414-volt C batteries and a potentiometer 
to plot the characteristic of the modulator. It 
will be necessary to use a zero-center volt- 
meter to measure the grid voltage, or else re- 
verse the voltmeter leads when changing from 
positive to negative grid voltage. When a 
straight-line characteristic for the modulator 
is obtained by the static test method, the 
capacitances of the various by-pass capacitors 
in the circuit must be kept small to retain this 
characteristic when an audio voltage is used to 
vary the frequency in place of the d-c voltage 
with which the characteristic was plotted. 


9-2 Phase Modulation 


By means of phase modulation (PM) it is 
possible to dispense with self-controlled oscil- 
lators and to obtain directly crystal-controlled 
FM. In the final analysis, PM is simply fre- 
quency modulation in which the deviation is 
directly proportional to the modulation fre- 
quency. If an audio modulating signal of 1000 
cycles causes a deviation of 14 kc., for example, 
a 2000-cycle modulating signal of the same 
amplitude will give a deviation of 1 kc., and 
so on. To produce an FM signal, it is necessary 
to make the deviation independent of the 
modulation frequency, and proportional only 
to the amplitude of the modulating signal. 
With PM this is done by including a frequency 
correcting network in the audio system of the 
transmitter. The audio correction network must 
have an attenuation that varies directly with 
frequency, and this requirement is easily met 
by a very simple resistance-capacity network. 
_ The only disadvantage of PM, as compared 

to direct FM such as is obtained through the 
use of a reactance-tube modulator, is the fact 
that very little frequency deviation is pro- 


duced directly by the phase modulator. The 
deviation produced by a phase modulator is 
independent of the actual carrier frequency on 
which the modulator operates, but is dependent 
only upon the phase deviation which is being 
produced and upon the modulation frequency. 
Expressed as an equation: 


Fa = Mp modulating frequency 


Where Fa is the frequency deviation one way 
from the mean value of the carrier, and Mp is 
the phase deviation accompanying modulation 
expressed in radians (a radian is approximately 
57.3°). Thus, to take an example, if the phase 
deviation is 14 radian and the modulating fre- 
quency is 1000 cycles, the frequency deviation 
applied to the carrier being passed through 
the phase modulator will be 500 cycles. 

It is easy to see that an enormous amount 
of multiplication of the carrier frequency is 
required in order to obtain from a phase 
modulator the frequency deviation of 75 kc. 
required for commercial FM _ broadcasting. 
However, for amateur and commercial narrow- 
band FM work (NBFM) only a quite reason- 
able number of multiplier stages are required 
to obtain a deviation ratio of approximately 
one. Actually, phase modulation of approxi- 
mately one-half radian on the output of a 
crystal oscillator in the 80-meter band will give 
adequate deviation for 29-Mc. NBEM radio- 
telephony. For example; if the crystal fre- 
quency is 3700 kc., the deviation in phase 
produced is 14 radian, and the modulating 
frequency is 500 cycles, the deviation in the 
80-meter band will be 250 cycles. But when 
the crystal frequency is multiplied on up to 
29,600 kc. the frequency deviation will also 
be multiplied by 8 so that the resulting devia- 
tion on the 10-meter band will be 2 kc. either 
side of the carrier for a total swing in carrier 
frequency of 4 kc. This amount of deviation 
is quite adequate for NBFM work. 

Odd-harmonic distortion is produced when 
FM is obtained by the phase-modulation meth- 
od, and the amount of this distortion that can 
be tolerated is the limiting factor in determin- 
ing the amount of PM that can be used. Since 
the aforementioned frequency-correcting net- 
work causes the lowest modulating frequency 
to have the greatest amplitude, maximum 
phase modulation takes place at the lowest 
modulating frequency, and the amount of dis- 
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Figure 11. 
SIMPLE PHASE-MODULATION CIRCUIT. 


The operation of this phase-modulation circuit for obtaining FM is described in detail in 
the text. R:iC: and R:C: comprise the phase-splitting network for the two 6SA7 phase- 
modulator tubes. The tank circuit L:C; is tuned to the frequency of operation of the crystal. 


tortion that can be tolerated at this frequency 
determines the maximum deviation that can 
be obtained by the PM method. For high- 
fidelity broadcasting, the deviation produced 
by PM is limited to an amount equal to about 
one-third of the lowest modulating frequency. 
But for NBFM work the deviation may be as 
high as 0.6 of the modulating frequency be- 
fore distortion becomes objectionable on voice 
modulation. In other terms this means that 
phase deviations as high as 0.6 radian may be 
used for amateur and commercial NBFM 
transmission. 


Phase-Modulation 
Circuits 


A large number of circuits 
for producing phase mod- 
ulation have been de- 
veloped and introduced. Most of the circuits 
use conventional tubes such as shown in figures 
11, 12, and 13, but some make use of special 
tubes which have been designed expressly for 
accomplishing phase modulation of a carrier 
wave. One stable and relatively simple PM 
circuit is shown in figure 11. 

A 6V6 tube, triode connected, is used as a 
Pierce crystal oscillator in the circuit of figure 
11 to feed the two phase-splitting networks 
RC: and R:C:. RiC: effectively advances the 
phase 45° while R:C: effectively retards the 
phase 45° from the phase of the voltage 
generated by the crystal oscillator. Hence, the 
grids of the two 6SA7 phase-modulator tubes 
are fed with voltages 90° out of phase. The 
plates of the two 6SA7 tubes are connected in 
parallel and thence to the tank circuit LiCs. 


This tank circuit is tuned to the frequency ot 
the crystal oscillator. Then, as we apply push- 
pull audio voltage to the signal grids of the 
two 6SA7 tubes the Gu of one tube is effect- 
ively decreased while the Gu of the other is in- 
creased on one half of the input audio cycle, 
and the reverse effect takes place on the other 
half of the audio cycle. When the Gm of V: 
is increased, the Gu. of V: is decreased and the 
phase of the voltage across the output tank 
circuit tends to take on the phase of the volt- 
age generated by V:. The converse takes place 
on the other half of the audio cycle. 

Figure 12 is a block diagram of a phase 
modulator which is capable of producing about 
twice the phase deviation of the circuit of 
figure 11 for'the same amount of non-linearity 
or distortion. The circuit of figure 11 is cap- 


CARRIER 
AMPLIFIER 


BALANCED 
MODULATOR 


PUSH-PULL 
MODULATING 
SIGNAL 


— PHASE-— 
~ MODULATED 
OUTPUT 


Figure 12. 
BALANCED-MODULATOR 
PHASE-MODULATION CIRCUIT. 
This type of circuit, although more complex 
than the usual phase-modulation circuits, is 
capable of greater phase deviation with the 
same distortion tolerance. 
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Figure 13. 
CATHODE-FOLLOWER PHASE 
; MODULATOR. 
The phase modulator illustrated above is quite 
satisfactory when the stage is to be operated 
on a single frequency or over a narrow range 
of frequencies. 


able of about 14 radian phase deviation with 
distortion tolerable for communications work, 
while the circuit of figure 12 can produce 
about 1 radian deviation. However, the circuit 
of figure 12 requires one additional tube and 
several additional components. 

Still another PM circuit, which is quite 
widely used commercially, is shown in figure 
13. In this circuit L and C are made resonant 
at a frequency which is 0.707 times the operat- 
ing frequency. Hence at the operating fre- 
quency the inductive reactance is twice the 
capacitive reactance. A cathode follower tube 
acts as a variable resistance in series with the 
L and C which go to make up the tank circuit. 
The operating point of the cathode follower 
should be chosen so that the effective resist- 
ance in series with the tank circuit (made up 
of the resistance of the cathode-follower tube 
in parallel with the cathode bias resistor of the 
cathode follower) is equal to the capacitive 
reactance of the tank capacitor at the operating 
frequency. The circuit is capable of about plus 
or minus 14 radian deviation with tolerable 
distortion, the same as the circuit of figure 11. 


Methods for 
Obtaining Greater 
Phase Deviation 


When it is desired to 
utilize phase modulation 
for obtaining wide-band 
FM, some method of ob- 
taining phase multiplication greater than that 
which would be obtained by simple multipli- 
cation from the crystal frequency down to the 
output frequency must be employed. One 
method is to cascade a series of phase modu- 
lator stages in the manner shown in figure 14. 


2X PHASE 
DEVIATION 


PHASE- 
MODULATED 
OUTPUT 


1X PHASE 
PHASE DEVIATION PHASE 


MODULATOR Reba MODULATOR 


INVERSE 
FREQUENCY 
NETWORK 


R.F. INPUT 


AUDIO IN 


Figure 14. 
CASCADE PHASE MODULATOR. 


The phase deviation attainable with phase 
modulation may be increased, without chang- 
ing the center frequency, through the use of 
cascaded phase modulator stages. Although 
two stages are illustrated above, many more 
stages may be used, as has been done in 
commercial equipment. The polarity of audio 
signal fed to the phase modulators must be 
poled in the correct phase so that the phase 
modulation introduced by each successive stage 
will be additive to that produced by the pre- 
ceding stage. 


Another method is to use a moderately high- 
frequency oscillator followed by a _ small 
amount of frequency multiplication, and then 
to “heterodyne back” the signal by means of a 
heterodyne oscillator and a mixer to another 
moderately high-frequency, whence it may be 
multiplied in the usual manner to the output 
frequency. 

An example of this method is the use of a 
crystal oscillator, followed by the phase modu- 
lator, on 1800 kc. The PM output is tripled 
to 5400 kc., where the deviation is then 3 
times what it originally was. Beating the 5400- 
ke. output with another crystal oscillator on 
7350 kc. gives a difference of frequency of 
1950 kc., with the deviation still tripled from 
its original value. By a series of triplers the 
1950-kc. signal may be multiplied 27 times to 
reach a frequency of 52.65 Mc., which is in 
the 52.5 to 54 Mc. amateur band. The increase 
in deviation will be equal to the product of 
the two frequency multiplications (3 x 27) 
or 81 times. 


Measurement 
of Deviation 


When a single-frequency mod- 
ulating voltage is used with an 
FM transmitter, the relative 
amplitudes of the various sidebands and the 
carrier vary widely as the deviation is varied 
by increasing or decreasing the amount of 
modulation. Since the relationship between 
the amplitudes of the various sidebands and 
carrier to the audio modulating frequency and 
the deviation is known, a simple method of 
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measuring the deviation of a frequency modu- 
lated transmitter is possible. In making the 
measurement, the result is given in the form 
of the modulation index for a certain amount 
of audio input. As previously described, the 
modulation index is the ratio of the peak fre- 
quency deviation to the frequency of the audio 
modulation. 

The measurement is made by applying a 
sine-wave audio voltage of known frequency 
to the transmitter, and increasing the modula- 
tion until the amplitude of the carrier com- 
ponent of the frequency modulated wave 
reaches zero. The modulation index for zero 
carrier may then be determined from the table 
below. As may be seen from the table, the first 
point of zero carrier is obtained when the 
modulation index has a value of 2.405,—in 
other words, when the deviation is 2.405 times 
the modulation frequency. For example, if a 
modulation frequency of 1000 cycles is used, 
and the modulation is increased until the first 
carrier null is obtained, the deviation will then 
be 2.405 times the modulation frequency, or 
2.405 ke. If the modulating frequency hap- 
pened to be 2000 cycles, the deviation at the 
first null would be 4.810 kc. Other carrier 
nulls will be obtained when the index is 
5.52, 8.654, and at increasing values separated 
approximately by z. The following is a listing 
of the modulation index at successive carrier 
nulls up to the tenth: 


Zero carrier Modulation 
point no. index 
1 2.405 
2 5.520 
a) 8.654 
4 11.792 
5 14.931 
6 18.071 
e a Wee te 
8 24:353 
2 27.494 
10 30.635 


The only equipment required for making 
the measurements is a calibrated audio oscil- 
lator of good wave form, and a communica- 
tion receiver equipped with a beat oscillator 
and crystal filter. The receiver should be used 
with its crystal filter set for minimum band- 
width to exclude sidebands spaced from the 
carrier by the modulation frequency. The un- 
modulated carrier is accurately tuned in on 
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Figure 15. 
INVERSE-FREQUENCY CIRCUIT. 


Through the use of a circuit such as this 
between the audio signal source and the grids 
of the phase modulator, phase modulation will 
be effectively converted to frequency modula- 
tion at all frequencies above about 200 cycles. 


the receiver with the beat oscillator operating. 
Then modulation from the audio oscillator is 
applied to the transmitter, and the modulation 
is increased until the first carrier null is ob- 
tained. This first carrier null will correspond 
to a modulation index of 2.405, as previously 
mentioned. Successive null points will corres- 
pond to the indices listed in the table. 

A volume indicator in the transmitter audio 
system may be used to measure the audio level 
required for different amounts of deviation, 
and the indicator thus calibrated in terms of 
frequency deviation. If the measurements are 
made at the fundamental frequency of the 
oscillator, it will be necessary to multiply the 
frequency deviation by the harmonic upon 
which the transmitter is operating, of course. 
It will probably be most convenient to make 
the determination at some frequency inter- 
mediate between that of the oscillator and that 
at which the transmitter is operating, and then 
to multiply the result by the frequency multi- 
plication between that frequency and _ the 
transmitter output frequency. 


9-3 Reception of FM 
Signals 


A conventional communications receiver 
may be used to receive narrow-band FM trans- 
missions, although performance will be much 
poorer than can be obtained with an NBFM 
receiver or adapter. However, a receiver speci- 
fically designed for FM reception must be used 
when it is desired to receive high deviation FM 
such as used by FM broadcast stations, TV 
sound, and mobile communications FM. 

The FM receiver must have, first of all, a 
bandwidth sufficient to pass the range of fre- 
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Figure 16. 


FM RECEIVER BLOCK DIAGRAM. 


Up to the amplitude limiter stage, the FM 

receiver is similar to an AM receiver, except 

for a somewhat wider i-f bandwidth. The 

limiter removes any amplitude modulation, and 

the frequency detector following the limiter 

converts frequency variations into amplitude 
variations. 


VOLTAGE 


FREQUENCY 


Figure 17. 
“OFF TUNE” FREQUENCY DETECTOR. 


One side of the response characteristic of a 

tuned circuit or of an i-f amplifier may be 

used as shown to convert frequency variations 

of an incoming signal into amplitude varia- 
tions. 


quencies generated by the FM transmitter. And 
since the receiver must be a superheterodyne 
if it is to have good sensitivity at the fre- 
quencies to which FM is restricted, i-f band- 
width is an important factor in its design. 

The second requirement of the FM receiver 
is that it incorporate some sort of device for 
converting frequency changes into amplitude 
changes, in other words, a detector operating 
on frequency variations rather than amplitude 
variations. The third requirement, and one 
which is necessary if the full noise reducing 
capabilities of the FM system of transmission 
are desired, is a limiting device to eliminate 
amplitude variations before they reach the 
detector. A block diagram of the essential parts 
of an FM receiver is shown in figure 16. 


The Frequency 
Detector 


The simplest device for con- 
verting frequency variations 
to amplitude variations is 
an “off-tune” resonant circuit, as illustrated in 
figure 17. With the carrier tuned in at point 
“A,” a certain amount of r-f voltage will be 
developed across the tuned circuit, and, as the 
frequency is varied either side of this fre- 
quency by the modulation, the r-f voltage will 
increase and decrease to points “C” and “B” 
in accordance with the modulation. If the volt- 
age across the tuned circuit is applied to an 
ordinary detector, the detector output will vary 
in accordance with the modulation, the ampli- 
tude of the variation being proportional to the 
deviation of the signal, and the rate being 
equal to the modulation frequency. It is ob- 
vious from figure 17 that only a small portion 
of the resonance curve is usable for linear 


conversion of frequency variations into ampli- 
tude variations, since the linear portion of the 
curve is rather short. Any frequency variation 
which exceeds the linear portion will cause 
distortion of the recovered audio. It is also 
obvious by inspection of figure 17 that an 
AM receiver used in this manner is wide open 
to signals on the peak of the resonance curve 
and also to signals on the other side of the 
resonance curve. Further, no noise limiting 
action is afforded by this type of reception. 
This system, therefore, is not recommended for 
FM reception, although widely used by ama- 
teurs for occasional NBFM reception. 


Another form of fre- 
quency detector or dis- 
criminator, is shown in figure 18. In this ar- 
rangement two tuned circuits are used, one 
tuned on each side of the i-f amplifier fre- 
quency, and with their resonant frequencies 
spaced slightly more than the expected trans- 
mitter “swing.” Their outputs are combined 


Travis Discriminator 


R2 


Figure 18. 
TRAVIS DISCRIMINATOR. 


This type of discriminator makes use of two 
off-tuned resonant circuits coupled to a single 
primary winding. The circuit is capable of 
excellent linearity, but is difficult to align. 
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At its “center” frequency 
the discriminator produces 
zero output voltage. On 
either side of this fre- 
quency it gives a voltage 
of a polarity and magni- 
tude which depend on 
the direction and amount 
of frequency shift. 


—=— VOLTAGE —> 
°o 


FREQUENCY 
Figure 19. 
DISCRIMINATOR VOLTAGE-FREQUENCY 
CURVE. 


AUDIO 
LIMITER OUTPUT 


Figure 20. 
FOSTER-SEELEY DISCRIMINATOR. 


This discriminator is the most widely used 

circuit since it is capable of excellent Jinearity 

and is relatively simple to align when proper 
test equipment is available. 


in a differential rectifier so that the voltage 
across the series load resistors, R: and R:2, is 
equal to the algebraic sum of the individual 
output voltages of each rectifier. When a signal 
at the i-f mid-frequency is received, the volt- 
ages across the load resistors are equal and 
opposite, and the sum voltage is zero. As the 
r-f signal varies from the mid-frequency, how- 
ever, these individual voltages become unequal, 
and a voltage having the polarity of the larger 
voltage and equal to the difference between 
the two voltages appears across the series re- 
sistors, and is applied to the audio amplifier. 
The relationship between frequency and dis- 
criminator output voltage is shown in figure 
19. The separation of the discriminator peaks 
and the linearity of the output voltage vs. 
frequency curve depend upon the discrimina- 
tor frequency, the Q of the tuned circuits, and 
the value of the diode load resistors. As the 
intermediate (and discriminator) frequency 
is increased, the peaks must be separated fur- 
ther to secure good linearity and output. With- 
in limits, as the diode load resistance or the 
Q is reduced, the linearity improves, and the 
separation between the peaks must be greater. 


Foster-Seeley 
Discriminator 


The most widely used form 
of discriminator is that shown 
in figure 20. This type of dis- 
criminator yields an output-voltage-versus-fre- 
quency characteristic similar to that shown in 
figure 19: Here, again, the output voltage is 
equal to the algebraic sum of the voltages de- 
veloped across the load resistors of the two 
diodes, the resistors being connected in series 
to ground. However, this Foster-Seeley discrim- 
inator requires only two tuned circuits instead 
of the three used in the previous discriminator. 


The operation of the circuit results from the 
phase relationships existing in a transformer 
having a tuned secondary. In effect, as a close 
examination of the circuit will reveal, the 
primary circuit is in series, for r.f., with each 
half of the secondary to ground. When the 
received signal is at the resonant frequency of 
the secondary, the r-f voltage across the sec- 
ondary is 90 degrees out of phase with that 
across the primary. Since each diode is con- 
nected across one half of the secondary wind- 
ing and the primary winding in series, the 
resultant r-f voltages applied to each are equal, 
and the voltages developed across each diode 
load resistor are equal and of opposite polarity. 
Hence, the net voltage between the top of the 
load resistors and ground is zero. This is shown 
vectorially in figure 21A where the resultant 
voltages R and R’ which are applied to the 
two diodes are shown to be equal when the 
phase angle between primary and secondary 
voltages is 90 degrees. If, however, the signal 
varies from the resonant frequency, the 90- 
degree phase relationship no longer exists be- 
tween primary and secondary. The result of 
this effect is shown in figure 21B, where the, 
secondary r-f voltage is no longer 90 degrees 
out of phase with respect to the primary volt- 
age. The resultant voltages applied to the two 
diodes are now no longer equal, and a d-c 
voltage proportional to the difference between 
the r-f voltages applied to the two diodes will 
exist across the series load resistors. As the 
signal frequency varies back and forth across 
the resonant frequency of the discriminator, 
an a-c voltage of the same frequency as the 
original modulation, and proportional to the 
deviation, is developed and passed on to the 
audio amplifier. 
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Figure 21. 
DISCRIMINATOR VECTOR DIAGRAM. 


A signal at the resonant frequency of the 
secondary will cause the secondary voltage to 
be 90 degrees out of phase with the primary 
voltage, as shown at A, and the resultant 
voltages R and R’ are equal. If the signal 
frequency changes, the phase relationship also 
changes, and the resultant voltages are no 
longer equal, as shown at B. A differential 
rectifier is used to give an output voltage 
proportional to the difference between 
R and R’. 


Ratio 
Detector 


One of the more recent types of 
FM detector circuits, called the 
“ratio detector” is diagrammed in 
figure 22. The input transformer can be de- 
signed so that the “parallel” input voltage to 
the diodes can be taken from a tap on the 
primary of the transformer, or this voltage 
may be obtained from a tertiary winding 
coupled to the primary. The r-f choke used 
must have high impedance at the intermediate 
frequency used in the receiver, although this 
choke is not needed if the transformer has a 
tertiary winding. 

The circuit of the ratio detector appears very 
similar to that of the more conventional dis- 
criminator arrangement. However, it will be 
noted that the two diodes in the ratio detector 
are poled so that their d-c output voltages add, 
as contrasted to the Foster-Seeley circuit where- 
in the diodes are poled so that the d-c output 
voltages buck each other. At the center fre- 
quency to which the discriminator transformer 
is tuned the voltage appearing at the top of 
the 1-megohm potentiometer will be one-half 
the d-c voltage appearing at the “a-v-c output” 
terminal—since the contribution of each diode 
will be the same. However, as the input fre- 
quency varies to one side or the other of the 
tuned value (while remaining within the pass 
band of the i-f amplifier feeding the detector ) 
the relative contributions of the two diodes will 
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Figure 22. 
RATIO DETECTOR CIRCUIT. 


The parallel voltage to the diodes in a ratio 
detector may be obtained from a tap on the 
primary winding of the transformer or from 
a third winding. Note that one of the diodes 
is reversed from the system used with the 
Foster-Seeley discriminator, and that the out- 
put circuit is completely different. The ratio 
detector does not have to be preceded by a 
limiter, but is more difficult to align for dis- 
tortion-free output than the conventional 
discriminator. 


be different. The voltage appearing at the top 
of the 1-megohm volume control will increase 
for frequency deviations in one direction and 
will decrease for frequency deviations in the 
other direction from the mean or tuned value 
of the transformer. The audio output voltage 
is equal to the ratio of the relative contribu- 
tions of the two diodes, hence the name “ratio 
detector.” 

The ratio detector offers several advantages 
over the simple discriminator circuit. The cir- 
cuit does not require the use of a limiter pre- 
ceding the detector since the circuit is in- 
herently insensitive to amplitude modulation 
on an incoming signal. This factor alone means 
that the r-f and 1-f gain ahead of the detector 
can be much less than with the conventional 
discriminator for the same overall sensitivity. 
Further, the circuit provides a-v-c voltage for 
controlling the gain of the preceding r-f and 
i-f stages. The ratio detector is, however, sus- 
ceptible to variations in the amplitude of the 
incoming signal as is any other detector circuit 
except the discriminator with a limiter preced- 
ing it, so that a-v-c should be used on the 
stages preceding the detector. 

Limiters The limiter in an FM receiver 
using a conventional discriminator 
serves to remove amplitude modulation and- 
pass on to the discriminator a frequency mod- 
ulated signal of constant amplitude; a typical 
circuit 1s shown in figure 23. The limiter tube 


HANDBOOK 


FM Reception 217 


TO 
DISCRIM- 
INATOR 


+250 


Figure 23. 
LIMITER CIRCUIT. 


One, or sometimes two, limiter stages normally 
precede the discriminator so that a constant 
signal level will be fed to the FM detector. 
This procedure eliminates amplitude variations 
in the signal fed to the discriminator, so that 
it will respond only to frequency changes. 


is operated as an i-f stage with very low plate 
voltage and with grid leak bias, so that it 
overloads quite easily. Up to a certain point the 
output of the limiter will increase with an in- 
crease in signal. Above this point, however, 
the limiter becomes overloaded, and further 
large increases in signal will not give any 
increase in output. To operate successfully, the 
limiter must be supplied with a large amount 
of signal, so that the amplitude of its output 
will not change for rather wide variations in 
amplitude of the signal. Noise, which causes 
little frequency modulation but much ampli- 
tude modulation of the received signal, is vir- 
tually wiped out in the limiter. 

The voltage across the grid resistor varies 
with the amplitude of the received signal. 
For this reason, conventional amplitude 
modulated signals may be received on the 
FM receiver by connecting the input of the 
audio amplifier to the top of this resistor, rather 
than to the discriminator output. When proper- 
ly filtered by a simple R-C circuit, the voltage 
across the grid resistor may also be used as 
a-v-c voltage for the receiver. When the limiter 
is Operating properly, a.v.c. is neither necessary 
nor desirable, however, for FM reception alone. 


Receiver Design 
Considerations 


One of the most important 
factors in the design of an 
FM receiver is the frequency 
swing which it is intended to handle. It will 
be apparent from figure 19 that if the straight 
portion of the discriminator circuit covers a 
wider range of frequencies than those gener- 
ated by the transmitter, the audio output will 
be reduced from the maximum value of which 
the receiver is capable. 


In this respect, the term “modulation per- 
centage” is more applicable to the FM receiver 
than it is to the transmitter, since the “modula- 
tion capability” of the communication system 
is limited by the receiver bandwidth and the 
discriminator characteristic; full utilization of 
the linear portion of the characteristic amounts, 
in effect, to “100 per cent” modulation. This 
means that some sort of standard must be 
agreed upon, for any particular type of com- 
munication, to make it unnecessary to vary the 
transmitter swing to accommodate different 
receivers. 

Two considerations influence the receiver 
bandwidth necessary for any particular type of 
communication. These are the maximum audio 
frequency which the system will handle, and 
the deviation ratio which will be employed. 
For voice communication, the maximum audio 
frequency is more or less fixed at 3000 to 
4000 cycles. In the matter of deviation ratio, 
however, the amount of noise suppression 
which the FM system will provide is in- 
fluenced by the ratio chosen, since the im- 
provement in signal-to-noise ratio which the 
FM system shows over amplitude modulation 
is equivalent to a constant multiplied by the 
deviation ratio. This assumes that the signal 
is somewhat stronger than the noise at the 
receiver, however, as the advantages of wide- 
band FM in regard to noise suppression dis- 
appear when the signal-to-noise ratio ap- 
proaches unity. 

On the other hand, a low deviation ratio is 
more satisfactory for strictly communication 
work, where readability at low signal-to-noise 
ratios is more important than additional noise 
suppression when the signal is already appre- 
ciably stronger than the noise. 

As mentioned previously, broadcast FM 
practice is to use a deviation ratio of 5. When 
this ratio is applied to a voice-communication 
system, the total “swing” becomes 30 to 40 
kc. With lower deviation ratios, such as are 
most frequently used for voice work, the swing 
becomes proportionately less, until at a devia- 
tion ratio of 1 the swing is equal to twice the 
highest audio frequency. Actually, however, 
the receiver bandwidth must be slightly greater 
than the expected transmitter swing, since for 
distortionless reception the receiver must pass 
the complete band of energy generated by the 
transmitter, and this band will always cover a 
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range somewhat wider than the transmitter 
swing. 


Standards in FM broadcast 
and TV sound work call 
for the pre-emphasis of all 
audio modulating frequencies above about 
2000 cycles, with a rising slope such as would 
be produced by a 75-microsecond RL network. 
Thus the FM receiver should include a com- 
pensating de-emphasis RC network with a 
time constant of 75 microseconds so that the 
overall frequency response from microphone 
to loudspeaker will approach linearity. The use 
of pre-emphasis and de-emphasis in this man- 
ner results in a considerable improvement in 
the overall signal-to-noise ratio of an FM 
system. Appropriate values for the de-emphasis 
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R= 220K, C= 340 UNF. 
R=100 K, C= 750 UUF. 
R= 47K, C= 1600 UUF. 
R= 22k, C= 3400 UUF. 


Figure 24. 
75-MICROSECOND DE-EMPHASIS 
CIRCUITS. 

The audio signal transmitted by FM and TV 
stations has received high-frequency pre- 
emphasis, so that a de-emphasis circuit should 
be included between the output of the FM 
detector and the input of the audio system. 


network, for different values of circuit im- 
pedance, are given in figure 24. 


SINGLE-SIDEBAND TELEPHONY 


With continuously expanding requirements 
for channels in the high-frequency spectrum, 
the single-sideband method of telephony has 
become of increasing importance. The use of 
single-sideband transmission effectively reduces 
by a factor of two the channel space required 
for a radiotelephone signal. In very crowded 
portions of the spectrum, such as the amateur 
h-f radiotelephone bands, the use of single- 
sideband transmission permits two stations to 
communicate—with less actual interference to 
other channels—in the amount of channel 
space occupied by a single AM radiotelephone 
station. 


9-4 Derivation of Single 
Sideband Signals 


The single-sideband method of communica- 
tion is, essentially, a procedure for obtaining 
more efficient use of available frequency spec- 
trum and of available transmitter capability. 
As a starting point for the discussion of single- 
sideband signals, let us take a conventional 
AM signal, such as shown in figure 25, as 
representing the most common and the simplest 
method for transmitting complex intelligence 
such as voice of music. 

It will be noted in figure 25 that there are 
three distinct portions to the signal: the carrier, 


and the upper and the lower sideband group. 
These three portions always are present in a 
conventional AM signal. Of all these portions 
the carrier is the least necessary and the most 
expensive to transmit. It is an actual fact, and 
it can be proved mathematically (and physical- 
ly with a highly selective receiver) that the 
carrier of an AM signal remains unchanged 
in amplitude, whether it is being modulated 
or not. Of course the carrier appears to be 
modulated when we observe the modulated 
signal on a receiving system or indicator which 
passes a sufficiently wide band that the carrier 
and the modulation sidebands are viewed at 
the same time. This apparent change in the 
amplitude of the carrier with modulation is 
simply the result of the sidebands beating with 
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Figure 25. 
REPRESENTATION OF A 
CONVENTIONAL AM SIGNAL. 
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Figure 26. 


SHOWING TWO COMMON 
TYPES OF BALANCED MODULATORS. 


Notice that a balanced modulator changes 
the circuit condition from single ended to 
push-pull, or vice versa. Choice of circuit de- 
pends upon external circuit conditions since 
both the (A) and (B) arrangements can give 
satisfactory generation of a double-sideband 
suppressed-carrier signal. 


the carrier. However, if we receive the signal 
on a highly selective receiver (such as a 
communications receiver equipped with a 
BC-453 accessory i-f channel), and we modu- 
late the carrier with a sine wave of 3000 to 
5000 cycles, we will readily see that the 
carrier, or either of the sidebands can be 
tuned in separately; the carrier amplitude, 
as observed on a signal strength meter, will 
remain constant, while the amplitude of the 
sidebands will vary in direct proportion to 
the modulation percentage. 


From the discussion in the 
previous paragraphs it is ob- 
vious that the carrier is 
superfluous so far as transmitting intelligence 
is concerned. It obviously is a convenience, 
however, since it provides a signal at the re- 
ceiving end for the sidebands to beat with 
and thus to reproduce the original modu- 
lating signal. Elimination of the carrier (or 
Carrier suppression as it is usually called) is 
quite readily accomplished at a low level 
in the transmitter through the use of a bal- 


Elimination of 
the Carrier 


219 


Single-Sideband Circuits 


BRIDGE 
MODULATOR 


| CARRIER | 


VOLTAGE 


SIDE- 
> BAND 
> OUTPUT 


RING 
MODULATOR = 


Gres | 


VOLTAGE 


Figure 27. 
TWO TYPES OF DIODE BALANCED 
MODULATOR. 


Such balanced modulator circuits are com- 

monly used in carrier teleohone work and in 

single-sideband systems where the carrier 

frequency and modulating frequency are rel- 

atively close together. Vacuum diodes, copper- 

oxide rectifiers, or crystal diodes may be used 
in the circuits. 


anced modulator of one type or another. The 
balanced modulator simply balances out the 
carrier, so that in the absence of modulating 
signal there is no signal leaving the balanced 
modulator. But as the modulating signal is 
fed to the balanced modulator it produces 
both sidebands with the suppressed carrier as 
the reference frequency, but the carrier 1s not 
transmitted. Two types of triode balanced 
modulators are illustrated in figure 26, and 
two diode modulators are shown in figure 
27. 


A representation of a double- 
sideband suppressed-carrier 
signal, such as would ap- 
pear at the output of a balanced modulator, 
is shown in figure 28. Such signals can be, and 
have been used for communication on the 
amateur bands and other frequency ranges. 
When such a signal is being received on a 
conventional communications receiver, with 
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Figure 28. 


DOUBLE-SIDEBAND 
SUPPRESSED-CARRIER SIGNAL. 
The envelope shown at B also is obtained on 
the oscilloscope when two audio frequencies 
of the same amplitude are fed to the input 
of a single-sideband transmitter. 


a diode detector for example, the signal oc- 
cupies the same amount of spectrum as a 
conventional AM _ signal, except that the 
carrier interference is not present — however, 
the rectified signal will have 100 per cent 
second harmonic distortion. This is to say 
that each of the original modulating fre- 
quencies will be doubled by the rectifying 
action of the diode second detector in the 
communications receiver. 


If the carrier is re-inserted at the com- 
munications receiver, through use of the beat 
oscillator on the receiver or some _ other 
signal source such as a frequency-meter signal 
generator, the harmonic distortion will be re- 
duced proportionately until the re-inserted 
carrier has twice the peak amplitude of the 
received signal; when the re-inserted carrier 
is more than twice the amplitude of the 
double-sideband suppressed-carrier received 
the distortion will be eliminated and the re- 
ceived signal will be quite normal in all re- 
spects. However, the re-inserted catrier must 
have exactly the correct frequency and phase 
to obtain distortion-free demodulation. This 
is not easily accomplished by any manual 
means. But if a small amount of carrier is 
transmitted with the double-sideband signal, 
say 2 to 5 per cent, the locally generated car- 
rier at the receiver may be locked in fre- 
quency and phase to the received pilot car- 
rier by electrical means so that normal dis- 
tortion-free reception is possible. The Gen- 
eral Electric YRS-1 adapter is such an auto- 
matic-locking device, and circuits for accom- 
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Figure 29. 


SINGLE-SIDEBAND 
SUPPRESSED-CARRIER SIGNAL. 


Note that the signal envelope, as viewed on 
an oscilloscope, appears as an unmodulated 
carrier with aq_ single-frequency modulating 
tone; the frequency of the signal will be either 
the sum or the difference between the sup- 
pressed carrier frequency and the modulating 
frequency. In the absence of modulation the 
signal output is _ negligible. 


plishing automatic locking have been de- 
scribed in the literature.* 


Suppression of 
One Sideband 


The superfluity of the car- 
rier, except as a convenience, 
has been discussed. But it is 
equally true that the transmission of both 
sidebands also is superfluous since identically 
the same intelligence is contained in both 
sidebands. And further, the transmission of 
both sidebands is an im-convenience since the 
re-inserted carrier must have identically the 
correct frequency and phase if both sidebands 
are transmitted; but if only one sideband is 
transmitted the re-inserted carrier need have 
a frequency only approximately correct 
(within a few cycles) for satisfactory demodu- 
lation of the single-sideband signal. This 
means that a single-sideband signal may be 
received on any good communications re- 
ceiver whose high-frequency oscillator and 
beat-frequency oscillator have good stability. 


Single-Sideband 
Power Gain and 
Signal Effectiveness 


A sizeable increase in 
the effectiveness of a 
transmitter with a speci- 
fied peak power capabil- 
ity is attainable through the use of single- 
sideband transmission. Actually, when trans- 
mitters are compared on the basis of peak 
power capability alone, the effective signal 
improvement at a receiver is about 9 db for 


* GE Ham News, Nov.-Dec., 1948; QST, July, 1948, pi 2 
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Figure 30. 
BLOCK DIAGRAM OF THE “FILTER’’ METHOD. 


The filter method of obtaining a single-sideband signal is quite satisfactory provided an adequate 
first sideband filter (which in this case passes 10 to 13 ke. and rejects the sideband below 10 kc.) 
is purchased or constructed. 


a single-sideband signal as compared to a con- 
ventional AM signal. 


A further advantage of single-sideband 
transmission is that the undesirable effects 
of selective fading are greatly reduced as 
compared to AM. Completely satisfactory ssb 
communication can be had when propagation 
conditions are such that the intelligibility 
of conventional AM signals over the same 
signal path is almost unusable. Also, the 
average power input to a ssb transmitter is 
a very small fraction of the power input to a 
conventional AM transmitter of the same 
power rating. This is true since a signal is 
being emitted from the ssb transmitter only 
during the instants of modulation, and the 
amount of power being taken from the line, 
as well as the signal being transmitted, is 
in direct proportion to the level of signal 
being transmitted. Further, since no signal 
is transmitted between speech passages, it is 
possible to operate duplex transmission on 
the same frequency (This is true in general 
only of the filter method, unless extremely 
good shielding of the local carrier generator 
of the transmitter is being employed.) with 
several stations being in contact at the same 
time. 


9-5 Generation of Single- 
Sideband Signals 


In general, there are two methods by which 
a single-sideband signal may be generated. 
These systems are: (1) The Filter Method, 
and (2) The Phasing Method. The systems 
may be used singly or in combination, and 
either method, in theory, may be used at the 
operating frequency of the transmitter or at 
some other frequency with the signal at the 
operating frequency being obtained through 
the use of frequency changers (mixers). 


The Filter 
Method 


The filter method for obtaining a 
ssb signal is the classic method 
which has been in use by the 
telephone companies for many years both for 
land-line and radio communications. The mode 
of operation of the filter method is diagram- 
med in figure 30, in terms of components and 
filters which normally would be available to 
the amateur or experimenter. The output of 
the speech amplifier passes through a conven- 
tional speech filter to limit the frequency 
range of the speech to about 200 to 3000 
cycles. This signal then is fed to a balanced 
modulator along with a 10,000-cycle first car- 
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Figure 31. 
BLOCK DIAGRAM OF THE “PHASING” METHOD. 


The phasing method of obtaining a single-sideband signal is simpler than. the filter system in 

regard to the number of tubes and circuits required. The system is also less expensive in regard 

to the components required, but is more critical in regard to adjustments for the transmission 
of a pure single-sideband signal. 


rier from a self-excited oscillator. A low-fre- 
quency balanced modulator of this type most 
conveniently may be made up of four diodes 
of the vacuum or crystal type cross connected 
in a balanced bridge or ring modulator circuit. 
Such a modulator passes only the sideband 
components resulting from the sum and differ- 
ence between the two signals being fed to the 
balanced modulator. The audio signal and the 
10-ke. carrier signal from the oscillator both 
cancel out in the balanced modulator so that 
a band of frequencies between 7 and 10 kc. 
and another band of frequencies between 10 
and 13 kc. appear in the output. 

The signals from the first balanced modu- 
lator are then fed through the most critical 
component in the whole system—the first side- 
band filter. It is the function of this first side- 
band filter to separate the desired 10 to 13 kc. 
sideband from the unneeded and undesired 7 
to 10 kc. sideband. Hence this filter must have 
low attenuation in the region between 10 and 
13 kc., a very rapid slope in the vicinity of 
10 kc., and a very high attenuation to the 
sideband components falling between 7 and 
10 ke. This filter may be purchased (the 
National Company F-22 filter has excellent 
characteristics) or it may be constructed and 
tested at home if the test equipment is avail- 
able (See “An Inexpensive Sideband Filter,” 
by David O. Mann, QST, March 1949, page 
21, for a description of an adequate filter which 
may be constructed from inexpensive and 
easily available components. ). 


The balance of the components in the block 
diagram of the ssb transmitter shown in figure 
30 are readily available. Transformers of the 
type used in the i-f amplifier of a receiver are 
used in the sideband filter following the 
second balanced modulator, while the tuned 
circuit in the plate of the third balanced mod- 
ulator serves to separate the desired from the 
undesired sideband. 


The Phasing 
System 


There are a number of points 
of view from which the opera- 
tion of the phasing system of 
ssb generation may be described. We may state 
that we generate two double-sideband sup- 
pressed carrier signals, each in its own bal- 
anced modulator, that both the r-f phase and 
the audio phase of the two signals differ by 
90 degrees, and that the outputs of the two 
balanced modulators are added with the result 
that one sideband is increased in amplitude 
and the other one is cancelled. This, of course, 
is a true description of the action that takes 
place. But it is much easier to consider the 
phasing system as a method simply of adding 
(or of subtracting) the desired modulation 
frequency and the nominal carrier frequency. 
The carrier frequency of course is not trans- 
mitted, as is the case with all ssb transmissions, 
but only the sum or the difference of the mod- 
ulation band from the nominal carrier is trans- 
mitted. 

The phasing system has the obvious ad- 
vantage that all the electrical circuits which 
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Figure 32. 
TWO CIRCUITS FOR SINGLE-SIDEBAND 


GENERATION BY THE PHASING METHOD. 


The circuit at (A) offers the advantages of 

simplicity in the single-ended input circuits 

plus a push-pull output circuit. Circuit (B) 

requires double-ended input circuits but al- 

lows all the plates to be connected in paral- 
lel for the output circuit. 


give rise to the single sideband can operate 
in a practical transmitter at the nominal out- 
put frequency of the transmitter. That is to 
say that if we desire to produce a single side- 
band whose nominal carrier frequency is 3.9 
Mc., the balanced modulators are fed with a 
3.9-Mc. signal and with the audio signal from 
the phase splitters. It is not necessary to go 
through several frequency conversions in order 
to obtain a sideband at the desired output fre- 
quency, as is the case with the filter method of 
sideband generation. 

Assuming that we feed a speech signal to 
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the balanced modulators along with the 3900- 
ke. carrier (3.9 Mc.) we will obtain in the 
output of the balanced modulators a signal 
which is either the sum of the carrier signal 
and the speech band, or the difference between 
the carrier and the speech band. Thus if our 
speech signal covers the band from 200 to 
3000 cycles, we will obtain in the output a 
band of frequencies from 3900.2 to 3903 kc. 
(the sum of the two, or the “upper’’ side- 
band), or a band from 3897 to 3899.8 kc. 
(the difference between the two or the “low- 
er” sideband). A further advantage of the 
phasing system of sideband generation is the 
fact that it is a very simple matter to select 
either the upper sideband or the lower side- 
band for transmission. A simple double-pole 
double-throw reversing switch in two of the 
four audio leads to the balanced modulators 
is all that is required. 


High-Level 
Phasing Ys. 
Low-Level Phasing 


The plate-circuit efficiency 
of the four tubes usually 
used to make up the two 
balanced modulators of 
the phasing system may run as high as 50 to 
70 per cent, depending upon the operating 
angle of plate current flow. Hence it is prac- 
ticable to operate the double balanced modu- 
lator directly into the antenna system as the 
output stage of the transmitter. 


The alternative arrangement is to generate 


the ssb signal at a lower level and then to 


amplify this signal to the level desired by 
means of class A or class B r-f power ampli- 
fiers. If the ssb signal is generated at a level 
of a few milliwatts it is most common to make 
the first stage in the amplifier chain a class A 
amplifier, then to use one or more class B 
linear amplifiers to bring the output up to the 
desired level. 


Balanced Illustrated in figure 26 are 
Modulator Circuits the two basic balanced 

modulator circuits which 
give good results with a radio frequency car- 
rier and an audio modulating signal. Note 
that one push-pull and one single ended tank 
circuit is required, but that the push-pull cir- 
cuit may be placed either in the plate or the 
grid circuit. Also, the audio modulating volt- 
age always is fed into the stage in push-pull, 
and the tubes normally are operated Class A. 
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When combining two balanced modulators 
to make up a double balanced modulator as 
used in the generation of an ssb signal by the 
phasing system, only one plate circuit is re- 
quired for the two balanced modulators. How- 
ever, separate grid circuits are required since 
the grid circuits of the two balanced modula- 
tors operate at an r-f phase difference of 90 
degrees. Shown in figure 32 are the two types 
of double balanced modulator circuits used 
for generation of an ssb signal. Note that the 
circuit of figure 32A is derived from the bal- 
anced modulator of figure 26A, and similar- 
ly figure 32B is derived from figure 26B. 


Radio-Frequency 
Phasing 


A single-sideband generator 
of the phasing type requires 
that the two balanced mod- 
ulators be fed with r-f signals having a 90- 
degree phase difference. This r-f phase differ- 
ence may be obtained through the use of two 
loosely coupled resonant circuits, such as il- 
lustrated in figures 32A and 32B. The r-f sig- 
nal is coupled directly or inductively to one 
of the tuned circuits, and the coupling be- 
tween the two circuits is varied until, at reson- 
ance of both circuits, the r-f voltages developed 
across each circuit have the same amplitude 
and a 90-degree phase difference. 


The 90-degree r-f phase difference also may 
be obtained through the use of a low-Q phase 
shifting network, such as illustrated in figure 
33; or it may be obtained through the use of 
a lumped-constant quarter-wave line. The 
low-Q phase-shifting system has proved quite 
practicable for use in single-sideband systems, 
particularly on the lower frequencies. In such 
an arrangement the two resistances R_ have the 
same value, usually in the range between 100 
and a few thousand ohms. Capacitor C, in 
shunt with the input capacitances of the tubes 
and circuit capacitances, has a reactance at the 
operating frequency equal to the value of the 
resistor R. Also, inductor L has a net inductive 
reactance equal in value at the operating fre- 
quency to resistance R. 


The inductance chosen for use at L must 
take into account the cancelling effect of the 
input capacitance of the tubes and the circuit 
capacitance; hence the inductance should be 
variable and should have a lower value of 
inductance than that value of inductance which 
would have the same reactance as resistor R. 


+B 
4-PHASE A.F, 


Figure 33. 
LOW-Q R-F PHASE-SHIFT NETWORK. 


The r-f phase-shift system illustrated above is 

convenient in a case where it is desired to 

make small changes in the operating fre- 

quency of the system without the necessity of 

being precise in the adjustment of two coupled 

circuits as used for r-f phase shift in the 
circuit of figure 32. 


Inductor L may be considered as being made 
up of two values of inductance in parallel; (a) 
a value of inductance which will resonate at the 
operating frequency with the circuit and tube 
capacitances, and (b) the value of inductance 
which is equal in reactance to the resistance R. 
In a network such as shown in figure 33, 
equal and opposite 45-degree phase shifts are 
provided by the RL and RC circuits, thus pro- 
viding a 90-degree phase difference between 
the excitation voltages applied to the two 
balanced modulators. 


The audio-frequency phase- 
shifting networks used in 
generating a _ single-side- 
band signal by the phasing method usually are 
based on those described by Dome in an article 
in the December, 1946, Electronics. A relative- 
ly simple network for accomplishing the 90- 
degree phase shift over the range from 160 
to 3500 cycles is illustrated in figure 34. The 
values of resistance and capacitance must be 
carefully checked to insure minimum deviation 
from a 90-degree phase shift over the 200 to 
3000 cycle range. 

Two alternative types of phase-shifting net- 
works, which make use of electron tubes within 
the actual network, have been described. The 
more complex network, which is capable of 
90 degrees plus or minus one degree phase 
shift over the range from 70 to 7000 cycles 
and uses four dual triodes, has been described 
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Figure 34. 
DOME AUDIO-PHASE-SHIFT NETWORK. 


This circuit arrangement is convenient for ob- 

taining the audio phase shift when it is de- 

sired to use a minimum of circuit components 
and tube elements. 


in detail in the Nov.-Dec., 1948 issue of 
GE Ham News. The simpler network, which 
covers the range between 300 and 3000 cycles 
with the same phase tolerance and uses three 
dual triodes, was described in the Jan., 1950, 
issue of OST, on page 42. 

A convenient low-power ssb exciter unit 
using a very simple phase-shift network is 
described in the Nov.-Dec. 1950, GE Ham 
News. Other representative ssb exciter units 
are described in Chapter Twenty-One of this 
handbook and in recent issues of the amateur 
periodicals. 


Comparison of 

Filter and Phas- 
ing Methods of 
SSB Generation 


Either the filter or the phas- 
ing method of single-side- 
band generation is theoreti- 
cally capable of a high de- 
gree of performance. For 
operation well within a frequency band the 
phasing method is less complex and less criti- 
cal in adjustment. For operation near the edge 
of a band where none of the other sideband 
beyond a few hundred cycles may be trans- 
mitted, the filter method is to be preferred. 
The filter method has the advantage for this 
type of application that selective circuits at a 
relatively low frequency may be employed to 
reject within the exciter portion any signals 
of appreciable amplitude which might fall 
more than a few hundred cycles on the un- 
desired side of the suppressed carrier. 

In general it may be said that a high degree 
of unwanted signal rejection may be attained 
with less expense and circuit complexity with 


the filter method. But the filter method is less 
flexible with respect to frequency change and 
band change. Where a relatively simple ssb 
transmitter for operation well within a band 
is desired, the phasing method is to be pre- 
ferred due to its lesser circuit complexity. 

Where the very highest degree of perform- 
ance in the ssb exciter is desired, the filter 
method and the phasing method may be com- 
bined. Through the use of the phasing method 
in the first balanced modulator those undesired 
sideband components lying within 1000 cycles 
of the carrier may be given a much higher 
degree of rejection than is attainable with the 
filter method alone, with any _ reasonable 
amount of complexity in the sideband filter. 
Then the sideband filter may be used in its 
normal way to attain very high attenuation of 
all undesired sideband components lying per- 
haps further than 500 cycles away from the 
carrier, and to restrict the sideband width on 
the desired side of the carrier to the specified 
frequency limit. 


Requirement for 
Linearity 


In any type of single-side- 
band system there is a re- 
quirement for a high de- 
gree of linearity in the amplification and fre- 
quency conversion stages. This means that the 
low-level stages should be operated Class A, 
with the operating bias in the center of the 
dynamic characteristic. If this is not done, un- 
desired cross-modulation products will be gen- 
erated, and these undesired signals will be 
amplified along with the desired-signal output 
of the exciter unit. High level stages may be 
operated in the Class B region, but careful 
attention to establishing operating conditions 
which give good linearity is necessary. 


9-6 Reception of Single- 
Sideband Signals 


Single-sideband signals may be received, 
after a certain degree of practice in the tech- 
nique, in a quite adequate and _ satisfactory 
manner with a good communications receiver. 
However, the receiver must have quite good 
frequency stability both in the high-frequency 
oscillator and in the beat oscillator. For this 
reason, receivers which use a crystal-controlled 
first oscillator are likely to offer a greater de- 
gree of satisfaction than the more common 
type which uses a self-controlled oscillator. 
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Beat oscillator stability in most receivers 1s 
usually quite adequate, but many receivers do 
not have a sufficient amplitude of beat oscil- 
lator injection to allow reception of strong ssb 
signals without distortion. In such receivers it 
is necessary either to increase the amount of 
beat-oscillator injection into the diode detector, 
or the manual gain control of the receiver 
must be turned down quite low. 

The tuning procedure for ssb signals is as 
follows: The ssb signals may first be located 
by tuning over the band with the receiver set 
for the reception of c.w.; that is, with the 
manual gain at a moderate level and with the 
beat oscillator operating. By tuning in this 
manner ssb signals may be /ocated when they 
are far below the amplitude of conventional 
AM signals on the frequency band. Then after 
a signal has been located, the beat oscillator 
should be turned off and the receiver put on 
a.v.c. Following this the receiver should be 
tuned for maximum swing of the S meter with 
modulation of the ssb signal. It will not be 
possible to understand the ssb signal at this 
time, but the receiver may be tuned for 
maximum deflection. Then the receiver is put 
back on manual gain control, the beat oscil- 
lator is turned on again, the manual gain is 
turned down until the background noise level 
is quite low, and the deat oscillator control is 
varied until the signal sounds natural. 

The procedure in the preceding paragraph 
may sound involved, but actually all the steps 
except the last one can be done in a moment. 
However, the last step is the one which will 
require some practice. In the first place, it is 
not known in advance whether the upper or 
lower sideband is being transmitted. So it will 
be best to start tuning the beat oscillator from 
one side of the pass band of the receiver to 
the other, rather than starting with the beat 
oscillator near the center of the pass band as 
is normal for c-w reception. 

With the beat oscillator on the wrong side 
of the sideband, the speech will sound in- 
verted; that is to say that low-frequency mod- 
ulation tones will have a high pitch and high- 
frequency modulation tones will have a low 
pitch—and the speech will be quite unin- 
telligible. With the beat oscillator on the cor- 
rect side of the sideband but too far from the 
correct position, the speech will have some 
intelligibility but the voice will sound quite 


high pitched. Then as the correct setting for 
the beat oscillator is approached the voice will 
begin to sound natural but will have a back- 
ground growl on each syllable. At the correct 
frequency for the beat oscillator the speech 
will clear completely and the voice will have 
a clean, crisp quality. It should also be men- 
tioned that there is a narrow region of tuning 
of the beat oscillator a small distance on the 
wrong side of the sideband where the voice 
will sound quite bassy and difficult to under- 
stand. 


With a little experience it will be possible 
to identify the sound associated with improper 
settings of the beat-oscillator control so that 
corrections in the setting of the control can be 
made. Note that the main tuning control of 
the receiver is not changed after the sideband 
once is tuned into the pass band of the re- 
ceiver. All the fine tuning should be done with 
the beat oscillator control. Also, is it very im- 
portant that the r-f gain control be turned to 
quite a low level during the tuning process. 
Then after the signal has been tuned properly 
the r-f gain may be increased for good signal 
level, or until the point is reached where best 
oscillator injection becomes insufficient and the 
signal begins to distort. 


Single-Sideband 
Receivers and 
Adapters 


Greatly simplified tuning, 
coupled with strong atten- 
uation of undesired signals, 
can be obtained through 
the use of a single-sideband receiver or fe- 
ceiver adapter. The exalted carrier principle 
usually is employed in such receivers, with a 
phase-sensitive system sometimes included for 
locking the local oscillator to the frequency of 
the carrier of the incoming signal. In order for 
the locking system to operate, some carrier 
must be transmitted along with the ssb signal. 
The GE YRS-1 adapter is an example of such 
a unit, and references for the home construc- 
tion of such devices have been given on a 
previous page. Such receivers and adapters in- 
clude a means for selecting the upper or lower 
sideband by the simple operation of a switch. 
For the reception of a single-sideband signal 
the switch obviously must be placed in the 
correct position. But for the reception of a 
conventional AM or phase-modulated signal, 
either sideband may be selected, allowing the 
sideband with the least interference to be used. 


CHAPTER TEN 


Transmitter Design, 


Keying, and Control 


‘Communications receivers are usually de- 
signed as an integral unit, but there is an 
almost unlimited number of combinations of 
tubes, exciter circuits, amplifier circuits, power 
supply arrangements, and control provisions 
which one may incorporate in a “250-watt’’ 
transmitter. For this reason the bulk of the 
transmitter section of this book has been de- 
voted to units and more or less minor assem- 
blies. However, Chapter Twenty-Four has been 
devoted to illustrating the manner in which 
the various units which make up a transmitter 
may be grouped together into a major assem- 
bly —a complete transmitter. 

If a tube requires 25 watts r-f driving 
power for a certain application, it is obvious 
that it makes little difference just what exciter 
circuit is used so long as it puts out 25 watts 
on the desired bands. Because of its character- 
istics one exciter may be preferred by one 
amateur, another exciter by another amateur. 

It is fortunate that there is this flexibility 
with regard to transmitter design, because it 
makes it easy for an amateur to start out with 
a low-power transmitter and then add to it 
from time to time. It also permits one a cer- 
tain degree of “custom tailoring” of his trans- 
mitter to suit his particular requirements. 


10-1 


Exciters and 
Amplifiers 


A 5-watt crystal oscillator may be accurately 
referred to as a transmitter when it is used 
to feed an antenna. On the other hand a multi- 
tube r-f unit ending with a 150-watt power 
amplifier may be properly termed an exciter 
when it is used to drive a higher power ampli- 
fier. Thus we see that any r-f unit, even a 
simple oscillator, may be either an exciter or a 
transmitter depending upon how it is used. 

The requirements for a low-power (15 to 
75 watt) transmitter are practically the same 
as for an exciter of the same output: the over- 
all efficiency should be good, the unit should 
cover all the desired bands with a minimum 
of coil changing and retuning, shielding and 
provisions for harmonic reduction should be 
included, and both initial cost and upkeep 
should be low in proportion to the power 
output. 

For this reason, several low power r-f units 
and several medium- and high-power ampli- 
fiers are described in other chapters, and the 
reader is permitted to use his own ingenuity 
in working out the combination which appears 
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to fit his requirements. If one is designing a 
complete transmitter, to which no additions 
are to be made, it is probably best to decide 
first upon the final amplifier and then work 
backwards from there, the driving require- 
ments of the particular tubes used determining 
the exciter. 


Choosing Tubes Low-power exciters invari- 
ably use receiving tubes or 
“modified” receiving tubes for the sake of 
economy. Large scale production brings the 
cost of 6GAG7’s, 6L6’s, etc., down to a price 
that would be impossible were they designed 
for and purchased only by amateurs. Some 
tubes, like the T21 and 807, resemble stand- 
ard receiving tubes in one or more respects, 
and while costing more than a standard receiv- 
ing tube equivalent (6L6G in this case), are 
still obtainable at a price below that which 
would be necessary were they not outgrowths 
of receiving tubes. 

The tubes in the high-power amplifier and 
in the Class B modulator (if used) should be 
chosen with care. While in general there is 
little to choose between tubes by reliable 
manufacturers, some are better adapted than 
others for certain applications. Also, the more 
recently released tubes of a particular manu- 
facturer are usually better and less expensive 
than older tubes of the same general type. 

' Beam-tetrode tubes such as the 807, 814, 
813, 4-65A, 4-125A and 4-250A have much 
to commend them both for r-f amplifier use 
and for use as modulators. Tubes of this type 
require far less excitation both for r-f and audio 
use than triodes of equivalent plate dissipa- 
tion and purchase price. Also, since less excita- 
tion power is required by a beam-tetrode am- 
plifier stage, the problem of TVI elimination 
from the exciter unit is much simplified as 
compared to an exciter design for a high- 
power triode stage. However, it must always 
be kept in mind, when planning a transmitter, 
that much more attention must be given to 
shielding and elimination of parasitic circuits 
when using beam tetrodes than when using 
triodes. This condition is a natural consequence 
of the much greater power sensitivity of the 
beam-tetrode type tube. 

Tubes for modulator service should have 
good emission and adequate plate dissipation. 
Interelectrode capacitances are relatively un- 
important. For triode Class B modulator serv- 
ice the usual practice is to use high-u (“zero 


bias”) tubes so that little or no bias will be 
required. In the interest of economy it is often 
wise to work out a tube combination such that 
the modulator may be operated from the same 
plate supply as the final amplifier. It is much 
less expensive to increase the power capability 
of one power supply by 50 to 75 per cent than 
to build a separate power supply for the Class 
B modulator. Also, there is nothing whatever 
objectionable about running both the modu- 
lator and modulated amplifier from the same 
power supply provided that the supply has 
been designed to have adequate current cap- 
ability for both stages with reasonably good 
regulation. 

For service as frequency multipliers, beam 
tetrodes and pentodes will give the best results. 
These types of tubes will operate at higher 
plate-circuit efficiency with less excitation and 
bias than will a triode of equivalent plate 
dissipation. 

For triode Class C or Class B r-f amplifier 
service, the amplification factor is not too im- 
portant, though tubes with a medium-high yu 
(20 to 40) are most popular. 

In Class A or Class AB audio/driver service, 
triodes with low amplification factor are to be 
preferred, though pentodes or beam tetrodes 
may be used provided they are included with- 
in an inverse-feedback loop. Shunt feedback 
from the plate of the beam tube to the plate 
of the preceding audio stage is quite effective 
and has been shown in several of the audio 
systems illustrated in this Handbook. ~ 


Driving Power It is always advisable to have 
a slight reserve of driving 
power in order to be on the safe side. There- 
fore, the potential output of an exciter on the 
band upon which its output is least (usually 
the highest frequency band) should be slightly 
greater than the excitation requirements of 
the following stage as determined from the 
manufacturer’s tube data. 

It has become more or less standard practice 
both in amateur and in commercial work to 
accomplish the frequency control and _ fre- 
quency multiplication functions in a separate 
or at least self-contained exciter unit with a 
power output of 10 to 50 watts. The usual 
exciter unit ends in an 807 or similar tube 
for the 25 to 50 watt range, or a 2E26 for 
the 10 to 25 watt range. V-h-f exciters usually 
end in a 2E26, an 832A, or an 829B tube, 
depending upon the power requirements. 
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Plate-modulated Class C amplifiers require 
the most excitation, the stage normally requir- 
ing full grid current and approximately 214 
times cutoff bias. For these reasons, high ex- 
citation and large bias, the Class C amplifier 
which has been adjusted for plate modulation 
normally will be a prolific generator of har- 
monic signals. Hence the Class C amplifier 
which is to be plate modulated will usually 
require the most stringent shielding and filter- 
ing procedures before TVI may be eliminated. 


C-w, FM, and Class B linear amplifiers such 
as used for conventional AM or for single- 
sideband amplification, may be operated ap- 
proximately at cutoff bias with a relatively 
small amount of excitation. Plate circuit effh- 
ciency will be reduced something like ten per 
cent by such operating conditions, but the 
efficiency of the amplifier as a harmonic gener- 
ator will be reduced enormously. And since 
the excitation requirements of the stage will 
be reduced materially, the TVI-proofing prob- 
lem with the exciter also will be eased. 


Also to be taken into consideration, when 
tentatively planning a transmitter, are such 
things as the limiting factor in tube character- 
istics. For instance, in a grid-modulated or 
other type of efficiency-modulated transmitter, 
the output is always limited by the plate dissi- 
pation, while for plate-modulated phone work 
either the plate voltage or plate current rating 
is exceeded first. Thus we see that for grid 
modulation, a tube with high plate dissipation 
is of prime importance, while for plate-modu- 
lated operation the matters of filament emis- 
sion and insulation are of greatest importance. 

Care should be taken to make sure that the 
tubes chosen are capable of efficient and safe 
operation on the highest frequency used. 


10-2 Design 
Considerations 

Transmitter At the higher frequencies, solid 

Wiring enamelled copper wire is most 


efficient for r-f leads. Tinned or 
stranded wire will show greater losses at these 
frequencies. Tank coil and tank capacitor leads 
should be of heavier wire than other r-f leads, 
though there is little point in using wire 
heavier than is used for the tank coil itself. 


All grounds and by-passes in an r-f stage 
should be made to a common point, and the 


grounding points for several stages bonded to- 
gether with heavy wire. 


The best type of flexible lead from the en- 
velope of a tube to a terminal is thin copper 
strip, cut from thin sheet copper. Heavy, rigid 
leads to these terminals may crack the envelope 
glass when a tube heats or cools. 


Wires carrying only af. or d.c. should be 
chosen with the voltage and current in mind. 
Some of the low-filament-voltage transmitting 
tubes draw heavy current, and heavy wire must 
be used to avoid voltage drop. The voltage is 
low, and hence not much insulation is re- 
quired. Filament and heater leads are usually 
twisted together. An initial check should be 
made on the filament voltage of all tubes of 
25 watts or more plate dissipation rating. This 
voltage should be measured right at the tube 
sockets. If it is low, the filament transformer 
voltage should be raised. If this is impossible, 
heavier or paralleled wires should be used for 
filament leads, cutting down their length if 
possible. 

Spark-plug-type high-tension ignition cable 
makes the best wire for high-voltage leads. 
This cable will safely withstand 10,000 volts 
peak. If this cable is used, the high-voltage 
leads may be cabled with filament and other 
low-voltage leads. For high-voltage leads in 
low-power exciters, where the plate voltage is 
not over 450 volts, ordinary radio hookup 
wire of good quality will serve the purpose. 


No r-f leads should be cabled; in fact it is 
better to use enamelled or bare copper wire for 
r-f leads and rely upon spacing for insulation. 
All r-f joints should be soldered, and the joint 
should be a good mechanical junction before 
solder is applied. 


Coil Placement For best Q a coil should be 
in the form of a solenoid 
with length from one to two times the diam- 
eter. For minimum interstage coupling, coils 
should be made as small physically as is prac- 
ticable. The coils should then be placed so 
that adjoining coils are oriented for minimum 
mutual coupling. To determine if this condi- 
tion exists, apply the following test: the axis 
of one of the two coils must lie in the plane 
tormed by the center turn of the other coil. If 
this condition is not met, there will be ap- 
preciable coupling unless the unshielded coils 
are very small in diameter or are spaced a 
considerable distance from each other. 
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Variable 
Capacitors 


The question of optimum C/L 
ratio and capacitor plate spacing 
is covered in Chapter Seven. For 
all-band operation of a high-power stage, it is 
recommended that a capacitor just large 
enough for 40-meter c-w operation be chosen. 
(This will have sufficient capacitance for 
‘phone operation on all higher frequency 
bands.) Then use fixed padding capacitors for 
operation on 80 meters. Such padding capaci- 
tors are available in air, ceramic, and vacuum 
types. 

Specially designed variable capacitors are 
recommended for u-h-f work; ordinary capaci- 
tors often have “loops” in the metal frame 
which may resonate near the operating fre- 
quency. 


Insulation above 


On_ frequencies Ann: ane 


ceramic, polystyrene, or Mycalex 


insulation is to be recommended. Cold flow 
must be considered when using polystyrene 
(Amphenol 912, etc.). Bakelite has low losses 
on the lower frequencies but should never be 
used in the field of high-frequency tank cir- 
cuits. 

Lucite (or Plexiglas), which is available in 
rods, sheets, or tubing, is excellent for use at 
all radio frequencies where the r-f voltages are 
not especially high. It is very easy to work 
with ordinary tools and is not expensive. The 
loss factor depends to a considerable extent 
upon the amount and kind of plasticizer used. 

The most important thing to keep in mind 
regarding insulation is that the best insulation 
is air. If it is necessary to reinforce air-wound 
coils to keep turns from vibrating or touch- 
ing, use strips of Lucite or polystyrene cement- 
ed in place with Amphenol 912 coil dope. 
This will result in lower losses than the com- 
monly used celluloid ribs and Duco cement. 


The ideal transmitter would have 
an individual meter in every cir- 
cuit requiring measurement. However, for the 
sake of economy, it is common practice to 
measure filament and plate voltages by means 
of a test set or universal meter during the 
initial tryout of the transmitter, and then to 
assume that these voltages will be maintained. 
Further economies can be effected by doubling 
up on meters when measuring current in 
various circuits in which the current is vari- 
able, and as an index of transmitter tuning. 
By a system of plugs and jacks, or a selector 


Metering 


GRID CURR PLATE 
| pie a 
Figure 1. 


CATHODE METERING OF PLATE 
CURRENT. 


Through use of the circuit illustrated above it 
is possible to meter the plate current of an r-f 
amplifier stage in the cathode (or center tap) 
return. In order that the cathode milliammeter 
read only the plate current, the grid-bias sup- 
ply (or grid leak) and the screen power supply 
must return to the filament center tap (or 
cathode) rather than to ground. If the screen 
voltage is taken from the plate supply through 
a dropping resistor, screen current plus plate 
current will be indicated on the cathode 
milliammeter. 


switch, one or two milliammeters can be used 
to make all the measurements necessary to 
tune up a transmitter properly. However, it 
often is of considerable advantage to be able 
to observe the current of several circuits or 
stages simultaneously. Obviously one would not 
be justified in buying $100 worth of meters 
for a transmitter containing other parts total- 
ing $75. On the other hand, the purchase of a 
filament voltmeter to keep careful tab on the 
filament voltage of a pair of 250-watt tubes 
is a good investment. 

Probably the most popular arrangement calls 
for meter switching in the low power stages 
and individual meters in the last stage. Or- 
dinarily, r-f meters are not used except in 
certain antenna coupling circuits. Where line 
voltage does not fluctuate appreciably, one can 
get by very nicely with just d-c milliammeters: 
plate-current meters in the low power stages, 
and a grid and a plate meter in the final stage. 

D-c meters should be bypassed with small 
0.004-ufd. or larger capacitors directly at the 
meter terminals. The capacitor is placed across 
the terminals, not from one terminal to ground. 
Such capacitors are a wise precaution in all 
cases, because even though meter and meter 
leads are kept away from r-f components, the 
meter may be subjected to considerable r-f 
current because of an r-f choke not doing an 
adequate job of blocking r.f. from the meter, 
or as a result of induced currents. 
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Most meters now come with bakelite cases. 
If the “zero adjuster” screw is well insulated, 
such meters can be placed in positive high 
voltage leads where the voltage does not ex- 
ceed 1000 volts. When the voltage is higher 
than 1000 volts, the meter should preferably 
be placed behind a protective glass or screen. 
The meter should not be mounted directly on 
a grounded metal panel when the plate voltage 
exceeds 2000 volts, as the metal portions of 
the meter may arc through the bakelite case to 
the grounded metal panel, particularly when 
plate modulation is used. 

One highly recommended method of arrang- 
ing meters in a high-powered rack and panel 
transmitter is to group all meters on a recessed 
bakelite meter panel with a glass front or 
1’ mesh brass screen cover at the top of the 
rack, near eye level of the operator and not 
close to any of the tuning dials. With the 
bakelite meter panel, there is no danger of 
meters arcing to ground, and because of the 
protection afforded by the glass or wire-mesh 
cover there is little likelihood of an operator 
accidentally coming in contact with the meters. 

An alternative method is to place all meters 
at low-potential points in the circuits to be 
measured. This means that plate milliammeters 
should be placed in the lead between the center 
tap of the filament transformer and ground. 
The obstacle to this method is the fact that 
the milliammeters in the cathode return will 
read total cathode current (sum of plate, 
screen, grid, and even suppressor current in a 
pentode) unless special provisions are in- 
cluded in the returns of the screen and grid 
power supplies so that their return circuits go 
to the filament center tap of the tube rather 
than to ground. Figure 1 shows a system using 
a beam tetrode whereby only the plate current 
of the tube passes through the cathode milliam- 
meter. But if the grid bias supply or the 
screen voltage supply returns to grownd instead 
of to the filament center tap, the currents to 
these electrodes also will pass through the 
cathode milliammeter. Of course, if the cur- 
rents to these electrodes are metered in addi- 
tion to the cathode current, they may be sub- 
tracted from the total cathode current to obtain 
the true plate current. 


Meter Switching The metering method which 
uses One meter and a Circuit 
selector switch can be used to advantage where 


the voltages on the leads which carry the cur- 


10 MA. 10MA. 20MA. 200 MA. 
CIRCUIT CIRCUIT CIRCUIT CIRCUIT 


Figure 2. 
MULTIPLE METERING CIRCUIT. 


Showing the use of a single milliammeter for 
measuring currents, with different full-scale 
ranges, in several circuits. 


rent to be measured are not greater than about 
500 volts to ground. Fifty-ohm resistors are 
inserted in the leads, and because the resistance 
of the meter is so low compared to the 50- 
ohm resistors, the meter can be considered as 
being inserted in series with the circuit when 
it is tapped across the resistor. Thus, with a 
double-pole selector switch of the non-shorting 
type having sufficient positions, one can use a 
single meter to measure the current in several 
circuits. 

The resistor should be made 25 ohms where 
the current to be measured runs over 200 ma., 
and the resistor increased to 200 ohms when 
the current to be measured is less than 15 ma. 
It is necessary to minimize the resistance where 
heavy current is present, in order to avoid ex- 
cessive voltage drop when the meter is not 
shunting the resistor. It is necessary to increase 
the value of resistance when the current is so 
low that a low-range meter must be used to 
measure the current. Low range milliammeters 
begin to show appreciable resistance them- 
selves, and their calibration will be thrown off 
when shunted by too low a value of resistor. 

Meter switching is not practicable in high 
voltage circuits (over 1200 volts). For measur- 
ing plate current in high power stages, the 
resistor should be placed either in the B minus 
lead or in the filament return (center tap). 

It is possible, by means of systems of shunts, 
to use a single low-range milliammeter for 
measuring widely different values of current in 
different circuits. For instance, a 0-25 d-c 
milliammeter could be used to measure grid 
current in several stages. Then the same in- 
strument could be used as a 0-250 ma. full- 
scale instrument when switched into the cath- 
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80 MA. CIRCUIT 
100 MA. FULL SCALE 


8 MA. CIRCUIT 
10 MA. FULL SCALE 


Figure 3. 
ALTERNATIVE METERING CIRCUIT. 


Showing the use of a high-impedance shunt 

system for obtaining different full-scale ranges 

when switching a low-range milliammeter to 
different circuits. 


ode or plate circuit of a stage by the incorpora- 
tion of a shunt across the switch position of 
the higher-current stage. This procedure is 
illustrated in figure 2. The shunt value can be 
determined by cut and try, using a short 
length of constantan wire across the switch 
contacts. It is a great convenience to use a wire 
material for the shunt which can be soldered 
directly. Some shunt materials will not solder 
readily. 

An alternative meter switching arrangement, 
which does not require the use of low-resist- 
ance shunts, is illustrated in figure 3. The 
series resistor R should be much greater in 
resistance than the d-c resistance of the instru- 
ment movement. The current multiplication 
obtained through the use of this circuit 1s 
equal to: (R/R:i)+1. The advantage of the 
circuit of figure 3 is that the resistance of 
switch contacts and meter leads is not of 
significance in the re-scaling of the instrument. 
Also, conventional 14-watt resistors may be 
used in suitable combination as R and R:. 


10-3 Power Systems 


It is probable that the average amateur sta- 
tion that has been in operation for a number 
of years will have at least two transmitters 
available for operation on different frequency 
bands, at least two receivers or one receiver 
and a converter, at least one item of monitor- 
ing or frequency measuring equipment and 
probably two, a v.f.o., a speech amplifier, a 
desk light, and a clock. In addition to the 
above 8 or 10 items, there must be an outlet 
available for a soldering iron and there should 


be one or two additional outlets available for 
plugging in one or two pieces of equipment 
which are being worked upon. 

It thus becomes obvious that 10 or 12 out- 
lets connected to the 115-volt a-c line should 
be available at the operating desk. It may 
be practicable to have this number of out- 
lets installed as an outlet strip along the base- 
board at the time that a new home is being 
planned and constructed. Or you might wish 
to install the outlet strip on the operating 
desk so as to have the flexibility of moving 
the operating desk from one position to an- 
other. Alternatively, the outlet strip might be 
wall mounted just below the desk top. 


Power Drain 
Per Outlet 


When the power drain of all 
the items of equipment, other 
than transmitters, used at the 
Operating position is totalled, you probably 
will find that 350 to 600 watts will be re- 
quired. Since the usual home outlet is de- 
signed to handle only about 600 watts maxi- 
mum, the transmitter, unless it is of relative- 
ly low power, should be powered from an- 
other source. This procedure is desirable in 
any event so that the voltage supplied to the 
receiver, frequency control, and frequency 
monitor will be substantially constant with 
the transmitter on or off the air. 

So we come to two general alternative plans 
with their variations. Plan (A) is the more 
desirable and also the most expensive since 
it involves the installation of two separate lines 
from the meter box to the operating position 
either when the house is constructed or as an 
alteration. One line, with its switch, is for 
the transmitters and the other line and switch 
is for receivers and auxiliary equipment. Plan 
(B) is the more practicable for the average 
amateur, but its use requires that all cords 
be removed from the outlets whenever the 
station is not in use in order to comply with 
the electrical codes. 

Figure 4 shows a suggested arrangement for 
carrying out Plan (A). In most cases an in- 
stallation such as this will require approval 
of the plans by the city or county electrical 
inspector. Then the installation itself will also 
require inspection after it has been completed. 
It will be necessary to use approved outlet 
boxes at the rear of the transmitter where 
the cable is connected, and also at the operat- 
ing bench where the other BX cable connects 
to the outlet strip. Also, the connectors at the 
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OUTLET 
STRIP 
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FUSE BOX 
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SWITCH === HOUSE CIRCUITS 


FROM LINE PLAN @) 


Figure 4. 
THE PLAN (A) POWER SYSTEM. 


A-c line power from the main fuse box in the 
house is run separately to the _ receiving 
equipment and to the transmitting equip- 
ment. Separate switches and fuse blocks 
then are available for the transmitters and 
for the auxiliary equipment. Since the fuses 
in the boxes at the operating room will be 
in series with those at the main fuse box, 
those in the operating room should have a 
lower rating than those at the main fuse 
box. Then it will always be possible to re- 
place blown fuses without leaving the operat- 
ing room. The fuse boxes can conveniently 
be located alongside one another on the wall 
of the operating room. 


fal a Fe 
pun. 


SHORT CORDS FROM 
RECEIVER, VF.O., CLOCK, 
FREQ. METER, ETC. TO 
OUTLET STRIP. 


PLAN 


Figure 5. 
THE PLAN (B) POWER SYSTEM. 


This system is less convenient than the (A) 
system, but does not require extensive re- 
wiring of the electrical system within the 
house to accommodate the arrangement. Thus 
it is better for a temporary or semi-permanent 
installation. In most cases it will be neces- 
sary to run an extra conduit from the main 
fuse box to the outlet from which the trans- 
mitter is powered, since the standard arrange- 
ment in most houses is to run all the outlets 
in one room (and sometimes all in the house) 
from a single pair of fuses and leads. 


rear of the transmitter will have to be of an 
approved type. It is possible also that the 
BX cable will have to be permanently affixed 
to the transmitter with the connector at the 
fuse-box end. These details may be worked out 
in advance with the electrical inspector for 
your area. 

The general aspects of Plan (B) are shown 
in figure 5. The basic difference between the 
two plans is that (A) represents a “permanent” 
installation even though a degree of mobility 
is allowed through the use of BX for power 
leads, while plan (B) is definitely a “tem- 
porary” type of installation as far as the electri- 
cal inspector is concerned. While it will be 
permissible in most areas to leave the trans- 
mitter cord plugged into the outlet even 
though it is turned off, the Fire Insurance Un- 
derwriters codes will make it necessary that 
the cord which runs to the group of outlets 
at the back of the operating desk be removed 
whenever the equipment is not actually in use. 

Whether the general aspects of plans (A) 
or (B) are used it will be necessary to run 
a number of control wires, keying and audio 


leads, and an excitation cable from the operat- 
ing desk to the transmitter. Control and key- 
ing wires can best be grouped into a multiple- 
wire rubber-covered cable between the desk 
and the transmitter. Such an arrangement gives 
a good appearance, and is particularly practi- 
cal if cable connectors are used at each end. 
High-level audio at a moderate impedance 
level (600 ohms or below) may be run in the 
same control cable as the other leads. How- 
ever, low-level audio can best be run in a 
small coaxial cable. Small coaxial cable such 
as RG-58/U or RG-59/U also is quite satis- 
factory and quite convenient for the signal 
from the v.f.o. to the r-f stages in the trans- 
mitter. Coaxial-cable connectors of the UG 
series are quite satisfactory for the termina- 
tions both for the v-f-o lead and for any 
low-level audio cables. 


Checking an To make sure that an outlet 
Outlet witha will stand the full load of the 
Heavy Load entire transmitter, plug in an 


electric heater rated at about 
50 per cent greater wattage than the power you 
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TO EXCITER POWER SUPPLIES 


115 V.A.C. 
LINE 


POWER CONTROL RELAY 


TO FILAMENT TRANSFORMERS 


115 Vv. TO EXCITER POWER SUPPLIES 


230 V.A.C. 
SINGLE PHASE 
WITH GROUNDED 
NEUTRAL 


POWER CONTROL RELAY 


TO FILAMENT TRANSFORMERS 


Figure 6. 


FULL-VOLTAGE/HALF-VOLTAGE 
POWER CONTROL SYSTEMS. 


The circuit at (A) is for use with a 115- 
volt a-c line. Transformer T is of the stand- 
ard type having two 115-volt primaries; these 
primaries are connected in series for half- 
voltage output when the power control! relay 
K: is energized but the hi-lo relay Kz is 
not operated. When both relays are ener- 
gized the full output voltage is obtained. 
At (B) is a circuit for use with a _ stand- 
ard 230-volt residence line with grounded 
neutral. The two relays control the output 
of the power supplies the same as at (A). 


expect to draw from the line. If the line volt- 
age does not drop more than 5 volts (assum- 
ing a 117-volt line) under load and the wiring 
does not overheat, the wiring is adequate to 
supply the transmitter. About 600 watts total 
drain is the maximum that should be drawn 
from a 117-volt “lighting” outlet or circuit. 
For greater power, a separate pair of heavy 
conductors should be run right from the meter 
box. For a 1-kw. phone transmitter the total 
drain is so great that a 230-volt “split” system 
ordinarily will be required. Most of the newer 
homes are wired with this system, as are homes 


utilizing electricity for cooking and heating. 

With a three-wire system, be sure there is no 
fuse in the neutral wire at the fuse box. A 
neutral fuse is not required if both “hot” legs 
are fused, and, should a neutral fuse blow, 
there is a chance that damage to the radio 
transmitter will result. 

If you have a high power transmitter and 
do a lot of operating, it is a good idea to 
check on your local power rates if you are on 
a straight “lighting” rate. In some Cities a 
lower rate can be obtained (but with a higher 
“minimum” ) if electrical equipment such as 
an electric heater drawing a specified amount 
of current is permanently wired in. It is not 
required that you use this equipment, merely 
that it be permanently wired into the electrical 
system. Naturally, however, there would be no 
saving unless you expect to occupy the same 
dwelling for a considerable length of time. 
Outlet Strips The “outlet strips” which 
have been suggested for in- 
stallation in the base board or for use on the 
rear of a desk are obtainable from the large 
electrical supply houses. If such a house is 
not in the vicinity it is probable that a local 
electrical contractor can order a suitable type 
of strip from one of the supply house catalogs. 
These strips are quite convenient in that they 
are available in varying lengths with provision 
for inserting a-c line plugs throughout their 
length. The a-c plugs from the various items 
of equipment on the operating desk then may 
be inserted in the outlet strip throughout its 
length. In many cases it will be desirable to 
reduce the equipment cord lengths so that they 
will plug neatly into the outlet strip without 
an excess to dangle behind the desk. 


Contactors and 
Relays 


The use of power-control 
contactors and relays often 
will add considerably to 
the operating convenience of the station instal- 
lation. The most practicable arrangement 
usually is to have a main a-c line switch on 
the front of the transmitter to apply power 
to the filament transformers and to the power 
control circuits. It also will be found quite 
convenient to have a single a-c line switch 
on the operating desk to energize or cut the 
power from the outlet strip on the rear of the 
operating desk. Through the use of such a 
switch it is not necessary to remember to switch 
off a large number of separate switches on each 


HANDBOOK 


Power Control 235 


of the items of equipment on the operating 
desk. The alternative arrangement, and that 
which is approved by the Underwriters, is to 
remove the plugs from the wall both for the 
transmitter and for the operating-desk outlet 
strip when a period of operation has been 
completed. 

While the insertion of plugs or operation 
of switches usually will be found best for ap- 
plying the a-c line power to the equipment, 
the changing over between transmit and re- 
ceive can best be accomplished through the use 
of relays. Such a system usually involves three 
relays, or three groups of relays. The relays 
and their functions are: (1) power control 
relay for the transmitter—applies 115-volt line 
to the primary of the high-voltage transformer 
and turns on the exciter; (2) control relay 
for the receiver—makes the receiver inopera- 
tive by any one of a number of methods when 
closed, also may apply power to the v.f.o. 
and to a keying or a phone monitor; and (3) 
the antenna changeover relay—connects the 
antenna to the transmitter when the transmit- 
ter is energized and to the receiver when the 
transmitter is not operating. Several circuits 
illustrating the application of relays to such 
control arrangements are discussed in the para- 
graphs to follow in this chapter. 


Controlling Transmitter 
Power Output 


It is necessary, in 
order to comply 
with FCC regula- 
tions, that transmitter power output be limited 
tc the minimum amount necessary to sustain 
communication. This requirement may be met 
in several ways. Many amateurs have two trans- 
mitters; one is capable of relatively high power 
output for use when calling, or when inter- 
ference is severe, and the other is capable of 
considerably less power output. In many cases 
the lower powered transmitter acts as the ex- 
citer for the higher powered stage when full 
power output is required. But the majority 
of the amateurs using a high powered equip- 
ment have some provision for reducing the 
plate voltage on the high-level stages when 
reduced power output is desired. 

One of the most common arrangements 
for obtaining two levels of power output in- 
volves the use of a plate transformer having 
a double primary for the high-voltage power 
supply. The majority of the high-power plate 
transformers of standard manufacture have just 
such a dual-primary arrangement. The two 


primaries are designed for use with either a 
115-volt or 230-volt line. When such a trans- 
former is to be operated from a 115-volt line, 
operation of both primaries in parallel will 
deliver full output from the plate supply. 
Then when the two primaries are connected in 
series and still operated from the 115-volt line 
the output voltage from the supply will be 
reduced approximately to one half. In the case 
of the normal class C amplifier, a reduction 
in plate voltage to one half will reduce the 
power input to the stage to one quarter. 

If the transmitter is to be operated from 
a 230-volt line, the usual procedure is to op- 
erate the filaments from one side of the line, 
the low-voltage power supplies from the other 
side, and the primaries of the high-voltage 
transformer across the whole line for full pow- 
er output. Then when reduced power output 
is required, the primary of the high-voltage 
plate transformer is operated from one side 
to center tap rather than across the whole 
line. This procedure places 115 volts across 
the 230-volt winding the same as in the case 
discussed in the previous paragraph. Figure 6 
illustrates the two standard methods of power 
reduction with a plate transformer having a 
double primary; (A) shows the connections 
for use with a 115-volt line and (B) shows 
the arrangement for a 230-volt a-c power line 
to the transmitter. 

The full-voltage/half-voltage methods for 
controlling the power input to the transmitter, 
as just discussed, are subject to the limitation 
that only two levels of power input (full pow- 
er and quarter power) are obtainable. In many 
cases this will be found to be a limitation to 
flexibility. When tuning the transmitter, the 
antenna coupling network, or the antenna sys- 
tem itself it is desirable to be able to reduce 
the power input to the final stage to a rela- 
tively low value. And it is further convenient 
to be able to vary the power input continuous- 
ly from this relatively low input up to the 
full power capabilities of the transmitter. The 
use of a variable-ratio auto-transformer in the 
circuit from the line to the primary of the 
plate transformer will allow a continuous varia- 
tion in power input from zero to the full cap- 
ability of the transmitter. 


Variable-Ratio 
Auto-Transformers 


There are several types 
of variable-ratio auto- 
transformers available 
on the market. Of these, the most common 
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CIRCUIT WITH VARIABLE-RATIO 
AUTO-TRANSFORMER. 


When the dummy plug is inserted into the re- 
ceptacle on the equipment, closing of the 
power control relay will apply full voltage to 
the primaries. With the cable from the 
Variac or Powerstat plugged into the socket 
the voltage output of the high-voltage power 
supply may be varied from zero to about 15 
per cent above normal. 


are the ‘“Variac’” manufactured by the General 
Radio Company, and the “Powerstat’”? manu- 
factured by the Superior Electric Company. 
Both these types of variable-ratio transformers 
are excellently constructed and are available 
in a wide range of power capabilities. Each 
is capable of controlling the line voltage from 
zero to about 15 per cent above the nominal 
line voltage. Each manufacturer makes a 
single-phase unit capable of handling an out- 
put power of about 175 watts, one capable of 
about 750 to 800 watts, and a unit capable 
of about 1500 to 1800 watts. The maximum 
power-output capability of these units is avail- 
able only at approximately the nominal line 
voltage, and must be reduced to a maximum 
current limitation when the output voltage is 
somewhat above or below the input line volt- 
age. This, however, is not an important limi- 
tation for this type of application since the 
output voltage seldom will be raised above the 
line voltage, and when the output voltage is 
reduced below the line voltage the input to the 
transmitter is reduced accordingly. 

One convenient arrangement for using a 
Variac or Powerstat in conjunction with the 
high-voltage transformer of a transmitter is 
illustrated in figure 7. In this circuit a heavy 
three-wire cable is run from a plug on the 
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Figure 8. 
PROTECTIVE CONTROL CIRCUIT. 


With this circuit arrangement either switch 
may be closed first to light the heaters of 
all tubes and the filament pilot light. Then 
when the second switch is closed the high 
voltage will be applied to the transmitter and 
the red pilot will light. With a 30-second 
delay between the closing of the first switch 
and the closing of the second, the rectifier 
tubes will be adequately protected. Similarly, 
the opening of either switch will remove plate 
voltage from the rectifiers while the heaters 
remain lighted. 


transmitter to the Variac or Powerstat. The 
Variac or Powerstat then is installed so that 
it is accessible from the operating desk so that 
the input power to the transmitter may be 
controlled during operation. If desired, the 
cable to the Variac or Powerstat may be un- 
plugged from the transmitter and a dummy 
plus inserted in its place. With the dummy 
plug in place the transmitter will operate at 
normal plate voltage. This arrangement al- 
lows the transmitter to be wired in such a 
manner that an external Variac or Powerstat 
may be used if desired, even though the unit 
is not available at the time that the transmitter 
is constructed. 


Notes on the Use 
of the Variac 
or Powerstat 


Plate voltage to the 
modulators may be con- 
trolled at the same time 
as the plate voltage to 
the final amplifier is varied if the modulator 
stage uses beam tetrode tubes; variation in the 
plate voltage on such tubes used as modulators 
causes only a moderate change in the standing 
plate current. Since the final amplifier plate 
voltage is being controlled simultaneously with 
the modulator plate voltage, the conditions of 
impedance match will not be seriously upset. 
In several high power transmitters using this 
system, and using beam-tetrode modulator 
tubes, it is possible to vary the plate input 
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Figure 9. 
TRANSMITTER CONTROL CIRCUIT. 


Closing S;, lights all filaments in the transmitter and starts the time-delay relay in its cycle. When 

the time-delay relay has operated closing the transmit-receive switch at the operating position will 

apply plate power to the transmitter and disable the receiver. A tune-up switch has been provided 

so that the exciter stages may be tuned without plate voltage on the final amplifier. The safety 
circuit of Figure 12 has been incorporated. 


from about 50 watts to one kilowatt without 
a change other than a slight increase in audio 
distortion at the adjustment which gives the 
lowest power output from the transmitter. 

With triode tubes as modulators it usually 
will be found necessary to vary the grid bias 
at the same time that the plate voltage is 
changed. This will allow the tubes to be op- 
erated at approximately the same relative point 
on their operating characteristic when the plate 
voltage is varied. When the modulator tubes 
are operated with zero bias at full plate volt- 
age, it will usually be possible to reduce the 
modulator voltage along with the voltage on 
the modulated stage, with no apparent change 
in the voice quality. However, it will be nec- 
essary to reduce the audio gain at the same 
time that the plate voltage is reduced. 

The manufacturers of the Variac and the 
Powerstat recommend that changes in the set- 
ting of the auto-transformers be made with the 
power off, when the load is inductive. The pri- 
mary of the plate transformer in an amateur 


transmitter usually will present an inductive 
load to the line. Hence it is best that the 
transmitter be shut down for a moment be- 
fore the setting of the auto-transformer is 
changed. If the setting is varied at a time 
when the transmitter is operating, it is possi- 
ble that pitting of the surface of the winding 
and burning of the end of the brush will 
occur. If this should take place the unit must 
be disassembled and the contacting surface 
carefully cleaned. 


10-4 


Transmitter 


Control Methods 


Almost everyone, when first getting a new 
transmitter on the air, has had the experience 
of having to throw several switches and pull 
or insert a few plugs when changing from 
receive to transmit. This is one extreme in the 
direction of how vot to control a transmitter. 
At the other extreme we find systems where 
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PUSH-BUTTON TRANSMITTER-CONTROL CIRCUIT. 


Pushing the START button either at the transmitter or at the operating position will light all 
filaments and start the time-delay relay in its cycle. When the cycle has been completed, a touch 
of the TRANSMIT button will put the transmitter on the air and disable the receiver. Pushing the 
RECEIVE button will disable the transmitter and restore the receiver. Pushing the STOP button will 
instantly drop the entire transmitter from the a-c line. If desired, a switch may be placed in series 
with the lead from the RECEIVE button to the protective interlocks; opening this switch will make 
it impossible for any person accidentally to put the transmitter on the air. Various other safety 
provisions, such as the protective-interlock arrangement described in the text and the circuit of 
figure 12 have been incorporated. 
With the circuit arrangement shown for the overload-relay contacts, it is only necessary to use a 
simple normally-closed d-c relay with a variable shunt across the coil of the relay. When the 
current through the coil becomes great enough to open the normally-closed contacts the hold- 
circuit on the plate-voltage relay will be broken and the plate voltage will be removed. If the 
overload is only momentary, such as a modulation peak or a tank flashover, merely pushing the 
TRANSMIT button will again put the transmitter on the air. This simple circuit provision eliminates 
the requirement for expensive overload relays of the mechanically-latching type, but still gives 
excellent overload protection. 


it is only necessary to speak into the micro- 
phone or touch the key to change both trans- 
mitter and receiver over to the transmit con- 
dition. Most amateur stations are intermediate 
between the two extremes in the control pro- 
visions and use some relatively simple system 
for transmitter control. 

In figure 8 is shown an arrangement which 
protects mercury-vapor rectifiers against pre- 
mature application of plate voltage without 
resorting to a time-delay relay. No matter 
which switch is thrown first, the filaments will 
be turned on first and off last. However, 
double-pole switches are required in place of 
the usual single-pole switches. 


When assured time delay of the proper in- 
terval and greater operating convenience are 
desired, a group of inexpensive a-c relays may 
be incorporated into the circuit to give a con- 
trol circuit such as is shown in figure 9. This 
arrangement uses a 115-volt thermal (or 
motor-operated ) time-delay relay and a d-p-d-t 
115-volt control relay. Note that the protective 
interlocks are connected in series with the coil 
of the relay which applies high voltage to the 
transmitter. A tune-up switch has been in- 
cluded so that the transmitter may be tuned 
up as far as the grid circuit of the final stage 
is concerned before application of high volt- 
age to the final amplifier. Provisions for operat- 
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ing an antenna-changeover relay and for cut- 
ting the plate voltage to the receiver when the 
transmitter is operating have been included. 

A circuit similar to that of figure 9 but in- 
corporating push-button control of the trans- 
mitter is shown in figure 10. The circuit 
features a set of START-STOP and TRANS- 
MIT-RECEIVE buttons at the transmitter and 
a separate set at the operating position. The 
control push buttons operate independently so 
that either set may be used to control the 
transmitter. It is only necessary to push the 
START button momentarily to light the trans- 
_mitter filaments and start the time-delay relay 
in its cycle. When the standby light comes on 
it is only necessary to touch the TRANSMIT 
button to put the transmitter on the air and 
disable the receiver. Touching the RECEIVE 
button will turn off the transmitter and restore 
the receiver. After a period of operation it is 
only necessary to touch the STOP button at 
either the transmitter or the operating position 
to shut down the transmitter. This type of 
control arrangement is called an electrically- 
locking push-to-control system. Such systems 
are frequently used in industrial electronic con- 
trol. 


A popular circuit for ac- 
complishing the control- 
ling of the transmitter 
plate supplies with the 
keying circuit was described in the RADIO 
HANDBOOK, Eleventh Edition, on page 439. 
This description concerned the conversion and 
the power supply circuits for an ART-13 trans- 
mitter. The essentials of this power-supply 
control arrangement are given in figure 11. 

The circuit of figure 11 operates in the 
following manner: When the key is closed, 
the keying relay K: closes. One set of contacts 
on this relay acts to key the circuit in the trans- 
mitter which is doing the actual job of key- 
ing the output. Alternatively, this set of con- 
tacts may be connected to the keyer unit to be 
described for accomplishing screen-voltage 
keying of the keyed stage. The other set of 
contacts shorts the grid of the 6C5 tube to 
the cathode as it closes. This action causes 
the 6C5 to draw full plate current which im- 
mediately closes relay K:. As Ki: closes it 
causes the relay or relays to close which turn 
on the high-voltage plate supplies to the trans- 
mitter. Then, with normal keying, relay Ki 
will remain closed thus keeping the plate- 


Automatic Control 
of Transmitter 
Plate Supplies 


8 UF 
QOQQOO () 


6X5GT SES 


Lp ——+—J 


-—300 V. 


TO RELAYS 
WHICH CONTROL 
TRANSMITTER 


115 V.A.C. HIGH VOLTAGE 


TO KEY AND 
VOLTAGE FOR 
KEYING RELAY 


TO KEYED CIRCUIT 


Figure 11. 
AUTOMATIC-POWER-CONTROL CIRCUIT. 


This circuit automatically turns on the high 

voltage power supplies when the key is first 

closed, then keeps the power supplies oper- 

ating until a few seconds after the trans- 
mission of the last character. 


Ki—2500-ohm s.p.s.t. relay 

K.—Double-circuit keying relay 

T—Small power transformer such as Stancor P-6010 
furnishing 650 v. c.t. at 40 ma., 6.3 v. at 2 a., 
and a 5-volt winding which is not used. 


voltage supplies operative. Relay K: stiil acts, 
of course, to key the output of the transmitter. 

When the transmission is completed, the 
0.5-ufd. capacitor from grid to cathode on the 
6C5 finally gets a chance to become charged 
from the tap on the 500,000-ohm potentiome- 
ter between negative high voltage and the 
cathode of the 6C5, thus cutting off the plate 
current to the 6C5. The time delay between 
the transmission of the last character and the 
opening of K: is controlled between a very 
short period and an interval of about ten sec- 
onds by the adjustment of the potentiometer. 
The 0.5-ufd. capacitor does not have time to 
build up sufficient charge during normal key- 
ing to cut off the tube since it is shorted out 
each time the key is closed. 


10-5 Safety Precautions 


The best way for an operator to avoid ser- 
ious accidents from the high voltage supplies 
of a transmitter is for him to use his head, act 
only with deliberation, and not take unneces- 
sary chances. However, no one is infallible, 
and chances of an accident are greatly lessened 
if certain factors are taken into consideration 
in the design of a transmitter, in order to 
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COMBINED MAIN SWITCH AND 
SAFETY SIGNAL. 


When shutting down the transmitter, throw 
the main switch to neutral. If work is to be 
done on the transmitter, throw the switch all 
the way to “pilot,” thus turning on the green 
pilot lights on the panel and on each chassis, 
and insuring that no voltage can exist on the 
primary of any transformer, even by virtue of 
a short or accidental ground. 


protect the operator in the event of a lapse of 
caution. If there are too many things one must 
“watch out for’ or keep in mind there is a 
good chance that sooner or later there will be 
a mishap; and it only takes one. When design- 
ing or constructing a transmitter, the following 
safety considerations should be given attention. 
Grounds For the utmost in protection, every- 
thing of metal on the front panel of 
a transmitter capable of being touched by the 
operator should be at ground potential. This 
includes dial set screws, meter “zero adjuster” 
screws, meter cases if of metal, meter jacks, 
everything of metal protruding through the 
front panel or capable of being touched or 
nearly touched by the operator. This applies 
whether or not the panel itself is of metal. 
Do not rely upon the insulation of meter 
cases or tuning knobs for protection. 

The B negative or chassis of all plate power 
supplies should be connected together, and to 
an external ground such as a waterpipe. In the 
case of a bias supply, the B positive should 
be connected to the common ground. 


Exposed Wires 
and Components 


It is not necessary to resort 
to rack and panel construc- 
tion in order to provide 
complete enclosure of all comiponents and wir- 
ing of the transmitter. Even with metal-chassis 
construction it is possible to arrange things so 


as to incorporate a protective shielding hous- 
ing which will not interfere with ventilation 
yet will prevent contact with all wires and 
components carrying high voltage d.c. or a.c., 
in addition to offering shielding action. 

If everything on the front panel is at ground 
potential (with respect to external ground) 
and all units are effectively housed with pro- 
tective covers, then there is no danger except 
when the operator must reach into the interior 
part of the transmitter, as when changing coils, 
neutralizing, adjusting coupling, or shooting 
trouble. The latter procedure can be made safe 
by making it possible for the operator to be. 
absolutely certain that all voltages have been 
turned off and that they cannot be turned on 
either by short circuit or accident. This can be 


done by incorporation of the following system 


of main primary switch and safety signal 
lights. 


The common method of 
using red pilot lights to 
show when a Circuit is 
“on” is useless except from an ornamental 
standpoint. When the red pilot is not lit it 
usually means that the circuit is turned off, 
but it can mean that the circuit is on but the 
lamp is burned out or not making contact. 

To enable you to grab the tank coils in your 
transmitter with absolute assurance that it is 
impossible for you to obtain a shock except 
from possible undischarged filter condensers 
(see following topic for elimination of this 
hazard), it is only necessary to incorporate a 
device similar to that of figure 12. It is placed 
near the point where the main 110-volt leads 
enter the room (preferably near the door) and 
in such a position as to be inaccessible to small 
children. Notice that this switch breaks both 
leads; switches that open just one lead do not 
afford complete protection, as it is sometimes 
possible to complete a primary circuit through 
a short or accidental ground. Breaking just 
one side of the line may be all right for turn- 
ing the transmitter on and off, but when you 
are going to stick an arm inside the trans- 
mitter, both 110-volt leads should be broken. 

When you are all through working your 
transmitter for the time being, simply throw 
the main switch to neutral. Then you can 
leave the transmitter and even go on a vacation 
with absolute peace of mind. 

When you find it necessary to work on the 
transmitter or change coils, throw the switch 
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so that the green pilots light up. These can be 
ordinary 6.3-volt pilot lamps behind green 
bezels or dipped in green lacquer. One should 
be placed on the front panel of the transmitter; 
others should be placed so as to be easily 
visible when changing coils or making adjust- 
ments requiring the operator to reach inside 
the transmitter. 

For 100 per cent protection, just obey the 
following rule: never work on the transmitter 
or reach inside any protective cover except 
when the green pilots are glowing. To avoid 
confusion, no other green pilots should be 
used on the transmitter; if you want an in- 
dicator jewel to show when the filaments are 
lighted, use amber instead of green. 

If the main switch is out of reach of small 
children, a conspicuous sign, such as “DO 
NOT TOUCH UNDER ANY CIRCUM- 
STANCES,” piaced on the switch cover will 
guard against the off chance that someone else 
would throw the switch unexpectedly. An 
alternative is to place the switch on the under 
side of the operating table out of sight. The 
latter is not so desirable when small children 
have access to the room. 


Safety Bleeders Filter capacitors of good 
quality hold their charge for 
some time, and when the voltage is more than 
1000 volts it is just about as dangerous to. get 
across an undischarged 4-ufd. filter capacitor 
as it is to get across a high-voltage supply that 
is turned on. Most power supplies incorporate 
bleeders to improve regulation, but as these are 
generally wire-wound resistors, and as wire- 
wound resistors occasionally open up without 
apparent cause, it is desirable to incorporate 
an auxiliary safety bleeder across each heavy- 
duty bleeder. Carbon resistors will not stand 
much dissipation and sometimes change in 
value slightly with age. However, the chance 
of their opening up when run well within 
their dissipation rating is very small. 

To make sure that all capacitors are bled, it 
is best to short each one with an insulated 
screwdriver. However, this is sometimes awk- 
ward and always inconvenient. One can be 
virtually sure by connecting auxiliary carbon 
bleeders across all wire-wound bleeders used 
on supplies of 1000 volts or more. For every 
500 volts, connect in series a 500,000-ohm 
l-watt carbon resistor. The drain will be 
negligible (1 ma.) and each resistor will have 
to dissipate only 0.5 watt. Under these condi- 


tions the resistors will last indefinitely with 
little chance of opening up. For a 1500-volt 
supply, connect three 500,000-ohm resistors in 
series. If the voltage exceeds an integral num- 
ber of 500 volt divisions, assume it is the next 
higher integral value; for instance, assume 
1800 volts as 2000 volts and use four fe- 
sistors. 

Do not attempt to use fewer resistors by 
using a higher value for the resistors; not over 
500 volts should appear across any single 
l-watt resistor. 

In the event that the regular bleeder opens 

up, it will take several seconds for the auxiliary 
bleeder to drain the capacitors down to a safe 
voltage, because of the very high resistance. 
Hence, it is best to allow 10 or 15 seconds 
after turning off the plate supply before at- 
tempting to work on the transmitter. 
“Hot’’ Adjustments Some amateurs contend 
that it is almost impos- 
sible to make certain adjustments, such as 
coupling and neutralizing, unless the trans- 
mitter is running. The best thing to do is to 
make all neutralizing and coupling devices 
adjustable from the front panel by means of 
flexible control shafts which are broken with 
insulated couplings to permit grounding of the 
panel bearing. 

If your particular transmitter layout is such 
that this is impracticable and you refuse to 
throw the main switch to make an adjustment 
—throw the main switch—take a reading— 
throw the main switch—make an adjustment 
—and so on, then protect yourself by making 
use of long adjusting rods made from 14-inch 
dowel sticks which have been wiped with oil 
when perfectly free from moisture. 

If you are addicted to the use of pickup 
loop and flashlight bulb as a resonance and 
neutralizing indicator, then fasten it to the end 
of a long dowel stick and use it in that manner. 


Protective Interlocks With the _ increasing. 
tendency toward con- 
struction of transmitters in enclosed steel cabi- 
nets a transmitter becomes a particularly lethal 
device unless adequate safety provisions have 
been incorporated. Even with a combined safety 
signal and switch as shown in figure 12 it is 
still conceivable that some person unfamiliar 
with the transmitter could come in contact 
with high voltage. It is therefore recommended 
that the transmitter, wherever possible, be built 
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into a complete metal housing or cabinet and 
that all doors or access covers be provided with 
protective interlocks (all interlocks must be 
connected in series) to remove the high volt- 
age whenever these doors or covers are opened. 
The term “high voltage” should mean any 
voltage above approximately 150 volts, al- 
though it is still possible to obtain a serious 
burn from a 150-volt circuit under certain 
circumstances. The 150-volt limit usually will 
mean that grid-bias packs as well as high- 
voltage packs should have their primary cir- 
cuits opened when any interlock is opened. 


10-6 Transmitter Keying 


The carrier from a c-w telegraph transmitter 
must be broken into dots and dashes for the 
transmission of code characters. The carrier 
signal is of a constant amplitude while the 
key is closed, and is entirely removed when the 
key is open. When code characters are being 
transmitted, the carrier may be considered ‘as 
being modulated by the keying. If the change 
from the no-output condition to full-output, 
or vice versa, occurs too rapidly, the rec- 
tangular pulses which form the keying char- 
actets contain high-frequency components 
which take up a wide frequency band as side- 
bands and are heard as clicks. 

The two general methods of keying a c-w 
transmitter are those which control the excita- 
tion, and those which control the plate voltage 
which is applied to the final amplifier. Excz- 
tation keying can be of several forms, such as 
crystal-oscillator keying, buffer-stage keying, 
or blocked-grid keying. In such an arrange- 
ment, plate voltage is applied to the final 
amplifier at all times. 


Key-Click 
Elimination 


Key-click elimination is accom- 
plished by preventing a _ too- 
rapid make-and-break of power 
to the antenna circuit, rounding off the keying 
characters so as to limit the sidebands to a 
value which does not cause interference to 
adjacent channels. Too much lag will prevent 
fast keying, but fortunately key clicks can be 
practically eliminated without limiting the 
speed of manual (hand) keying. Some circuits 
which eliminate key clicks introduce too much 
time-lag and thereby add tails to the dots. 
These tails may cause the signals to be difficult 
to copy at high speeds. 


Sparking 
Contacts 


Just as any electrical circuit pro- 
ducing sparks will cause interfer- 
ence to nearby receivers unless pre- 
cautions are taken to prevent it, so will a 
sparking key or relay cause interference unless 
measures are taken to prevent it. The inter- 
ference produced will have no correlation with 
the frequency upon which the transmitter is 
operating; the clicks produced are not keying 
sidebands, but rather are due to the sparking 
contacts and their associated wiring acting as 
a crude form of aperiodic spark transmitter. 

Clicks due to key sparks can be minimized 
by limiting the amount of power handled by 
the key, and then putting an r-f bypass capaci- 
tor of 0.002 ufd. or so directly across the key 
terminals (on the key, not at the transmitter ) , 
and in stubborn cases a couple of r-f chokes 
in series with the key leads right at the key 
terminals. 

A sparking relay, which usually will be 
called upon to handle considerably more 
power, can be prevented from causing trouble 
by housing it in a grounded metal can and by- 
passing to the can all leads to the relay at the 
point where they enter the can. If this does 
not suffice, inserting r-f chokes in series with 
the leads, right at the relay, often will prove 
satisfactory. 

Clicks due to sparking contacts should not 

be confused with those due to keying side- 
bands. The former may be heard over most of 
the radio spectrum if not suppressed, but only 
for a short distance. Clicks due to keying side- 
bands are actually radiated by the transmitting 
antenna, and may be heard for a great distance, 
but under the worst conditions only over a 
band of frequencies a few per cent either side 
of the carrier frequency. 
Primary Keying One simple form of clickless 
keying which is satisfactory 
for certain applications under some conditions 
is primary keying. The key or keying relay is 
placed in the primary winding of the a-c plate 
transformer feeding the final amplifier (and 
in some cases one or more of the preceding 
stages ). 

The inherent lag in the plate supply filter 
will “round off” the keying to the point where 
keying sidebands are insignificant. In fact, if 
a heavily filtered 60-cycle single-phase supply 
is used, there may be too much lag for any- 
thing but slow hand keying, and code char- 
acters will have objectionable “tails”. How- 
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PLATE SUPPLY 
VOLTAGE TO 


VOLTAGE TO 
FINAL AMP. 


FIXED BIAS SUPPLY 
FOR FINAL AMP. 


RELAY 
VOLTAGE 


Figure 13. 
IMPROVED PRIMARY-KEYING CIRCUIT. 


If the system illustrated above is properly used 

it will be possible to obtain excellent primary 

keying without objectionable keying lag. The 

circuit characteristics are described in detail 
in the text. 


ever, if the plate supply filter is engineered 
as a multiple section low-pass filter working 
into its characteristic impedance and designed 
for about 40-cycle cutoff, it is possible to 
obtain nearly pure direct current and yet key 
through the filter cleanly at high speed. 

When precautions are taken against spark 
radiation, this type of keying is an almost sure 
cure for clicks. The disadvantages are (1) a 
heavy relay is required, in order to avoid stick- 
ing contacts, and (2) a special filter is re- 
quired to avoid keying tails. 


Improved Primary- 
Keying Circuit 


Figure 13 illustrates an 


mary-keying arrange- 
ment which reduces greatly the keying lag 
which accompanies the usual primary-keying 
circuits. Upon first glance the circuit appears 
to be quite conventional: However, the differ- 
ence lies in the fact that the plate supply for 
the exciter is keyed at the same time as the 
final plate supply, the final amplifier is biased 
by means of a power supply which provides 
sufficient voltage to bias the final amplifier 
tubes past cutoff at the operating plate voltage 
used, and a very high value of bleeder resist- 
ance is employed on the high-voltage plate 


EXCITER STAGES 


PLATE SUPPLY 


improved type of pri-. 


SUPPLY 


(| SCREEN 


-BIAS +H.V. 


Figure 14. 


GRID-BLOCK KEYING CIRCUIT. 


The grid-bias supply voltage must be suffi- 

cient to cut off plate current to the amplifier 

stage in the presence of the excitation voltage. 

Resistor R; should be the normal grid-leak 

value for the amplifier tube. The values of R: 

and C, should be adjusted for correct keying 
action. 


supply. Adequate filter should be used on the 
high-voltage plate supply to insure that the 
transmitted signal will be adequately pure. 
However, the filter on the exciter plate supply 
should be reduced to the point where high- 
speed keying without tails is obtained. The 
resistor Ri in the circuit diagram should be 
approximately one megohm for each 1000 
volts of plate voltage. This means that this 
resistor can very well be the multiplier resistor 
associated with the high-voltage d-c voltmeter. 
Such a voltmeter is required anyway with all 
transmitters operating at more than 900 watts 
input. Resistor R: can be a conventional bleed- 
er resistor of 15,000 to 50,000 ohms depend- 
ing upon the voltage. 

A word should be mentioned in regard to 
safety when using only a very high value of 
bleeder resistor on a high-voltage plate supply. 
Some provision should be included in the 
transmitter-control system to apply a com- 
paratively /ow (20,000 to 50,000 ohms) 
value of bleeder resistor across the high-volt- 
age plate supply except during the period 
when actually keying the transmitter. 


Blocked-Grid 
Keying 


The grid bias in an r-f ampli- 
filer may be increased in the 
key-up position to a _ value 
sufficient to reduce the output from the ampli- 
fier to zero. Figure 14 illustrates such a circuit 
applied to a beam-tetrode amplifier stage. Also, 
through the use of the circuit as diagrammed, 
the milliammeter placed in the cathode return 
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KEYED TUBE 


BIAS 

RETURN 0.5 UF. 

{HY ney | 
1002 (AT KEY) 

-8 
Figure 15. 
CENTER-TAP KEYING WITH CLICK 

FILTER. 


The constants shown above are suggested as 
starting values; considerable variation in these 
values can be expected for optimum keying of 
amplifiers of different operating conditions. It 
is suggested that a keying relay be substituted 
for the key in the circuit above wherever 
practicable. 


45’s, 2A3’s 


C.T. OF FIL. TRANS. 
ON KEYED TUBE 


115 V.A.C. 


Figure 16. 
VACUUM-TUBE CENTER-TAP KEYING. 


Some variation in the capacitance of C may 

be necessary to obtain smooth keying without 

clicks or tails at the keying speed normally 
used. 


of the amplifier will indicate only the plate 
current of the stage—munus the small amount 
of current which passes through R: and the 
keying relay to the cathode milliammeter and 
ground. In a circuit such as this, a paper 
capacitor of 0.1-ufd. or so is placed across the 
t-f by-pass for the grid tank to ground. This 
additional capacitor, C: in figure 14, is used to 
control the time constant of the keying circuit 
in conjunction with resistors Ri and Re. The 
time constant for the keying “make” is estab- 
lished by Ci: and Ri, in which case R: also 
acts as the grid leak for the stage. The time 
constant for the keying “break” is determined 
by C: and R: plus R2 in series. Hence the time 
constant for the make in such a circuit will be 
shorter than the time constant for the keying 


break. 


Oscillator Keying, 
Break-in 


A stable and quick-acting 
crystal oscillator may be 
keyed in the plate, cathode 
or screen-grid circuit for break-in operation. 

Assuming that the crystal oscillator itself is 
capable of being keyed without clicks, it is 
still possible to transmit serious keying side- 
band clicks if the oscillator is followed by 
several heavily driven amplifier stages. A heav- 
ily-excited Class C amplifier or multiplier acts 
like a “clipper” stage, tending to square up a 
rounded excitation impulse, and the cumulative 
effect of several such stages cascaded is sufh- 
cient to square up the “softened” characters out 
of the oscillator to the point where bad clicks 
result. 


Parasitics with 
Oscillator Keying 


When keying in the crystal 
stage, or, for that matter, 
any stage ahead of the final © 
amplifier, the stages following the keyed one 
must be absolutely stable so that parasitic or 
output frequency oscillation will not occur 
when the excitation is rising on the beginning 
of each keying impulse. This type of oscillation 
gives rise to extremely offensive clicks which 
cannot be eliminated by any type of filter; in 
fact, a filter designed to slow up the rate at 
which signal comes to full strength may only 
make them worse. 


Center-Tap Keying The lead from the center- 

tap connection to the fila- 
ment of an r-f amplifier or oscillator tube can 
be opened and closed for keying a circuit. Such 
a keying system opens the plate-voltage circuit 
and at the same time opens the grid-bias re- 
turn lead. For this reason, the grid circuit is 
blocked at the same time that the plate circuit 
is opened, so that excessive sparking does not 
occur at the key contacts. Unfortunately, this 
method of keying applies the power too sud- 
denly to the tube, producing a serious key 
click. This click often can be eliminated with 
the key-click filter shown in figure 15. 


Vacuum Tube 
C.T. Keying 


A variation on the center-tap 
keying circuit of figure 15 
producing virtually no clicks 
is one in which the key or relay is replaced by 
one or more low resistance triodes in parallel, 
as in figure 16. These tubes act as a very high 
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resistance when sufficient blocking bias is 
applied to them, and as a very low resistance 
when the bias is removed. The desired amount 
of lag or “cushioning effect” can be obtained 
by employing suitable resistance and capaci- 
tance values in the grid of the keyer tube(s). 
Because very little spark is produced at the 
key, due to the small amount of power in the 
key circuit, sparking clicks are easily sup- 
pressed. 

One type 45 tube should be used for every 
50 ma. of plate current. Type 6B4G or 2A3 
tubes may also be used; allow one 6B4G tube 
for every 80 ma. of plate current. 

Because of the series resistance of the 
keyer tubes, the plate voltage at the keyed tube 
will be from 30 to 60 volts less than the 
power supply voltage. This voltage appears 
as cathode bias on the keyed tube, assuming 
the bias return is made to ground, and should 
be taken into consideration when providing 
bias. 


# 


10-7 Break-In 


Operation 


To the experienced c-w operator the most 
satisfactory method of communication between 
stations is obtained through the use of auto- 
matic break-in operation. This type of opera- 
tion is not obtained easily, nor can it be 
purchased ready-made at the nearest distribu- 
tor of amateur components. The components 
for accomplishing automatic break-in opera- 
tion are not necessarily expensive, nor are the 
electrical circuits unduly complex. But this 
type of operation is a challenge to the opera- 
tor, since careful planning and skillful tailor- 
ing of components and circuits to the equip- 
ment of the station will be required before 
smooth break-in operation with a medium 
power transmitter can be obtained. 


In the first place it may be 
established that the major- 
ity of new design transmit- 
ters, and many of those of older design as 
well, use a medium power beam tetrode tube 
either as the output stage or as the exciter for 
the output stage of a high power transmitter. 
Thus the transmitter usually will end up with 
a tube such as a 2E26, 807, 814, 813, 4-65A, 
4E27/257B, 4-125A or similar type, or one 


Keyer Circuit 
Requirements 


of these tubes will be used as the stage just 
ahead of the output stage. 

Second, it may be established that it is un- 
desirable to key further down in the transmit- 
ter chain than the output stage or the stage 
just ahead of the final amplifier. If a low- 
level stage, which is followed by a series of 
class C amplifiers, is keyed, serious transients 
will be generated in the output of the trans- 
mitter even though the keyed stage is being 
turned on and off very smoothly. This condi- 
tion arises as a result of “pulse sharpening,” 
which has been discussed previously. 

Third, the output from the stage should be 
completely cut off when the key is up, and 
the time constant of the rise and decay of the 
keying wave should be easily controllable. 

Fourth, it should be possible to make the 
tise period and the decay period of the key- 
ing wave approximately equal. This type of 
keying envelope is the only one tolerable for 
commercial work, and is equally desirable for 
obtaining clean cut and easily readable signals 
in amateur work. 

Fifth, it is desirable that the keying circuit 
be usable without a keying relay, even when 
a high-power stage is being keyed. 

Sixth, for the sake of simplicity and safety, 
it should be possible to ground the frame of 
the key, and yet the circuit should be such 
that placing the fingers across the key will not 
result in electrical shock. In other words, the 
keying circuit should be inherently safe. 

Last, it should be possible to use the circuit 
in conjunction with a break-in system, so that 
no signal from the exciter stages of the trans- 
mitter will be audible in the receiver with 
the key up. 

All these requirements have been met in 
the keying circuit to be described. The circuit 
itself has been installed in one of the exciters 
described in Chapter Twenty-One, and several 
keyer units such as illustrated in figures 17, 
18, and 19 have been constructed and installed 
as an added portion of existing transmitters. 


The unit to be described 
may be used as a screen- 
voltage keyer for any of 
the tubes previously mentioned. In addition, 
the circuit principles may be used in design- 
ing a keyer unit with larger current capability 
for screen-grid keying of higher powered beam- 
tetrode tubes. 

Screen-voltage keying was chosen as the 


Screen-Voltage 
Keyer Unit 


246 Transmitter Design 


THE RADIO 


most logical keying method for the following 
reasons: (1) by keying the screen-grid voltage 
of an amplifier tube it is possible to control a 
relatively large power input to the plate cir- 
cuit with a much smaller amount of voltage 
and current capability in the keyer. (2) As 
mentioned before, either the output stage or 
the exciter for the final almost invariably uses 
a medium power beam-tetrode tube. Grid- 
block keying could have been used except 
that: the keyed transmitter-output waveform 
obtainable with grid-block keying is a func- 
tion of the excitation conditions of the stage 
and may vary widely on different bands in a 
particular transmitter or on different trans- 
mitters; the grid-block keying voltage required 
would vary widely with the manner in which 
screen voltage is fed to the stage; and the 
screen voltage could soar to high values with 
key up and series screen feed. Hence (3), 
screen-voltage keying offers the advantage of 
uniformity of keying characteristics in trans- 
mitters with widely differing designs since 
the screen voltage for the tube not only is con- 
trolled by the keyer unit but actually zs sup- 
plied to the keyed tube by the keyer unit. 


Circuit of 
the Keyer 


The keyer itself requires only 
two tubes: a dual triode (of 
which one half is used in the 
break-in circuit and may be eliminated if de- 
sired) d-c voltage amplifier, and a cathode- 
follower output stage. The keyer requires a 
positive supply of 375 to 400 volts and a nega- 
tive supply of 275 to 300 volts. The current 
drain from the positive supply is only slight- 
ly greater than the screen current to the keyed 
stage, and the drain from the negative sup- 
ply is less than 5 ma. The unit illustrated 
includes a simple dual-voltage power supply 


for the positive and negative voltage; the ex- 
citer described in Chapter Twenty-One which 
uses the keyer circuit does not have additional 
power supplies for the keyer alone but uses the 
normal bias and plate voltage supplies in- 
cluded within the equipment. 

The first condition established in the circuit 
design of the keyer was the fact that the output 
stage should be a cathode follower. The cathode 
follower has excellent operating characteristics 
as a series screen-voltage control tube since 
it acts effectively as a series resistor, from the 
plate-voltage supply, whose resistance may be 
varied over a very wide range. With key 
down the drop across the tube is less than 100 
volts, but with the key up the tube drop is 
over 400 volts. Note that the drop across the 
tube with the key up is greater than the plate 
supply voltage. This condition exists since the 
cathode of the tube is connected through a 
relatively large resistor to the negative 275- 
volt line. 


In order for the cathode fol- 
lower to operate in the desired 
manner, the grid potential on 
the cathode-follower tube should vary from 
a value of about —100 volts with the key up 
all the way to a value only slightly less than 
the plate supply voltage with the key down. 
It would be possible to obtain this voltage 
variation with a keying relay and two RC cir- 
cuits. But it is much more convenient if the 
keying relay may be eliminated and replaced 
by a vacuum tube operating as a d-c voltage 
amplifier. The first half of the 12AU7 tube 
operates in such a manner in the circuit of 
figure 19. Also, through the use of the d-c 
amplifier stage, one side of the key may be 
grounded, and the voltage appearing across the 


Operation of 
the Keyer 


Figure 17. 


TOP VIEW OF THE 
KEYER UNIT. 
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key with key up is fed through such a high 
value of resistance that no shock is felt when 
the fingers are placed across the key. 


The operation of the half-12AU7 d-c ampli- 
fie. is as follows: With the key up the volt- 
age appearing at the ungrounded key contact 
is about -110 volts. But the 1-megohm and 
470,000-ohm resistors which control the grid 
bias on the 12AU7 would tend to set the 
grid potential at about —85 volts. However, 
this would place the grid at a positive potential 
with respect to the cathode; this condition can- 
not take place due to the high values of feed 
resistance in the grid lead. Hence the grid 
voltage is pulled up to the cathode voltage by 
grid current in the half-12AU7. Since grid 
current is flowing, the grid is actually slightly 
positive with respect to the cathode potential. 


With the grid of the d-c amplifier drawing 
a slight amount of grid current, the tube is in 
a highly conductive condition as far as cathode- 
to-plate current is concerned. Since plate cur- 
rent is being fed through a relatively high re- 
sistor (470,000 ohms) and since the tube in- 
ternal resistance is relatively low, the plate of 
the half-12AU7 is positive only about 20 volts 
with respect to cathode. Hence the plate of the 
half-12AU7 operates at a plate potential with 
respect to ground of about —90 volts. 


The plate of the d-c amplifier is directly 
connected to the grid of the cathode-follower 
stage. Since the control grid of the 6K6-GT 
thus is at a potential of about —90 volts and 
since the cathode current is very low, the tube 
is essentially cut off. Thus the key-up cathode 
voltage drops to about —45 volts. This is the 
voltage which is fed to the screen grid of the 
tube in the r-f stage being keyed. 


When the key is closed the following se- 


Figure 18. 


UNDERCHASSIS PHOTO 
OF THE KEYER UNIT. 


quence of events takes place: The cathode of 
the half-12AU7 is grounded. Since the grid of 
this tube now is at a potential of about —85 
volts, the current flow through the tube is com- 
pletely cut off. Hence the 0.025-ufd. capacitor 
from plate to ground is charged exponentially 
by the 470,000-ohm series resistor from the 
plate-supply voltage. The grid voltage of the 
6K6-GT thus rises smoothly, followed in turn 
by the cathode voltage. The actual cathode 
voltage rises from the key-up potential of about 
—35 volts to a potential of 275 to 350 volts, 
depending upon the screen current of the r-f 
tube being keyed. The 10,000-ohm resistor 
shown in series with the output lead is there 
simply to limit the maximum screen voltage 
and screen current to the r-f tube. This resistor 
may be eliminated for the larger tube types, or 
it may be increased in value for keying smaller 
screen-grid tubes. 

When the key is lifted again, the 0.025-ufd. 
capacitor is discharged by the current through 
the half-12AU7 and the resistor from its 
cathode to the —275-volt line. Thus the cathode 
voltage of the 6K6-GT cathode follower falls 
smoothly to the key-up potential of about 
—35 volts. 


Time Constant 
Changes 


The time constant of the 
keying wave is determined 
by the resistors in the plate 
and cathode circuits of the half-12AU7 and 
by the value of the capacitor from the plate 
of the 12AU7 to ground. Sharper keying 
may be obtained by decreasing the value of 
this capacitor, and softer keying may be had by 
increasing the value above 0.025 ufd. The 
value given has proven quite satisfactory for 
normal service with a straight key and 0.0068 
utd. has given good results with “bug” keying. 
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T.—Small 6.3-volt filament transformer (Stancor 
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Plate-Current Cut-Off 
on the Keyed Stage 


Experience with 
screen-grid keying 
circuits has shown 
that merely dropping the screen potential to 
zero will not completely cut off plate current 
in the keyed stage with most beam-tetrode 
tubes. However, when the screen potential is 
dropped to about —35 volts with the key up it 
was found that plate current is completely cut 
off in the case of all the tube types tested. It is 
for that reason that provision was included in 
the circuit illustrated for dropping the screen 
voltage to a negative value with the key up. 


The Exciter 
Blocking Circuit 


Also included within the 
keyer unit is a Circuit 
for supplying a blocking 
voltage to the low-level stages of the exciter 
unit. The normal procedure is to feed the 
exciter-blocking voltage, when break-in opera- 
tion is desired, to the grid return of the class 
A amplifier stage which follows the variable- 
frequency oscillator. This exciter-blocking cir- 
cuit is included as a portion of the 70E-8/ 
2E26 exciter described in Chapter Twenty- 
One. 


The blocking circuit requires only a diode, 
one resistor and one capacitor. In the unit 
illustrated the diode consists of the second 
half of the 12AU7 tube with the grid and 
plate strapped together. The waveform of the 
exciter-blocking voltage is illustrated at (2) 
in figure 19. With key up both cathode and 
plate of the diode are at the potential of the 
ungrounded contact of the key—approximate- 
ly -110 volts. 

When the key is closed, the plate of the 
diode is grounded. A heavy current flows 
through the diode in discharging the 0.1-ufd. 
capacitor rapidly. This rapid discharge to zero 
voltage produces a sharp front on the exciter- 
blocking wave. Hence the exciter stages come 
into operation quickly, but the transient gen- 
erated by this sharp waveform dies out before 
energy begins to be delivered by the keyed 
stage. In other words the keying waveform 
lags behind the exciter wn-blocking waveform 
on the “make” of each character. 

When the key is lifted the plate of the 
diode immediately drops to the key potential 
of —110 volts, and the keying wave (wave- 
form (1) of figure 19 cuts off the output 
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from the transmitter. But the blocking-voltage 
waveform falls more slowly since the 0.1-ufd. 
capacitor must be charged through the 1-meg- 
ohm resistor. Hence, on the “break” of each 
character the keying waveform is ahead of the 
blocking waveform. Thus, as far as the out- 
put stage of the transmitter is concerned the 
exciter is operating by the time it is turned 
on and is still operating when it goes off. 
But listening in the receiver one can hear the 
exciter stop operating a fraction of a second 
after the last character has been sent. Thus 
for continuous rapid keying the exciter is heard 
steadily in the receiver. But with slow send- 
ing, or with a slight break in the regularity 
of rapid sending, signals may be heard in the 
receiver on the operating frequency of the 
transmitter. 


Through the use of the 
keyer unit just described 
it is possible to key the 
transmitter without clicks 
or chirps, and still be able to receive signals 
when the key is up. But there are three other 
functions which may or may not be included 
within the overall keying system in the com- 
plete break-in hookup. These are: (1) shorting 
of the receiver input whenever the key is 
closed; (2) automatically blocking the output 
of the receiver when the key is closed; and (3) 
automatic control of the transmitter high-volt- 
age supplies. 


Using the Keyer 
in a Full 
Break-In System 


These three additional possible features ot 
a complete keying system for break-in will be 
discussed in turn. First, it is usually necessary 
to short the antenna input of the receiver 
when a high-power transmitter is in use and 
when a separate antenna is employed for re- 
ceiving. If the receiver input is not shorted 
when the key is closed there is a possibility 
of damage to the receiver as a result of the 
amount of r-f being picked up by the receiving 
antenna. Also likely to occur is blocking of 
the receiver for an interval of several seconds 
after the transmission of the last character. 


Receiver blocking with transmitter keying 
is desirable to eliminate the strong keying 
thump in the phones or loudspeaker. The 
blocking action may be accomplished by means 
of an external unit, or it may be accomplished 
by biasing off the receiver at an appropriate 
point in the circuit. The Collins 75A_ re- 
ceivers have included within the detector cir- 


cuit an arrangement for accomplishing the 
biasing-off action. 

Automatic control of the high-voltage sup- 
plies of the transmitter is a desirable feature 
of a break-in system, especially in the case 
of a high-power transmitter. Through the use 
of such a system (illustrated in figure 11) it 
is necessary only to touch the key for turning 
on all the power supplies in the transmitter. 
The supplies then stay turned on as long as 
the operator is sending steadily. But when he 
pauses for a short period (the period usually 
is adjustable from a fraction of a second to 
10 or 15 seconds) the power supplies auto- 
matically shut down. 


Shorting the The BC-312 and BC- 
Receiver Antenna 342 receivers already 
Terminals have built into them a 


relay for shorting the 
antenna input of the receiver as the transmit- 
ter is keyed. This relay, which is designed to 
operate on 12 volts d.c., may be wired into 
the keying circuit so that it closes whenever 
the key is closed. The coil of this relay may 
be picked up at terminal J of the large plug 
on the front of the receiver, and on one side 
of the SEND-RECEIVE toggle switch at the 
bottom of the front panel. 


Complete Break-In 
Systems 


Shown in figures 20 and 
21 are two alternative 
circuit arrangements for 
accomplishing break-in operation. The circuits 
are basically similar, but offer different features 
and are for use with different types of v-f-o 
arrangements. The circuit at figure 20 is best 
suited for use with a home-constructed v.f.o. 
where it is convenient to get to the grid re- 
turn of the first stage following the oscillator 
tube. In this case the exciter blocking voltage 
is fed to this first r-f stage, while one of the 
higher level stages in the transmitter is screen 
keyed by the keyer unit diagrammed in figure 
19. 

The significant addition included in this 
circuit is the use of a “Millisec” relay (manu- 
factured by Stevens-Arnold, Inc., 22 Elkins 
Street, South Boston, Mass.) to accomplish a 
number of functions in addition to keying the 
transmitter. The relay itself is operated di- 
rectly from the key with the aid of a small 
“A” battery which furnishes 6 volts. The re- 
lay drain is about 40 ma. so the life of the 
battery should be very long. With the key 
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Figure 20. 
SCHEMATIC OF BREAK-IN SYSTEM. 


Ri—330-ohm 1/2-watt resistor 
R2—100,000-ohm potentiometer 

R:s—Manual gain control inside receiver 
Ri—Resistor to positive voltage inside receiver 
K—6-volt type 172 “Millisec’’ relay 

B—6-volt dry-cell battery 


RFC—R-f choke suitable for band in use — Note 
that r-f chokes also are connected in series with 
the key terminals 

(X)—Point where ground return of manual gain 
control inside receiver is broken for connection 
of lead to external circuit 


open, the relay is open, and the receiver op- 
erates normally. When the key is closed a 
number of events occur in sequence: First, 
the moving contact of the relay opens the 
“muting” circuit of the receiver. This circuit 
is connected into the communications receiver 
merely by lifting the ground return of the 
r-f/i-f gain control of the set, and then bring- 
ing out the lead which originally went to 
ground from this point on the potentiometer. 
The resistor R:, which can be mounted ex- 
ternally to the receiver, is then adjusted to a 
point which will allow the receiver gain to 
drop to a very low value when the “muting” 
circuit is in Operation. 

Then when the moving contact of the 
“Millisec” relay closes to the bottom contact 
(at a time about one-thousandth second after 
the key is closed) the receiving antenna is 
effectively shorted to ground. At the same 
time the key terminals of the keyer unit are 
closed. Thus it can be seen that the receiver 
already has been muted and its antenna shorted 
to ground before the emission of a signal 
from the transmitter. But when the key is 
lifted the receiver is placed into operation at 
about the same time that the signal from the 
transmitter is dying out. Hence, the use of 
this circuit may result in the presence of fair- 


ly strong thumps in the phones each time that 
the key is raised. However, by proper adjust- 
ment of the value of R:, and sometimes by 
the addition of a relatively large capacitor 
from ground to the junction of Rs and Ry, it 
usually will be possible to delay the action 
of the muting circuit to a point where serious 
keying thumps will not be heard. 

The circuit of figure 21 is best suited to use 
with a v-f-o unit of the manufactured type 
where it is not practicable or desirable to cut 
into the v-f-o circuit. In this arrangement the 
key is connected to the key terminals of the 
keyer unit and the antenna shorting relay 
is operated by a vacuum tube connected to 
the “BREAK-IN” output signal from the keyer 
unit. One additional triode tube of the 6C5 
or 6J5 type is required for the operation of 
this circuit as compared to those of figure 19 
and figure 20. 

The action of the circuit of figure 21 is as 
follows: When the key is closed the potential 
fed to the grid of the added 6C5 is immediate- 
ly brought up to ground potential. The tube 
conducts quickly and closes the “Millisec” re- 
lay K. When this relay closes the receiver is 
muted and the antenna shorted as before. But 
the added circuit on the shorting relay in this 
case serves to close the normal keying circuit 
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Figure 21. 
ALTERNATIVE BREAK-IN SYSTEM. 


V 
COMMUNICATIONS RECEIVER 


Bt 


Ri—10,000-ohm wire-wound potentiometer 
Ro, Rs, Ri—Same as in figure 20 
R;—3300-ohm 2-watt resistor 

RFC—R-f choke suitable for band in use 
K—18-volt type 172 ‘’Millisec’’ relay 


of the external v.f.o. All this action takes 
place very quickly, and before the screen volt- 
age output of the keyer unit is sufficiently 
high so that the keyed tube is ready to con- 
duct. But the screen voltage output of the 
keyer unit does rise smoothly to the normal 
value so that full output from the transmitter 
is delivered. 

When the key is lifted, the keying voltage 
to the keyed stage drops off normally. But 
due to the delay in the drop off of the voltage 
fed to the external 6C5, the “Millisec’” relay 
remains closed for a moment. With rapid 
keying this relay will remain closed, but it 
will open between words if so adjusted. 

The circuit of figure 21 is somewhat more 
smooth in operation than that of figure 20, 
but is more complex and hence more diff- 
cult to get into operation. The components as- 
sociated with the relay K must be varied until 
the timing between the operation of this relay 
and the operation of the screen-voltage keying 
circuit is proper for smooth and clickless key- 
ing without objectionable thumps in the re- 
ceiver. 


Control of 
the Transmitter 
Plate Supplies 


The operation of the cir- 
cuits of figures 19, 20, and 
21 is based on the assump- 
tion that the transmitter 
plate supplies will be turned on and off 


manually. A key switch on the operating desk 
may be closed to turn on the supplies when- 
ever transmission is started, and the plate 
supplies then may be turned off when a trans- 
mission is completed. But for rapid back-and- 
forth break-in, using the systems mentioned, 
it will be necessary to leave the transmitter 
plate supplies on substantially all the time. 
This is a reasonable method of operation in 
certain cases, especially with a transmitter of 
moderate power. But in the case of a high- 
power transmitter the bleeder power alone on 
the high-voltage supplies becomes an appre- 
ciable power drain. Hence it becomes desirable 
not only that the plate supplies be turned on 
as soon as transmission is begun, but that these 
supplies turn themselves off automatically as 
soon as a certain time interval has elapsed after 
the transmission of the last character. 

One such circuit for accomplishing auto- 
matic control of the transmitter plate supplies 
was illustrated in figure 11 of this chapter. 
An alternative circuit is given in figure 22. 
This circuit is identically the same as that of 
figure 21 except that an additional 12AU7 
tube and a sensitive relay have been added. 
The operation of the 12AU7, which is con- 
nected as a diode feeding a triode, is the same 
as the operation of the circuit which operates 
the “Millisec” relay in figure 21. However, the 
time constant has been increased considerably 
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Figure 22. 


ALTERNATIVE AUTOMATIC-POWER- 
CONTROL CIRCUIT. 


This circuit is a modification of the circuit of 

figure 21, with the automatic-power-control cir- 

cuit added. All circuit details not given are the 
same as in figure 21. 

Ri—4700-ohm 2-watt resistor. Some variation in the 
value of this resistor will be required to obtain 
proper timing of the action of the power-control 
relay, K. Action of this relay may be speeded up 
somewhat, if required, by placing a 20-yfd. 250- 
volt electrolytic capacitor across resistor R:. 

K—2500-ohm s.p.s.t. relay. 


so that the transmitter plate supplies may re- 
main turned on during a normal pause in 
break-in operation of 5 to 10 seconds. 

In the case of any of these circuits for au- 
tomatically controlling the transmitter plate 
supplies, there is a certain amount of delay 
from the first closing of the key until the 
voltages being delivered by the supplies are 
high enough for normal operation of the trans- 
mitter. This means that if one merely starts 
keying without waiting for the plate supplies 
to become fully operative, the first dot or a 
portion of the first dash will not be transmit- 
ted. A very simple method for overcoming 
this condition is available. Simply tap the 
key for a very short dot an instant before 
you begin keying. This short dot due to the 
quick tap on the key will not be transmitted; 
but an instant later you may begin keying 
normally since all the control relays will have 
been operated by the first dot. This quick 
tap before you begin keying soon will become 
automatic in your operating. The timing is 
not at all difficult, since the control relays will 
be heard to close following the short tap, 
giving the signal that the transmitter is ready. 
Similarly, the transmitter control relays will 
be heard to drop out after a period of trans- 


mission. Jt is then obvious and more or less 
automatic to give the key a tap for closing 
the relays before actual keying of the trans- 
mitter is begun. 


Receiving Antennas 
for Break-In 


One of the problems 
associated with break- 
in operation is the 
matter of the receiving antenna. For break-in 
operation on the lower frequency bands, where 
directive antenna arrays are not normally used, 
the normal procedure is to use a separate an- 
tenna for receiving. The receiving antenna 
usually is somewhat smaller than the transmit- 
ting antenna and may consist of a straight 
piece of wire located as far as possible from 
the transmitting antenna. Signal strengths on 
the lower frequencies usually are great enough 
so that a smaller and less efficient antenna 
than that used for transmitting may be used 
for receiving. 

But for operation on the 14-Mc. band and 
above, it usually becomes desirable to use the 
transmitting antenna also for receiving, even 
for break-in operation. This becomes almost 
a necessity when a directive antenna array is 
used for transmitting. One satisfactory system 
for accomplishing the changeover is to tie the 
operation of the antenna changeover relay to 
the operation of the “Millisec” relay at the 
antenna posts of the receiver. A procedure 
such as this will involve a lot of clatter at 
the antenna changeover relay unless the time 
constants of the circuits accomplishing opera- 
tion of the changeover relay are carefully con- 
trolled. But in any event it is mecessary that 
the antenna changeover relay close quickly 
when the key is closed so that no sparking 
will take place at the changeover relay as a 
result of the power emitted by the transmit- 
ter. The opening of the changeover relay 
should be timed so that it will remain closed 
for a word, but will open between words and 
between sentences. Solenoid-type changeover 
relays are not rapid enough in their action, 
and are too noisy, for use with break-in; how- 
ever, the simpler clapper-type of relay has 
proven to be rapid enough. 

An alternative type of control for the 
changeover relay, which has proven satisfac- 
tory for the dx type of break-in operation or 
for traffic break-in where a delay in breaking 
of a few seconds may be tolerated on occasion, 
is to tie the changeover relay into the opera- 
tion of the high-voltage plate supplies. This 
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Figure 23. 
SEND-RECEIVE CIRCUIT FOR PHONE OPERATION. 


Switch S;: changes the receiver from two-wire 


line to coaxial input. The relay K is a standard 


ceramic insulated antenna-changeover relay with a third set of contacts on the center of the 
relay structure for receiver control. 


would require a control circuit such as figure 
11 or figure 22, with the changeover relay 
coil connected across the primary of one of 
the high-voltage transformers. 

When using the above system of break-in 
with a strong received signal, a breaking signal 
usually can be heard on the leads from the 
receiver to the changeover relay, even though 
the antenna is connected to the transmitter. 
When operating with a relatively weak re- 
ceived signal, it will be necessary to pause pe- 
riodically to listen for a breaking signal, thus 
allowing the plate supplies to shut down and 
the changeover relay to connect the antenna to 
the receiver. It has been found desirable in cer- 
tain cases to connect a switch in series with 
a power supply control circuit such as figure 
11 or figure 22, so that the power supplies may 
manually be shut down briefly and the antenna 
changed over for a short listening period. 


Antenna and Control systems for 
Transmitter Control the antenna, for the 
for Phone Operation transmitter, and for 


the receiver at the sta- 


tion using mostly phone operation or using 
c.w. without break-in, are considerably sim- 
pler than those for break-in c-w operation. 
In the main, the conditions of “transmit” and 
“receive” are established in nearly all cases. by 
the operation of a single switch which may 
have either two or three positions. When a 
third position is used it usually is for the 
position where both the transmitter and the 
receiver are inoperative. 

A more or less standard control circuit for 
transmitter, receiver, and antenna changeover 
relay is diagrammed in figure 23. A minimum 
of three relays are required for this system. 
These relays are: the antenna changeover re- 
lay, the main power control relay in the trans- 
mitter, and the receiver control relay. When 
the control switch S: is placed in the transmit 
position, all three relays close more or less 
simultaneously. The antenna changeover fe- 
lay disconnects the antenna from the receiver 
and connects it to the transmitter; the receiver 
control relay disables the receiver and shorts 
the antenna input posts; and the transmitter 
power control relay or relays turn on the ex- 
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citer and apply plate voltage to the transmit- 
ter. 

The Receiver Control Box may best be 
placed at the rear of the receiver, and may 
conveniently be grounded to the receiver 
chassis. An alternate switch has been shown 
as a portion of the receiver control box for 
changing the connections inside the box for 
operation of the receiver from a two-wire line 
instead of operation from coaxial-cable input. 

In many installations it may be found that 
when the SEND-RECEIVE switch is changed 
to the RECEIVE position, the receiver will 
be blocked for an instant by the signal emit- 
ted from the transmitter. This condition is 
the result of the energy stored in the filter 
capacitors of the transmiter. These capaciors 
frequently will hold enough charge so that 
the transmitter will continue to emit a signal 
for a moment after the switch is placed in 
the receive position. Since the receiver input 
is opened and the receiver turned on at the 
same time that the transmitter is turned off, 
this last bit of signal from the transmitter 
may block the receiver. 

If the blocking condition is serious enough 
to cause trouble, the transmitter-receiver-an- 
tenna contro! circuit may be changed over to 
that illustrated in figure 24. In this arrange- 
ment a three-position switch is used for the 
SEND-RECEIVE control. In one position the 
transmitter is turned on and the antenna 
changeover relay is in the transmit position. 
In the center position both the transmitter 
and the receiver are inoperative. And in the 
third position the receiver is turned on. If the 
control switch is consciously stopped in the 
center position when going from TRANSMIT 
to RECEIVE, the blocking condition in the 
receiver can be eliminated. The receiver input 


ANTENNA 


ALTERNATE 
PARALLEL WIRE 


COAX INPUT 
LINE INPUT T 


RECEIVER 


TRANSMITTER 
CONTROL 
RELAY 


RECEIVE BOTH SEND. 
RR << OFF —> 


t 


TO TRANSMITTER 
FILAMENT CIRCUIT 


Figure 24. 


SEND-RECEIVE CIRCUIT 
WITH CENTER OFF POSITION. 


This circuit provides an off position on the 
transmit-receivye switch for disabling both the 
transmitter and the receiver. The balance of 
the circuit is the same as that of figure 23. 


remains shorted, and the receiver is in the in- 
operative condition until the control switch 
is placed in the RECEIVE position. In fact, 
there are switches available on the market 
which have a stop in the center position of 
such a nature that it is necessary to press the 
switch lever twice to go from one extreme 
position to the other extreme. The switch is 
pressed once to go from the SEND to the 
neutral position, then the force is released, 
then the switch is pressed once more to go 
from the neutral to the RECEIVE position. 
The use of a switch of this type will insure 
that an instant’s time delay is allowed, even 
by a guest operator, in going from SEND to 
RECEIVE. 


CHAPTER ELEVEN 


Transmitter Adjustment 


and Loading 


While there are as many different tuning 
procedures as there are types of transmitters, 
there are certain general rules which should 
be followed regardless of the type of transmit- 
ter. Also, there are certain initial checks that 
should be made on a new transmitter regardless 
of the type. A sequence of ten such checks 
is given in the following section. 


11-1 ~=Initial Transmitter 


Tune-Up 


In making the initial adjustments upon a 
new transmitter it is recommended that an 
orderly procedure be followed in checking 
out first the simpler circuits and then pro- 
ceeding to the more complex circuits so that 
it will be known, as soon as difficulties are en- 
countered, that all the simpler circuits are 
Operating properly. It is suggested that the 
following steps be followed, wherein they 
apply, in checking a transmitter for proper 
operation the first time it is tuned up, or for 
that matter, the first time it is operated after 
a long period of inactivity. 


1. Check Filament 
and Heater 
Voltages 


Apply line voltage to the 
transmitter and make 
sure that all the plate 
supplies and bias power 
supplies are completely disconnected from the 


line. Check the filament or heater voltage 
of each tube in the transmitter with a volt- 
meter whose accuracy has been checked. When 
checking a-c voltages it is best to use an in- 
strument of the iron-vane type since rectifier- 
type instruments often drift far out of calibra- 
tion. All filament and heater voltages should 
be checked directly at the socket terminals. 


It is best to adjust filament-transformer 
primary taps and drop resistors (if used) so 
that the filament voltage actually at the socket 
is about 5 per cent above the rated value. This 
procedure is recommended since the line volt- 
age to a transmitter will usually drop from 3 
to 8 per cent when plate power is applied — 
unless, of course, a special low-drop line has 
been run in to operate the transmitter. 

Heater-cathode tubes such as the 6L6, 807, 
2E26 and similar types can be operated over 
a plus or minus 10 per cent range in heater 
voltage above and below the rated value. How- 
ever, it is best to operate tubes of this type 
at least within 5 per cent of the rated voltage. 
Directly-heated or filament tubes such as the 
great majority of transmitting tubes and recti- 
fiers can be operated 5 per cent above or below 
rated voltage but it is best to operate these 
types within a few per cent of the rated value. 
This applies particularly to low-voltage high- 
current tubes such as the Eimac and HK types 
and the RCA 806. This limitation in voltage 
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tolerance applies also to rectifier tubes such 
as the 816, 866A/866, and 872A/872. 


2. Check Control 
Circuits, Plate 
and Bias Supplies 


All control circuits, time- 
delay relays, interlocks, and 
overload provisions should 
be checked to make sure 
that all switches control the circuits they were 
intended to control, and that the transmitter 
is safe to operate with the control provisions 
that have been made. 

No-load voltages of the various plate and 
bias supplies should be checked with a high- 
resistance voltmeter to make sure that these 
voltages are within the expected range, and 
are not excessive for the capacitors being 
used. No-load voltages on plate supplies hav- 
ing a capacitor-input filter can be expected to 
be from 40 to 50 per cent high. No-load volt- 
age output of a supply having a choke-input 
filter, however, should be not more than 
about 10 or 15 per cent above the expected 
operating value. If the voltage output of a 
choke-input power supply does soar, it means 
that the maximum inductance of the input 
swinging choke is not sufficiently high or 
that the value of bleeder resistance used is too 
great. If the voltage output of a choke-input 
supply is excessive with no load the input in- 
ductance must be increased to the critical value 
of R/1000 henries, where R is the value of 
the bleeder resistor. Alternatively, the bleeder 
resistor may be reduced to a value of re- 
sistance such that the above expression is 
satisfied with the input choke in use. The in- 
ductance of a swinging choke can often be in- 
creased by removing some of the material in 
the air gap of the core. This subject is covered 
in Chapter Twenty-five, Power Supplies. 

The easiest way to make a first check on the 
presence of a bleeder of correct value on a 
power supply is to remove completely the 
power plug going to the supply, short one 
of the filter capacitors with an insulated screw- 
driver, remove all output leads from the power 
supply, remove the screwdriver, and check 
for resistance with an ohmmeter across one 
of the filter capacitors. The resistance value 
noted should be the value of the bleeder 
resistor across the power supply. 

Another method of checking bleeder opera- 
tion is to connect a high-resistance voltmeter 
to the supply, apply plate voltage for a moment, 


and then note the rate at which the voltage 
decreases to zero. If the voltage falls very 
gradually after the plate transformer has 
been removed from the line, beware, and wait 
for all the charge to drain from the capacitors, 
as indicated by the voltmeter indication drop- 
ping to zero, before working on the supply. 
Then short the filter capacitors with a screw- 
driver, and apply a clip lead across one of the 
filter capacitors before working on the rewir- 
ing. Do not attempt to drain the charge on 
the filter capacitors of a high-voltage supply 
with a defective bleeder with a screwdriver — 
the resulting outrush of current will certainly 
damage the screwdriver, the procedure is very 
dangerous, and the filter capacitors may be 
damaged. 


3. Check First The first r-f stage in a 
R-F Stage transmitter will normally be 
in Transmitter either a crystal oscillator 

stage or the first tuned stage 
following the v-f-o. The operation of a crystal 
oscillator depends to a great extent upon the 
activity of the crystal, and the activity varies 
widely with different crystals. The oscillator 
should be tuned for the greatest output or low- 
est plate current which will provide strong, 
stable oscillations. An attempt to adjust the 
oscillator for every last milliwatt of output will 
result in the crystal’s not starting “cleanly” each 
time the plate voltage is applied or the key 
is pressed. A receiver or monitor will be re- 
quired for this check, during which a check also 
should be made on the frequency. 

The first time the crystal oscillator is oper- 
ated a check also should be made upon the r-f 
crystal current (unless the oscillator is run 
at very low screen and plate voltages) to 
make sure that it is not excessive at any set- 
ting of the plate tuning capacitor. 

If the first r-f stage in the transmitter is fed 
from a v.f.o. the stage should be excited from 
the v.f.o. and the plate tank tuned to resonance 
with the aid of a dial lamp and a loop of wire, 
or by the grid current indication on the next 
stage. A wavemeter should be used to make 
sure that the stage is being tuned to the 
correct frequency. The plate tank of the stage 
should then be tuned through its full range 
while listening on a receiver to make sure 
that the stage does not self-oscillate at any 
tank capacitor setting. 
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4. Tune Succes- 
sive Stages to 
Resonance 


Each stage following the 
crystal oscillator or v-f-o 
amplifier should then be 
tuned to resonance with 
the aid of a wavemeter and the grid and plate 
milliammeters on the stages. If there are any 
neutralized stages in the chain these should be 
neutralized in accordance with the procedure 
given in Chapter Seven, Generation of R-F 
Energy. Make sure that adequate grid current 
is obtainable on the final amplifier stage on 
each of the bands on which the exciter has 
been designed to operate. The operating cur- 
rents and voltages on grids, plates, and screens 
of each of the exciter stages should be meas- 
ured to make sure that they are within the 
rated values for the tube types concerned. 
If they are not, alter the resistor values in the 
various feed circuits until voltages and currents 
are within ratings. 


5. Neutralize The recommended procedure 
Final Amplifier for amplifier neutralization 

has been covered in Chapter 
Seven. Triode amplifier stages will always re- 
quire neutralization unless the grounded-grid 
or cathode-follower circuit has been used. 
Even then the stage may require neutralization. 
Beam-tetrode and pentode stages will fre- 
quently require neutralization, although neu- 
tralization is less frequently required with 
pentodes than with tetrodes. A very small 
value of neutralizing capacitance will be re- 
quired when neutralizing tetrodes or pentodes. 


6. Operate Final 
Amplifier into 
Dummy Load 


Apply reduced plate volt- 
age to the final amplifier 
and couple the stage to a 
dummy load. Reduced plate 
voltage may be obtained from the final plate 
supply by connecting the primary of the 
transformer for half voltage if the taps are 
available, it may be obtained by running the 
final stage from one of the buffer plate sup- 
plies, or reduced voltage may be obtained 
by connecting a lamp or screw-base heater 
element in series with the primary of the plate 
transformer. 

The dummy load may consist of Ohmite 
Dummy Antenna Resistors, Sprague non-in- 
ductive resistors of appropriate resistance and 
wattage, or it may consist simply of a number 
of ordinary 115-volt lamps. 


When using ordinary 115-volt lamps it 
has been found wise to use somewhat more 
lamp wattage than the expected output of the 
transmitter. If this is not done, difficulty may 
be encountered in the case of high-power trans- 
mitters with dielectric breakdown in the base 
or the stem of the lamp. A hank of nine 100- 
watt lamps connected three in series and three 
groups in parallel has been found to operate 
satisfactorily on a 1-kilowatt transmitter. But 
a single 1000-watt lamp will break down in 
the base after a short period of operation at 
the higher frequencies. 

The coupling to the dummy load should 
be adjusted so that the plate current to the 
stage bears the same ratio to the desired plate 
current as does the test plate voltage to the 
plate voltage at which the stage is to be oper- 
ated (assuming that screen voltage is varied 
along with plate voltage if tetrodes or pentodes 
are being used). When this adjustment has 
been made, full plate voltage may be applied, 
carefully, to the final amplifier stage. When 
all stages seem to be operating correctly, the 
transmitter may be checked for parasitic os- 
cillations. 


7. Checking It is an unusual transmitter 
for Parasitic © which harbors no parasitic os- 
Oscillations cillations when first constructed 
and tested. Hence it is always 
wise to follow a definite procedure in checking 
a new transmitter for parasitic oscillations. 
Parasitic oscillations (as distinguished from 
self-oscillation on the tuned frequency of 
the amplifier) ordinarily occur in two types: 
low-frequency parasitics from 20 to 200 or 
300 kc., and high-frequency parasitics from 
40 to 200 Mc. Low-frequency parasitics can 
easily be detected by the fact that they will 
modulate the carrier frequency of the trans- 
mitter producing strong sidebands, usually 
of rough tone, on either side of the carrier fre- 
quency and spaced from it and from each 
other by the parasitic oscillation frequency. 
Thus if the transmitter carrier is on 14.1 Mc. 
and the parasitic oscillation frequency is 100 
kc. the spurious sidebands will be heard at 
13.9, 14.0, 14.2, 14.3, 14.4 Mc. and so on 
on either side of the carrier. 
High-frequency or v-h-f parasitics on the 
other hand usually cause a roughening of the 
carrier signal of the transmitter but must be 
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tuned in on a v-h-f receiver to be heard. A 
systematic procedure for determining the 
presence or absence of parasitic oscillations 
is given in the following paragraphs. 


a. Tune a communications receiver about 
20 kc. or 30 ke. to one side or the other of the 
carrier frequency of the transmitter. 


b. Apply plate voltage to the stage being 
checked and detune first the plate tank and 
then the grid tank as far either side of reson- 
ance as can be done without exceeding the 
plate dissipation rating of the tube or tubes 
in the stage. It is wise to have a resistor in 
series with the primary of the plate trans- 
former of a high-power amplifier stage so that 
the plate voltage will drop when the plate 
current increases. 


c. If there are no sudden jumps in either 
the grid current or the plate current of the 
stage, and if no spurious signals can be heard 
with any tuning adjustment of the stage on 
the receiver when tuned from the carrier 
to several hundred kilocycles either side, it can 
be assumed that there are no low-frequency 
parasitics present. Also, if the plate and grid 
currents behave in an orderly manner it is 
probable that v-h-f parasitics are not present. 
However, it is still wise to listen on a v-h-f 
receiver covering the range from 28 to per- 
haps 150 Mc. (if such a receiver is available) 
to make sure that parasitics in this frequency 
range are not present. Parasitic oscillations 
can almost always be detected on a v-h-f re- 
ceiver by the fact that their tone will be rough 
and unstable as compared to the clean and 
stable tone that normal harmonics of the car- 
rier frequency will have. 


If parasitic oscillations are found they 
should be eliminated by the procedure dis- 
cussed in Section 11-2 of this chapter. If 
parasitic oscillations are not found, or after 
they have been eliminated, it is then possible 
to apply full power to the transmitter and 
check its modulation or keying while operating 
into the dummy load. 


8. Check Modula- The 
tion or Keying 


transmitter should 
now be operated at full 
power and modulated or 
keyed in the manner normally to be employed. 
Again it is convenient to check for key clicks 
or spurious sidebands under modulation by 


means of a communications receiver tuned 
either to one side or the other of the carrier 
frequency of the transmitter. Further check for 
parasitic oscillations under modulation or 
keying should be made. 


9. Checking on 
Other Bands 


After the transmitter has 
been checked out completely 
with the energy fed into a 
dummy antenna on one band, the dial set- 
tings for all the tuning controls should be 
noted and the transmitter shifted to another 
frequency in another band on which it is de- 
sired to operate. The procedure given before 
should be followed and when. satisfactory 
operation has been obtained on that band 
the dial settings should again be noted and 
operation shifted to another band. After it has 
been determined that satisfactory operation 
can be obtained on all the bands in which it is 
desired to operate the transmitter it is well to 
give the equipment a heat run of moderate 
duration. 


10. Making a 
Heat Run on 
the Equipment 


It is always wise to make a 
short life test or heat run 
on a new transmitter to 
make sure that the oper- 
ating conditions of the transmitter will re- 
main stable over a period of time and to de- 
termine whether or not any components are 
experiencing excessive heating as a result of 
their normal operation. For the first test the 
transmitter should be run for perhaps 10 
minutes into a dummy load — with key down 
if the rig is a c-w transmitter and with about 
60 per cent sine-wave modulation if the 
transmitter is to be used with amplitude 
modulation. After the first 10-minute test the 
transmitter should be shut down, the con- 
nection to the 115-volt line completely sever- 
ed, the filter capacitors shorted with a screw- 
driver, and the various components felt cau- 
tiously with the hand to determine whether or 
not excessive heating has taken place. The 
bleeder resistors should be quite warm (if 
they are not it is possible that they are open) 
but the other components except for occasional 
resistors should not be too hot to touch. 

If the equipment passes the 10-minute run 
without trouble the equipment should be oper- 
ated for about 30 minutes and the check 
again made. After this test the equipment 


HANDBOOK 


Parasitic Oscillations 259 


HARMONIC FREQUENCY CHART 


All Frequencies in Megacycles 


ELEVEN-METER BAND 
26.960 
27.000 
27.100 
27.200 


27.230 
BAND 


3.125 
3.15625 
3.1875 
3.21875 
3.250 
3.28125 
3.3125 
3.34375 
3.375 


Hou WU 


TEN-METER 
3.500 8 
3.53125 
3.5625 
3.59395 
3.625 
3.65625 
3.6875 
3.7125 


RK ARK AD Ds 


6.250 
6.3125 
6.375 
6.4375 
6.50 
6.5625 
6.625 
6.6875 
6.750 


He eae 


7.0 
7.0625 
7.125 
7.1879 
7.25 
7.3125 
7.375 
7.425 


xX KKK KK XK XK 


8.33333 
8.41666 
8.50 


ee eth lett 


PhAaAHhPhA AAD O2BNOOMHA® 


x 
x 
x 
x 
x 
x 
x 
x 
x 
x 
x 
x 
x 
x 
x 
x 


xX XX 


should be left on for about 1 hour. Many com- 
ponents designed for amateur transmitters 
(particularly inexpensive plate transformers 
and chokes) are designed for not more than 
about 1 hour continuous duty. This design 
limitation is usually satisfactory for ama- 
teur operation since an amateur transmitter 1s 
almost invariably standing by a somewhat 
greater percentage of the time than it is 
transmitting. Most components of the size 
usually employed in amateur transmitters will 
reach their ultimate temperature after a con- 
tinuous run of approximately one hour. How- 
ever, if any components show signs of 
dangerous heating (but not actually excessive ) 
it is probably best to operate the transmitter 
again for an additional half-hour period to 
determine whether the component will re- 
main in operation. It is better to find that a 
component is inadequate while testing a trans- 
mitter than to have it break down while the 
equipment is being used in an emergency. 
Transformers and chokes are usually oper- 
ating satisfactorily insofar as heating is con- 
cerned if they are a little too hot to hold 
the hand in contact with after such a period 
of operation. Filter capacitors should remain 
as cool as the ambient temperature of the air 
within the transmitter enclosure. Mica capaci- 
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tors may run warm but certainly not far 
above body temperature. 


Elimination of 
Parasitic Oscillations 


11-2 


Parasitic oscillations in transmitter stages 
are of such varying types, frequencies, and 
amplitudes that it is very difficult to set forth 
a definite procedure to be followed in attempt- 
ing to eliminate them. However, a number of 
general suggestions will be made, and the 
applicability to the particular case at hand 
will have to be determined by the person who 
has tackled the task of parasitic elimination. 


It may be said in general that the presence 
of low-frequency parasitics indicates that some- 
where in the oscillating circuit there is an 
impedance which is high at a frequency in 
the upper audio or low r-f range. This im- 
pedance may include one or more r-f chokes 
of the conventional variety, power supply 
chokes, modulation components, or the high 
impedance may be presented simply by an 
RC circuit such as might be found in the 
screen-feed circuit of a beam-tetrode amplifier 
stage. The presence of low-frequency parasitics 
is easily determined by the method discussed 
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in paragraph 7 of Section 11-1 earlier in this 
chapter. 

The most usual source of low-frequency 
parasitics is the presence of an r-f choke in 
both the grid circuit and plate circuit of an 
amplifier. Hence, if such parasitics are en- 
countered it is best to replace first the grid 
r-f choke by a resistor (or by a tuned circuit 
if the stage is shunt fed) and then the plate 
r-f choke by a resistor, checking in each case 
on both sides of the carrier for some distance 
to determine whether or not the parasitic has 
been eliminated. If this expedient does not 
eliminate the condition, and the stage under 
investigation uses a beam-tetrode tube, nega- 
tive resistance can exist in the screen circuit 
of such tubes. Try larger and smaller screen 
by-pass capacitors to determine whether or not 
they have any effect. If the condition is com- 
ing from the screen circuit an audio choke with 
a resistor across it in series with the screen 
feed lead will often eliminate the trouble. 

Low-frequency parasitic oscillations can 
ofter take place in the audio system of an AM 
transmitter, and their presence will not be 
known until the transmitter is checked on a 
receiver. It is easy to determine whether or 
not the oscillations are coming from the 
modulator simply by switching off the modu- 
lator tubes. If the oscillations are coming from 
the modulator, the stage in which they are 
being generated can be determined by remov- 
ing tubes successively, starting with the first 
speech amplification stage, until the oscillation 
stops. When the stage has been found, 
remedial steps can be taken on that stage. 

If the stage causing the oscillation is a low- 
level speech stage it is possible that the 
trouble is coming from r-f or power-supply 
feedback, or it may be coming about as a fre- 
sult of inductive coupling between two trans- 
formers. If the oscillation is taking place in 
a high-level audio stage, it is possible that 
inductive of capacitive coupling is taking 
place back to one of the low-level speech stages. 
It is also possible, in certain cases, that parasitic 
push-pull oscillation can take place in a 
Class B or Class AB modulator as a result of 
the grid-to-plate capacitance within the tubes 
and in the stage wiring. This condition is 
more likely to occur if capacitors have been 
placed across the secondary of the driver 
transformer and across the primary of the 


modulation transformer to act in the reduc- 
tion of the amplitude of the higher audio 
frequencies. Relocation of wiring or actual 
neutralization of the audio stage in the man- 
ner used for r-f stages may be required. 


In general, however, low-frequency parasitics 
are comparatively easy to find and easy to 
eliminate since their frequency is most fre- 
quently far removed from the carrier fre- 
quency of the transmitter and from any pos- 
sible modulation frequency. 


Elimination of 
V-H-F Parasitic 
Oscillations 


V-h-f parasitic oscillations 
are often difficult to locate 
and quite difficult to elimi- 
nate since their frequency 
often is only moderately above the desired 
frequency of operation. But it may be said 
that v-h-f parasitics always may be eliminated 
if the operating frequency is appreciably be- 
low the upper frequency limit for the tubes 
used in the stage. However, the elimination 
of a persistent parasitic oscillation on a fre- 
quency only moderately higher than the de- 
sired operating frequency will involve a 
sacrifice in either the power output or the 
power sensitivity of the stage, or in both. 


Beam-tetrode stages, particularly those using 
807 type tubes, will almost invariably have 
one or more v-h-f parasitic oscillations unless 
adequate precautions have been taken in ad- 
vance. Many of the units described in the 
constructional section of this edition had 
parasitic oscillations when first constructed. 
But these oscillations were eliminated in each 
case; hence, the expedients used in these 
equipments should be studied. 


Parasitic Oscillations 
with Triodes 


Triode stages are less 
subject to parasitic Os- 
cillations primarily be- 
cause of the much lower power sensitivity 
of such tubes as compared to beam tetrodes. 
But such oscillations can and do take place. 
Usually, however, it is not necessary to in- 
corporate losser resistors as normally is the 
case with beam tetrodes, unless the triodes are 
operated quite near to their upper frequency 
limit, or the tubes are characterized by a 
relatively high transconductance. Triode v-h-f 
parasitic oscillations normally may be elimi- 
nated by adjustment of the lengths and effec- 
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tive inductance of the leads to the elements of 
the tubes. 

In the case of triodes, v-h-f parasitic oscil- 
lations often come about as a result of in- 
ductance in the neutralizing leads. This is 
particularly true in the case of push-pull 
amplifiers. The cure for this effect will usually 
be found in reducing the length of the neutral- 
izing leads and increasing their diameter. 
Both the reduction in length and increase in 
diameter will reduce the inductance of the 
leads and tend to raise the parasitic oscilla- 
tion frequency until it is out of the range 
at which the tubes will oscillate. The use of 
straightforward circuit design with short leads 
will assist in forestalling this trouble at the 
outset. Butterfly-type tank capacitors with 
the neutralizing capacitors built into the unit 
(such as the B&W type) are effective in 
this regard. 

V-h-f parasitic oscillations may take place 
as a result of inadequate by-passing or long 
by-pass leads in the filament, grid-return and 
plate-return circuits. Such oscillations also 
can take place when long leads exist between 
the grids and the grid tuning capacitor or be- 
tween the plates and the plate tuning capacitor. 
The grid and plate leads should be kept 
short, but the leads from the tuning capacitors 
to the tank coils can be of any reasonable 
length insofar as parasitic oscillations are 
concerned. In an amplifier where oscillations 
have been traced to the grid or plate leads, 
their elimination can often be effected by 
making the grid leads much longer than the 
plate leads or vice versa. Sometimes parasitic 
oscillations can be eliminated by using iron or 
nichrome wire for the grid or plate leads, or 
for the neutralizing leads. But in any event 
it will always be found best to make the 
neutralizing leads as short and of as heavy 
conductor as is practicable. 

Small v-h-f tank circuits, consisting of a few 
turns of heavy wire tuned by an APC capaci- 
tor, connected in series with the grid leads 
of an amplifier sometimes will effect a cure. 
This expedient is not desirable, however, since 
such circuits may do an adequate job when 
the amplifier is operated only over a compara- 
tively narrow frequency range. 

In cases where it has been found that in- 
creased length in the grid leads for an ampli- 
fier is required, this increased length can often 
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Figure 1. 
BEAM-TETRODE PARASITIC 
SUPPRESSION. 


Showing the basic circuit for parasitic suppres- 
sion in beam-tetrode r-f amplifier stages. 
The grid and plate parasitic suppressors are 
discussed in the text. Resistor R: is the con- 
ventional grid leak for the stage; R: is the 
current-limiting resistor for the screen circuit. 


be wound into the form of a small coil and 
still obtain the desired effect. Winding these 
small coils of iron or nichrome wire may 
sometimes be of assistance. 


Where beam-tetrode tubes 
are used in the stage which 
has been found to be gen- 
erating the parasitc oscillation, all the fore- 
going suggestions (except those specifically 
related to neutralizing-lead inductance) ap- 
ply in general. However, there are certain ad- 
ditional considerations involved in elimina- 
tion of parasitics from beam-tetrode amplifier 
stages. These considerations involve the facts 
that a beam-tetrode amplifier stage has greater 
power sensitivity than an equivalent triode 
amplifier, such a stage has a certain amount 
of screen-lead inductance which may give rise 
to trouble, and such stages have a small amount 
of feedback capacitance. 

Beam-tetrode stages often will require the 
inclusion of a neutralizing circuit to eliminate 
oscillation on the operating frequency. Such 
neutralizing circuits are discussed in detail in 
Chapter Seven. However, oscillation on the 
operating frequency normally is not called a 
parasitic oscillation, and different measures are 
required to eliminate the condition. 

Basically, parasitic oscillations in beam- 
tetrode amplifier stages fall into two classes: 
cathode-grid-screen oscillations, and cathode- 
screen-plate oscillations. Both these types of 
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oscillation can be eliminated through the use 
of a resistor in the lead between the screen 
by-pass capacitor and the screen lead. But the 
inclusion of such a resistor will result in a 
large energy loss and loss in power sensitivity 
at the operating frequency, and probably 
will result in cathode-grid-plate oscillations. 
So the inclusion of a resistor in series with 
the screen lead of the tube is not recommended. 

However, the grid-screen oscillations may be 
eliminated through the use of a resistor in 
series with the grid of the tube. And the 
screen-plate oscillations may be eliminated 
through the use of a resistor in series with the 
plate lead of the tube. These measures will 
always work. But, the resistor in series with 
the grid will require an increase in driving 
power on the higher frequency bands, so a 
compromise value must be chosen. Normally, 
a resistor between 10 and 22 ohms (make 
sure that this resistor is of the carbon type 
such as an Ohmite or Allen-Bradley) will 
effectively suppress parasitic oscillations of 
the grid-screen variety in all the common 
types of beam-tetrode tubes. The driving 
power will be increased for frequencies above 
about 15 Mc., but not to an extent which 
will require an increase over the normal re- 
serve capability included in the driver for a 
beam-tetrode stage. Also, the dissipation in 
this resistor due to loss of driving power will 
be appreciable at frequencies above perhaps 
25 Mc. So the grid losser resistor should 
be checked for excessive heating from ex- 
Citation energy. 

Screen-plate oscillations always may be 
eliminated through the use of a resistor in 
series with the plate lead. However, the power 
loss in this resistor will become excessive 
at a frequency near the upper frequency 
limit of the tube. The power loss in the me- 
dium-frequency range may be reduced great- 
ly through paralleling the plate losser resistor 
with a small inductor. This is standard practice 
with commercially manufactured parasitic 
suppressors. 

“The parasitic suppressor for the plate cir- 
cuit of a small tube such as an 807, 2E22, 
2E26 or similar type normally may consist of 
a 47-ohm carbon resistor of the 2-watt size 
with 6 turns of No. 18 or No. 20 tinned 
or bare wire wound around the resistor. This 
type of parasitic suppressor normally will run 


cool on the frequency ranges below 15 Mc., 
and will be suitable for operation up to about 
30 Mc. without excessive heating. However, 
for operation on frequencies of 50 Mc. and 
above, special tailoring of the value of the 
resistor and the size of the coil wound around 
it will be required in order to attain satisfac- 
tory parasitic suppression without excessive 
power loss in the parasitic suppressor. 


Parasitic suppressors for larger tubes such 
as the 4-65A, 4E27 series, 813, 4-125A, 
4-250A and such types normally will be re- 
quired to have greater dissipation than can 
be handled by receiver-type carbon resistors. 
Commercial transmitters normally use large 
carbon or “Globar” resistors; when these are 
available they are ideal. But Sprague zon- 
inductive ‘“Koolohm” resistors have been 
found quite satisfactory, and are generally 
available. The resistance value usually will 
fall between 5 and 50 ohms, and the shunt- 
ing coil may have 3 to 6 turns with a diameter 
about twice that of the resistor which it sur- 
rounds. 


11-3 Adjustment of 


Class B, Class C, and 
FM Amplifiers — 


The excitation, tuning, and loading of Class 
C, FM, and Class B amplifiers of the type 
where linearity is not important, is essentially 
the same. The adjustment of Class B linear 
amplifiers is discussed in Section 11-4. 


Plate Circuit 
Tuning 


After an amplifier is completely 
neutralized, reduced plate volt- 
age should be applied before 
any load is coupled to the amplifier. This re- 
duction in plate voltage should be at least 
50 per cent of normal value, because the 
plate current will rise to excessive values 
when the plate tuning capacitor is not adjusted 
to the point of resonance as indicated by the 
greatest dip in reading of the d-c plate cur- 
rent milliammeter. 

With no load, the r-f voltage may be sev- 
eral times as high as when operating under 
conditions of full load; this may result in 
capacitor flashover if normal d-c voltage is 
applied. The no-load plate current at reson- 


HANDBOOK 


\ 


Amplifier Adjustment 263 


ance should dip to roughly 15 per cent of nor- 
mal value. If the plate circuit losses are ex- 
cessive, or if parasitic oscillations are taking 
place, the no-load plate current will be higher. 


The load (antenna or succeeding 
r-f stage) then can be coupled 
to the amplifier under test. The coupling can 
be increased until the plate current at reson- 
ance (greatest dip in plate current meter 
reading) approaches the normal value for 
which the tube is rated. The value at reduced 
plate voltage should be proportionately less 
in order to prevent excessive plate current 
when normal plate voltage is applied. Full 
plate voltage should not be applied to an 
amplifier unless the r-f load also is connected; 
otherwise the tuning capacitors may arc or flash 
over, thereby causing an abnormally high 
plate current which may damage the tube. 
The tuned circuit impedance is lowered when 
the amplifier is loaded, as are the r-f voltages 
across the plate and neutralizing capacitors. 


Loading 


Grid Excitation Excessive grid excitation is 
just as injurious to a vacuum 
tube as abnormal plate current or low fila- 
ment voltage. Too much grid driving power 
will overheat the grid wires in the tube, and 
will cause a release of gas in certain types 
of tubes. An excess of grid drive will not 
appreciably increase the power output and 
can increase the efficiency only slightly. The 
grid current in the tube should not exceed 
the values listed for the type of tube being 
used, and care also should be exercised to 
have the bias voltage low enough to prevent 
flashover in the stem of the vacuum tube. 

Grid excitation usually refers to the actual 
r-f power input to the grid circuit of the 
vacuum tube, part of which is used to drive the 
tube, and part of which is lost in the grid-bias 
supply. There is no way to avoid wasting a 
portion of the excitation power in the bias 
supply. The loss is the same with battery 
bias as with grid-leak bias or power-supply 
bias. 

It is natural that the grid current to an 
amplifier stage should fall off somewhat with 
application of plate voltage, the drop in grid 
current becoming greater as the loading and 
plate current on the stage are increased. If the 
excitation is adjusted for maximum per- 


missible grid current with the tubes loaded, 
this value will be exceeded when the plate 
voltage or load is removed, particularly when 
no grid-leak bias is employed. However, un- 
der these conditions, the grid impedance drops 
to such a low value that the high value of 
grid current represents but little increase 
in power, and there is little likelihood that 
the tube will be damaged unless the grid cur- 
rent increases to more than twice its rated 
maximum for normal (loaded) operation. 
Tuning Under Amplifier stages always should 
Load be tuned for maximum out- 

put. This does not mean that 
the coupling must be adjusted until the stage 
will deliver the maximum power of which 
it is capable, but that the tank tuning capacitor 
always should be adjusted to the setting which 
permits maximum output. If the stage is 
not heavily loaded, this will correspond 
closely to minimum plate current. However, 
if the two do not correspond exactly, the 
stage should be tuned for maximum output 
rather than minimum plate current. If the 
difference is appreciable, especially in that 
amplifier which feeds the antenna, the ampli- 
fier should be redesigned to utilize a higher 
value of tank capacitance. 

Screen-grid tubes never should be oper- 
ated with full screen voltage when the plate 
voltage is removed, as the screen dissipation 
will become excessive and the tube may be 
permanently damaged. Neither should screen- 
grid and beam-tetrode amplifier stages be 
operated with plate voltage applied and with- 
out load since the screen current also will be- 
come very high under such conditions unless 
some provision has been made, such as a fe- 
sistor in the screen series circuit, to limit the 
screen current. 

When all stages are operating properly, the 
filament voltage on the final amplifier tubes 
should be checked with the transmitter oper- 
ating to make sure that it is neither exces- 
sive nor deficient, one being about as bad 
as the other. Unless the line voltage varies 
at least several volts throughout the day, fila- 
ment meters are not required on all stages of 
a multi-stage transmitter. An initial check 
when the transmitter is put into operation 
for the first time is sufficient; after that a 
single filament meter permanently wired 
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across the filament or filaments of the final 
amplifier stage will be sufficient. If the fila- 
ment voltage reads high on that stage, it can 
be assumed to be high on all stages if the 
filament voltages were adjusted correctly in 
the first place. Filament voltage always should 
be measured directly at the tube socket. 


11-4 Adjustment of 
Class B Linear Amplifiers 


The establishment af operating conditions 
and the adjustment of a Class B linear amrli- 
fiers, or of any type of efficiency-modulated 
amplifier, are somewhat more critical than for 
a similar Class C amplifier for one basic rea- 
son: the linear amplifier or efficiency-modu- 
lated amplifier must be linear as an amplifier 
with respect to the parameter which is to 
be varied to effect modulation. Hence, the 
operating value of bias, the amount of excita- 
tion, and the plate circuit loading must be 
approximately at the correct values before 
linear amplification or modulation may be at- 
tained. A Class C modulated amplifier must 
be linear only with respect to plate-voltage 
variation. 


Establishing Operat- 
ing Conditions 


Satisfactory operating 
conditions for use of 
many tube types as Class 
B linear amplifiers are included in the rec- 
ommended operating conditions published 
by tube manufacturers. The RCA HB-3 Tube 
Handbook gives a comprehensive group of 
operating conditions for such RCA tubes as 
are recommended for use as Class B linear 
amplifiers. However, there are many tube 
types which would be suitable for use as a 
Class B linear amplifier for which recom- 
mended operating conditions are not pub- 
lished. Operating conditions for such tube 
types may be determined through use of the 
procedures given in Sections 5-12 and 5-13 
of Chapter Five. Also, Class AB: or AB: audio 
amplifier ratings normally are suitable for use 
with the same tubes as a linear r-f amplifier. 

Basically, a Class B linear amplifier is oper- 
ated at a grid-bias voltage such that with 
excitation removed the plate dissipation of 
the tube will be perhaps 10 to 20 per cent of 
the rated dissipation of the tube. Loading of 
the tube will be approximately twice as heavy 
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Figure 2. 


LINEAR-AMPLIFIER OUTPUT 
WAVEFORMS. 
Showing the carrier envelopes obtained with 
proper and improper adjustment of a Class 
B linear amplifier. 


as with the same tube operating as a Class C 
amplifier. This means that the effective load 
impedance which the tube sees will be about 
one-half the value which would be used if the 
tube were to operate as a Class C amplifier. 
Hence, in order that the loaded Q of the tank 
circuit in the plate circuit of the tube shall be 
15 or higher, approximately twice as much 
tuning capacitance for a specified operating 
frequency will be required —as compared to 
the same tube with the same carrier input 
operating as a Class C amplifier. Thus figure 
20 in Chapter Seven may be used in the case 
of a Class B linear amplifier for a conven- 
tional AM signal, but the tank capacitance 
value obtained from figure 20 should be 
multiplied by 2. However, the peak voltage 
rating required of the tank capacitor will be 
one-half that which would be used for a 
plate-modulated Class C amplifier. 


In the case of a Class B linear amplifier 
which is to be used without carrier for the 
amplification of single-sideband signals, the 
correct value of load impedance may be de- 
termined through use of the calculation pro- 
cedures given in Chapter Five, and then the 
tank circuit capacitance calculated with the 
aid of the equations given in Chapter Seven. 
However, an approximation to the correct 
value of load impedance for a single-sideband 
Class B linear amplifier may be determined as 
follows: (1) Assume a peak power output 
value for the tube. This value will be de- 
termined by the operating conditions chosen, 
and usually will lie between three and five 
times the rated plate dissipation of the tube, 
assuming that the tube will be operated at a 
relatively high plate voltage and that the 
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maximum capabilities of the tube are to be 
used. (2) Assume a peak value of plate volt- 
age swing at maximum output from the stage. 
This value will normally be about 0.9 times 
the operating voltage on the stage. (3) De- 
termine the approximate Ru. for the tube from: 


Ri = (0.9 Eon) */2 Wo pk 


The above is only an approximation, but it is 
of sufficient accuracy to be of value in estab- 
lishing the correct value of tank circuit capaci- 
tance for a specified nominal value of circuit 
loaded Q. The reactance required in the tank 
capacitor or the tank coil at the operating 
frequency then is equal to: Ri/Q:, where 
Qu. is the value of loaded Q desired in the 
tank circuit. 


Adjustment of the 
Linear Amplifier 


An oscilloscope is prac- 
tically a necessity in ad- 
justing a Class B linear 
amplifier, or other type of efficiency-modulated 
amplifier, for proper operating conditions. The 
output signal from the amplifier to be ad- 
justed is coupled to the vertical deflection 
plates of the oscilloscope. Then the horizontal 
sweep oscillator on the oscilloscope is ad- 
justed to a frequency which is appropriate 
for the audio modulation frequency which will 
be used to adjust the amplifier. 

If the amplifier is to be used as a Class B 
linear amplifier of a modulated signal, 100 
per cent modulation is applied to the signal 
which is being fed to the grid of the linear 
amplifier. The audio modulating frequency 
normally will be in the vicinity of 400 cycles 
for the first checks. Then the excitation cou- 
pling, output-circuit loading, and grid-circuit 
swamping are successively adjusted until the 
plate power input to the linear amplifier 
is at the correct value, and the output modu- 
lated wave is a faithful replica of the signal 
being fed to the grid circuit. Watch particular- 
ly for flattening of the tops of the modulated 
wave, and for bright spots at the center of the 
carrier which denote negative-peak clipping. 
Flattening of the tops may be the result of 
insufficient antenna coupling or of insufficient 
swamping of the grid circuit of the amplifier. 
Negative-peak clipping may be the result of 
excessive grid bias or excessive excitation sig- 
nal. After a satisfactory set of adjustments 
has been obtained, removal of the modulation 
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Figure 3. 


SSB LINEAR-AMPLIFIER OUTPUT 
WAVEFORMS. 


With improper adjustment the output en- 
velope from an ssb linear amplifier appears 
similar to the analogous conditions obtained 
with a conventional AM linear amplifier. But 
when operating conditions are correct, with 
a two-tone modulating signal or with carrier 
and one sideband of full amplitude, the en- 
velope has the appearance shown at (A) 
above. 


from the input signal should not cause an 
appreciable change in the plate power input to 
the linear amplifier. 


~The adjustment of a linear amplifier of a 
single-sideband signal may be done in several 
ways. One satisfactory way, when the linear 
amplifier is to be operated relatively con- 
servatively, is to insert a carrier signal in the 
single-sideband exciter of approximately one- 
half the peak output voltage capability of the 
exciter. Then an audio modulating tone of 
about 400 cycles is applied to the ssb ex- 
citer, and the excitation and loading adjust- 
ments to the linear amplifier are made in a 
similar manner to the procedure just discussed 
for a conventional AM signal. 


Another method of adjustment of a linear 
amplifier for single-sideband signals is to 
apply two tones to the exciter, say 1000 
cycles and 600 cycles, so that the difference 
frequency will be about 400 cycles. Then load- 
ing, excitation, and bias to the linear amplifier 
are adjusted until the waveform output of the 
exciter is undistorted in passing through the 
linear amplifier. The envelope of the amplified 
ssb signal should appear as in figure 3. 


Due to the large signal excursions en- 
countered in a Class B linear amplifier of 
single-sideband signals, it is important that 
the bias voltage and plate voltage have good 
regulation, and in the case of a tetrode am- 
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Figure 4. 
ANTENNA COUPLING SYSTEM. 


The harmonic suppressing antenna coupling system illustrated above is for use when the 

antenna transmission line has a low standing-wave ratio, and when the characteristic impedance 

of the antenna transmission line is the same as the nominal impedance of the low-pass 
harmonic-attenuating filter. 


plifier the screen voltage must have extremely 
good regulation. Also, to obtain best linearity 
when using tetrode tubes as ssb linear ampli- 
fiers, it has been found best to operate with a 
gtid bias somewhat less than that which 
would be asked for straight Class B operation. 
The tube manual values specified for Class 
AB: or Class AB: operation as an audio ampli- 
fier have proven most satisfactory for linear 
operation. of tetrode tubes as single-sideband 
amplifiers. 


11-5 Coupling to the 


Antenna System 


When coupling an antenna feed system to 
a transmitter the most important considerations 
are as follows: (1) means should be provided 
for varying the load on the amplifier; (2) the 
two tubes in a push-pull amplifier should be 
equally loaded; (3) the load presented to 
the final amplifier should be resistive (non- 
reactive) in character; and (4) means should 
be provided to reduce harmonic coupling be- 
tween the final amplifier plate tank circuit and 
the antenna or antenna transmission line to an 
extremely low value. 


The Transmitter- 
Loading Problem 


The problem of coupling 
the power output of a 
high-frequency or  v-h-f 
transmitter to the radiating portion of the 
antenna system has been materially compli- 
cated by the virtual necessity for eliminating 
interference to TV _ reception. However, the 
TVI-elimination portion of the problem may 
always be accomplished by adequate shielding 
of the transmitter, by filtering of the control 
and power leads which enter the transmitter 
enclosure, and by the inclusion of a harmonic- 
attenuating filter between the output of the 


transmitter and the antenna system. Methods 
for eliminating TVI are discussed in detail in 
Chapter Seventeen. 

Although TVI may be eliminated through 
inclusion of a filter between the output of a 
shielded transmitter and the antenna system, 
the fact that such a filter must be included 
in the link between transmitter and antenna 
makes it necessary that the transmitter-load- 
ing problem be re-evaluated in terms of the 
necessity for inclusion of such a filter. 

Harmonic-attenuating filters are discussed 
in detail in Chapter Seventeen, but there is 
one characteristic of such filters that is per- 
tinent to this discussion: harmonic-attenuating 
filters must be operated at an impedance level 
which is close to their design value; hence, 
they must operate zvto a resistive termination 
substantially equal to the characteristic im- 
pedance of the filter. If such filters are oper- 
ated into an impedance which is not resistive 
and approximately equal to their characteristic 
impedance: (1) the capacitors used in the 
filter sections will be subjected to high peak 
voltages and may be damaged, (2) the har- 
monic-attenuating properties of the filter will 
be decreased, and (3) the impedance at the 
input end of the filter will be different from 
that seen by the filter at the load end (except 
in the case of the half-wave type of filter). 
Hence it is important that the filter be in- 
cluded in the transmitter-to-antenna circuit at 
a point where the impedance is close to the 
nominal value of the filter, and at a point 
where this impedance is likely to remain 
fairly constant with variations in frequency. 


Block Diagrams of 
Transmitter-to-Antenna 
Coupling Systems 


There are two basic 
arrangements which 
include all the pro- 
visions required in 
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Figure 5. 
ANTENNA COUPLING SYSTEM. 


The antenna coupling system illustrated above 


is for use when the antenna transmission 


line does not have the same characteristic impedance as the TVI filter, and when the standing- 
wave ratio on the antenna transmission line may or may not be low. 


the transmitter-to-antenna coupling system, and 
which permit the harmonic-attenuating filter 
to be placed at a position in the coupling 
system where it can be operated at an im- 
pedance level close to its nominal value. These 
arrangements are illustrated in block-diagram 
form in figures 4 and 5. 

The arrangement of figure 4 is recommend- 
ed for use with a single-band antenna system, 
such as a dipole or a rotatable array, wherein 
an impedance matching system is included 
within or adjacent to the antenna. The feed 
line coming down from the antenna system 
should have a characteristic impedance equal 
to the nominal impedance of the harmonic 
filter, and the impedance matching at the an- 
tenna should be such that the standing-wave 
ratio on the antenna feed line is less than 
2 to 1 over the range of frequency to be fed to 
the antenna. Such an arrangement may be used 
with open-wire line, ribbon or tubular line, 
or with coaxial cable. The use of coaxial cable 
is to be recommended, but in any event the 
impedance of the antenna transmission line 
should be the same as the nominal impedance 
of the harmonic filter. The arrangement of 
figure 4 is more or less standard for com- 
mercially manufactured equipment for ama- 
teur and commercial use in the h-f and v-h-f 
range. 

The arrangement of figure 5 merely adds 
an antenna coupler between the output of the 
harmonic attenuating filter and the antenna 
transmission line. The antenna coupler will 
have some harmonic-attenuating action, but its 
main function is to transform the impedance 
at the station end of the antenna transmission 
line to the nominal value of the harmonic 
filter. Hence the arrangement of figure 5 is 
more general than the figure 4 system, since 
the inclusion of the antenna coupler allows 
the system to feed an antenna transmission 


line of any reasonable impedance value, and 
also without regard to the standing-wave ratio 
which might exist on the antenna transmission 
line. Antenna couplers are discussed in a 
following section. 


Output Coupling It will be noticed by refer- 
Adjustment ence both to figure 4 and 
figure 5 that a box labeled 
“Coupling Adjustment” is included in the 
block diagram. Such an element is necessary 
in the complete system to afford an adjust- 
ment in the value of load impedance pre- 
sented to the tubes in the final amplifier stage 
of the transmitter. The impedance at the input 
terminal of the harmonic filter is established 
by the antenna, through its matching system 
and the antenna coupler if used. At any event 
the impedance at the input terminal of the 
harmonic filter should be very close to the 
nominal impedance of the filter. Then the 
“Coupling Adjustment” provides a means for 
transforming this impedance value to the cor- 
rect operating value of load impedance which 
should be presented to the final amplifier stage. 
There are two common ways for accom- 
plishing the antenna coupling adjustment, as 
illustrated in figures 6 and 7. Figure 6 shows 
the variable-link arrangement most commonly 
used in home-constructed equipment, while 
the pi-network coupling arrangement com- 
monly used in commercial equipment is il- 
lustrated in figure 7. Either method may be 
used, and each has its advantages. 


Variable-Link 
Coupling 


The variable-link method 1il- 
lustrated in figure 6 has the 
advantage that standard man- 
ufactured components may be used with no 
changes. However, for greatest bandwidth of 
operation of the coupling circuit, the reactance 
of the link coil, L, and the reactance of the 
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TUNED-LINK OUTPUT CIRCUIT. 
Capacitor C should be adjusted so as to tune out the inductive reactance of the coupling link, 
L. Loading of the amplifier then is varied by physically varying the coupling between the 
plate tank of the final amplifier and the antenna coupling link. 


link tuning capacitor, C, should both be be- 
tween 3 and 4 times the nominal load im- 
pedance of the harmonic filter. This is to say 
that the inductive reactance of the coupling 
link L should be tuned out or resonated by 
capacitor C, and the operating Q of the L-C 
link circuit should be between 3 and 4. If the 
link coil is not variable with respect to the 
tank coil of the final amplifier, capacitor C 
may be used as a loading control; however, 
this system is not recommended since its use 
will require adjustment of C whenever a fre- 
quency change is made at the transmitter. If 
L and C are made resonant at the center of a 
band, with a link circuit Q of 3 to 4, and 
coupling adjustment is made by physical ad- 
justment of L with respect to the final amplifier 
tank coil, it usually will be possible to operate 
over an entire amateur band without change in 
the coupling system. Capacitor C normally may 
have a low voltage rating, even with a high 
power transmitter, due to the low Q and low 
impedance of the coupling circuit. 


Pi-Network 
Coupling 


The pi-network coupling system 
offers two advantages: (1) a 
mechanical coupling variation is 
not required to vary the loading of the final 
amplifier, and (2) the pi network (if used 
with an operating Q of about 15) offers with- 
in itself a harmonic attenuation of 40 db or 
more, in addition to the harmonic attenuation 
provided by the additional harmonic attenuat- 
ing filter. Some commercial equipments (such 
as the Collins amateur transmitters) incor- 
porate an L network in addition to the pi 
network, for accomplishing the impedance 
transformation in two steps and to provide 
additional harmonic attenuation. The design of 


L and pi matching networks is discussed in 
detail in Section 7-10 of Chapter Seven. 


Tuning the 
Pi-Section Coupler 


Tuning of a pi-network 
coupling circuit such as 
illustrated in figure 7 is 
accomplished in the following manner: First 
remove the connection between the output of 
the amplifier and the harmonic filter (load). 
Tune C: to a capacitance which is large for 
the band in use, adding suitable additional 
capacitance by switch S if operation is to be 
on one of the lower frequency bands. Apply 
reduced plate voltage to the stage and dip to 
resonance with C:. It may be necessary to vary 
the inductance in coil L, but in any event 
resonance should be reached with a setting of 
C: which is approximately correct for the de- 
sired value of operating Q of the pi network 
(refer to Section 7-10 for a discussion of 
operating Q of a pi network). 


Then couple the load to the amplifier 
(through the harmonic filter), apply. reduced 
plate voltage again and dip to resonance with 
C.. If the plate current dip with load is too low 
(taking into consideration the reduced plate 
voltage), decrease the capacitance of C» and 
again dip to resonance, repeating the procedure 
until the correct value of plate current is ob- 
tained with full plate voltage on the stage. 
There should be a relatively small change re- 
quired in the setting of C: (from the original 
setting of C: without load) if the operating 
Q of the network is correct and if a large 
value of impedance transformation is being 
employed — as would be the case when trans- 
forming from the plate impedance of a single- 
ended output stage down to the 50-ohm im- 
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Figure 7. 
PI-NETWORK ANTENNA COUPLER. 


The design of pi-network output circuits is discussed in Chapter Seven. The additional output- 

end shunting capacitors selected by switch S are for use on the lower frequency ranges. 

Inductor L; may be selected by a tap switch, it may be continuously variable, or plug-in 
inductors may be used. 


pedance of the usual harmonic filter and its 
subsequent load. 

In a pi network of this type the harmonic 
attenuation of the section will be adequate 
when the correct value of C: and L are being 
used, and when the resonant dip in C: is sharp. 
If the dip in C: is broad, or if the plate cur- 
rent persists in being too high with C: at 
maximum setting, it means that a greater value 
of capacitance is required at C:— assuming 
that the values of C: and L are correct. 


11-6 Antenna Couplers 


As stated in the previous section, an an- 
tenna coupler is not required when the im- 
pedance of the antenna transmission line is 
the same as the nominal impedance of the 
harmonic filter, assuming that the antenna 
feed line is being operated with a low stand- 
ing-wave ratio. (Matching the antenna to the 
feed line is discussed in detail in Chapter 
Thirteen.) However, there are many cases 
where it is desirable to feed a multi-band an- 
tenna from the output of the harmonic filter, 
where a tuned line is being used to feed the 
antenna, or where a long wire without a 
separate feed line is to be fed from the output 
of the harmonic filter. In such cases an an- 
tenna coupler is required. 


Some harmonic attenuation will be provided 
by the antenna coupler, particularly if it is 
well shielded. In certain cases when a pi net- 
work is being used at the output of the trans- 
mitter, the addition of a shielded antenna 


coupler will provide sufficient harmonic atten- 
uation. But in all normal cases it will be neces- 
sary to include a harmonic. filter between the 
output of the transmitter and the antenna 
coupler. When an adequate harmonic filter 
is being used, it will not be necessary in 
normal cases to shield the antenna coupler, 
except from the standpoint of safety or con- 
venience. 


Function of an 
Antenna Coupler 


The function of the anten- 
na coupler is, basically, to 
transform the impedance of 
the antenna system being used to the correct 
value of resistive impedance for the harmonic 
filter, and hence for the transmitter. Thus the 
antenna coupler may be used to resonate 
the feeders or the radiating portion of the 
antenna system, in addition to its function of 
impedance transformation. 


It is important to remember that there is 
nothing that can be done at the antenna 
coupler which will eliminate standing waves 
on the antenna transmission line. Standing 
waves are the result of reflection from the 
antenna, and the coupler can do _ nothing 
about this condition. However, the antenna 
coupler can resonate the feed line (by intro- 
ducing a conjugate impedance) in addition 
to providing an impedance transformation. 
Thus, a resistive impedance of the correct 
value can be presented to the harmonic filter, 
as in figure 5, regardless of any reasonable 
standing-wave ratio on the antenna transmis- 
sion line. 
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Figure 8. 
ALTERNATIVE ANTENNA-COUPLER CIRCUITS. 


Plug-in coils, one or two variable capacitors of the split-stator variety, and a system of 

switches or plugs and jacks may be used in the antenna coupler to accomplish the feeding 

of different types of antennas and antenna transmission lines from the coaxial input line from 

the transmitter or from the antenna changeover relay. Link L should be resonated with 

capacitor C at the operating frequency of the transmitter so that the harmonic filter will 
operate into a resistive load impedance of the correct nominal yalue. 


atin tee RSH ote 
PI-NETWORK 
ANTENNA COUPLER. 
HARMONIC An arrangement such as_ illus- 
FILTER RELAY 


trated above is convenient for feed- 

ing an end-fed Hertz antenna, or a 

random length of wire for portable 

or emergency operation, from the 

nominal value of impedance of 
the harmonic filter. 
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Figure 10. 
CIRCUIT OF A PRACTICAL ANTENNA COUPLER. 


This arrangement includes the antenna changeover relay, an antenna selector switch, and a 

universal-type antenna coupler. The tuned circuit of the antenna coupler is not in the circuit 

in the receive position of the changeover relay. Capacitor C: serves to tune out the inductive 
reactance of the coupling link. 


Types of All usual types of antenna 
Antenna Couplers couplers fall into two clas- 

sifications: (1) inductively 
coupled resonant systems as exemplified by 
those shown in figure 8, and (2) conductively 
coupled pi-network systems such as shown in 
figure 9. The inductively-coupled system is 
much more commonly used, since it is con- 
venient for feeding a balanced line from the 
coaxial output of the usual harmonic filter. 


The pi-network system is most useful for feed- 
ing a length of wire from the output of a 
transmitter. 

Several general methods for using the in- 
ductively-coupled resonant type of antenna 
coupler are illustrated in figure 8. The 
coupling between the link coil L and the 
main tuned circuit need not be _ variable; 
in fact it is preferable that the correct link 
size and placement be determined for the 
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Figure 11. 
COAXIAL-TYPE ANTENNA COUPLER. 


This arrangement differs from that of figure 10 in that a coaxial changeover relay is used, 
coaxial line is used from the coupler to the receiver, and the tuned circuit of the coupler is 
in the circuit for receiving as well as trafAsmitting. 
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tank coil which will be used for each band, 
and then that the link be made a portion of 
the plug-in coil. Capacitor C then can be 
adjusted to a pre-determined value for each 
band such that it will resonate with the link 
coil for that band. The reactance of the 
link coil (and hence the reactance of the 
capacitor setting which will resonate the coil) 
should be about 3 or 4 times the impedance 
of the transmission line between the antenna 
coupler and the harmonic filter, so that the 
link coupling circuit will have an operating 
Q of 3 or 4. The use of capacitor C to resonate 
with the inductance of the link coil L will 
make it easier to provide a low standing-wave 
ratio to the output of the harmonic filter, sim- 
ply by adjustment of the antenna-coupler tank 
circuit to resonance. If this capacitor is not 
included, the system still will operate satis- 
factorily, but the tank circuit will have to be 
detuned slightly from resonance so as to can- 
cel the inductive reactance of the coupling 
link and thus provide a resistive load to the 
output of the harmonic filter. Variations in 
the loading of the final amplifier should be 
made by the coupling adjustment at the final 
amplifier, not at the antenna coupler. 

The pi-network type of antenna coupler, as 
shown in figure 9, is useful for certain applica- 
tions, but is primarily useful in feeding a 
single-wire antenna from a _ low-impedance 
transmission line. In such an application the 
operating Q of the pi network may be some- 
what lower than that of a pi network in the 
plate circuit of the final amplifier of a 
transmitter, as shown in figure 7. An oper- 
ating Q of 3 or 4 in such an application will 
be found to be adequate, since harmonic at- 
tenuation has been accomplished ahead of 
the antenna coupler. However, the circuit will 
be easier to tune, although it. will not have 
so great a bandwidth, if the operating Q is 
made _ higher. 

Three complete antenna couplers are illus- 
trated in figures 10, 11, and 12. The circuit 
of figure 10 is for use with twin-line feed 
from the antenna coupler to the receiver, and 
does not feed the received signal through 
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ALTERNATIVE COAXIAL ANTENNA 
COUPLER. 


This circuit is recommended not only as being 
most desirable when coaxial lines with low 
s.w.r. are being used to feed antenna systems 
such as rotatable beams, but when it also is 
desired to feed through open-wire line to some 
sort of multi-band antenna for the lower fre- 
quency ranges. The tuned circuit of the an- 
tenna coupler is operative only when using the 
open-wire feed, and then it is in operation 
both for transmit and receive. 


the antenna tuning network. This is desirable 
in that it allows the receiver to be tuned over 
a wide range of frequencies without adjustment 
of the antenna coupler. On the other hand, 
best impedance matching between the an- 
tenna transmission line and the input of the 
receiver is not provided. 

The alternative arrangement shown in 
figure 11 utilizes a coaxial feed line to the 
receiver, and feeds the received signal through 
the antenna tuning network, when the net- 
work is being used. An alternative arrange- 
ment would be to use the antenna coupling 
tank circuit only when feeding the coaxial out- 
put of the transmitter to the open-wire feed 
line (or similar multi-band antenna) of the 
40-80 meter antenna. The coaxial lines to the 
10-meter beam and to the 20-meter beam 
would be fed directly from the output of the 
coaxial antenna changeover relay through 
switch S. Such an arrangement is illustrated 
in figure 12. 


CHAPTER TWELVE 


Radiation, Propagation, 


and Transmission Lines 


Radio waves are electromagnetic waves 
similar in nature but much lower in frequency 
than light waves or heat waves. Such waves 
represent electric energy traveling through 
space. Radio waves travel in free space with 
the velocity of light and can be reflected and 
refracted much the same as light waves. 


12-1 Radiation from an 


Antenna 


Alternating current passing through a 
conductor creates an alternating electromag- 
netic field around that conductor. Energy 
is alternately stored in the field, and then 
returned to the conductor. As the frequency 
is raised, more and more of the energy does 
not return to the conductor, but instead is 
radiated off into space in the form of electro- 
magnetic waves, called radio waves. Radiation 
from a wire, or wires, is materially increased 
whenever there is a sudden change in the 
electrical constants of the line. These sudden 
changes produce reflection, which places 
standing waves on the line. 

When a wire in space is fed radio fre- 
quency energy having a wavelength of approxi- 
mately 2.1 times the length of the wire in 
meters, the wire resonates as a half-wave dipole 


antenna at that wavelength or frequency. The 
greatest possible change in the electrical con- 
stants of a line is that which occurs at the 
open end of a wire. Therefore, a dipole has 
a great mismatch at each end, producing a 
high degree of reflection. We say that the 
dipole is terminated in an infinite impedance 
(open circuit). 

A returning wave which has been reflected 
meets the next incident wave, and the voltage 
and current at any point along the antenna 
are the vector sum of the two waves. At 
the ends of the dipole, the voltages add, 
while the currents of the two waves cancel, 
thus producing high voltage and low current 
at the ends of the dipole or half-wave section 
of wire. In the same manner, it is found that 
the currents add while the voltages cancel at the 
center of the dipole. Thus, at the center there is 
high current but low voltage. 

Inspection of figure 1 will show that the 
current in a dipole decreases sinusoidally 
towards either end, while the voltage similarly 
increases. The voltages at the two ends of the 
antenna are 180° out of phase, which means 
that the polarities are opposite, one being plus 
while the other is. minus at any instant. A 
curve representing either the voltage or cur- 
rent on a dipole represents a standing wave 
on the wire. 
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Figure 1. 


STANDING WAVES ON A RESONANT 
ANTENNA. 


Radiation from Radiation can and does take 
Sources other place from sources other 
than Antennas than antennas. Undesired 

radiation can take place 
from open-wire .transmission lines, both from 
single-wire lines and from lines comprised 
of more than one wire. In addition, radia- 
tion can be made to take place in a very 
efficient manner from electromagnetic horns, 
from plastic lenses or from electromagnetic 
lenses made up of spaced conducting planes, 
from slots cut in a piece of metal, from 
dielectric wires, or from the open end of a 
wave guide. 


Directivity of 
Radiation 


The radiation from any phys- 
ically practicable radiating 
system is directive to a certain 
degree. The degree of directivity can be en- 
hanced or altered when desirable through 
the combination of radiating elements in a 
prescribed manner, through the use of re- 
flecting planes or curved surfaces, or through 
the use of such systems as mentioned in the 
preceding paragraph. The construction of di- 
rective antenna arrays is covered in detail in 
the chapters which follow. 

Polarization Like light waves, radio waves 
can have a definite polariza- 
tion. In fact, while light waves ordinarily 
have to be reflected or passed through a 
polarizing medium before they have a definite 
polarization, a radio wave leaving a simple 
radiator will have a definite polarization, the 
polarization being indicated by the orienta- 
tion of the electric-field component of the 
wave. This, in turn, is determined by the 


orientation of the radiator itself, as the mag- 
netic-field component is always at right angles 
to a linear radiator, and the electric-field com- 
ponent is always in the same plane as the 
radiator. Thus we see that an antenna that is 
vertical with respect to the earth will transmit 
a vertically polarized wave, as the electrostatic 
lines of force will be vertical. Likewise, a 
simple horizontal antenna will radiate hori- 
zontally polarized waves. 


Because the orientation of a simple linear 


radiator is the same as the polarization of the | 


waves emitted by it, the radiator itself is 
referred to as being either vertically or 
horizontally polarized. Thus, we say that a 
horizontal antenna is horizontally polarized. 


Figure 2A illustrates the fact that the polar- 
ization of the electric field of the radiation 
from a vertical dipole is vertical. Figure 2B, on 
the other hand, shows that the polarization 
of electric-field radiation from a vertical slot 
radiator is horizontal. This fact has been 
utilized in certain commercial FM antennas 
where it is desired to have horizontally polar- 
ized radiation but where it is more convenient 
to use an array of vertically stacked slot 
arrays. If the metallic sheet is bent into a 
cylinder with the slot on one side, substantially 
omnidirectional horizontal coverage is ob- 
tained with horizontally-polarized radiation 
when the cylinder with the slot in one side 
is oriented vertically. An arrangement of 
this type is shown in figure 2C. Several such 
cylinders may be stacked vertically to reduce 
high-angle radiation and to concentrate the 
radiated energy at the useful low radiation 
angles. 


In any event the polarization of radiation 
from a radiating system is parallel to the elec- 
tric field as it is set up inside or in the 
vicinity of the radiating system. 


12-2 General Character- 
istics of Antennas 


All antennas have certain general character- 
istics to be enumerated. It is the result of 
differences in these general characteristics 
which makes one type of antenna system most 
suitable for one type of application and an- 
other type best for a different application. Six 
of the more important characteristics are: (1) 
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Antenna Characteristics 


Figure 2. . 
ANTENNA POLARIZATION. 


The polarization (electric field) of 

the radiation from a resonant dipole Ny 
such as shown at (A) above is 2 
parallel to the length of the radia- 
tor. In the case of a resonant slot 
cut in a sheet of metal and used 
as a radiator, the polarization (of 
the electric field) is perpendicular 
to the length of the slot. In both 
cases, however, the polarization of 
the radiated field is parallel to the 
potential gradient of the radiator; 
in the case of the dipole the electric 
lines of force are from end to end, 
while in the case of the slot the 
field is across the sides of the slot. 
The metallic sheet containing the 
slot may be formed into a cylinder 
to make up the radiator shown at 
(C). With this type of radiator the 
radiated field will be horizontally 
polarized even though the radiator 

is mounted vertically. 
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polarization, (2) radiation resistance, (3) 
horizontal directivity, (4) vertical directivity, 
(5) bandwidth, and (6) effective power gain. 

The polarization of an antenna or radiating 
system is the direction of the electric field 
vector and has been defined in Section 12-1. 

The radiation resistance of an antenna sys- 
tem is normally referred to the feed point in 
an antenna fed at a current loop, or it is re- 
ferred to a current loop in an antenna system 
fed at another point. The radiation resistance 
is that value of resistance which, if inserted 
in series with the antenna at a current loop, 
would dissipate the same energy as is actually 
radiated by the antenna if the antenna current 
at the feed point were to remain the same. 

The horizontal and vertical directivity can 
best be expressed as a directive pattern which 
is a graph showing the relative radiated field 
intensity against azimuth angle for horizontal 
directivity and field intensity against elevation 
angle for vertical directivity. 

The bandwidth of an antenna is a measure 
of its ability to operate within specified limits 
over a range of frequencies. Bandwidth can 
be expressed either “operating frequency plus- 
or-minus a specified per cent of operating fre- 
quency” or “operating frequency plus-or-minus 
a specified number of megacycles” for a cer- 
tain standing-wave-ratio limit on the trans- 
mission line feeding the antenna system. 

The effective power gain or directive gain 
of an antenna is the ratio between the power 


required in the specified antenna and the 
power required in a reference antenna (usually 
a half-wave dipole) to attain the same field 
strength in the favored direction of the an- 
tenna under measurement. Directive gain may 
be expressed either as an actual power ratio, 
or as is more common, the power ratio may 
be expressed in decibels. 


Physical Length 
of a Half-Wave 
Antenna 


If the cross section of the 
conductor which makes up 
the antenna is kept very 
small with respect to the 
antenna length, an electrical half wave is a 
fixed percentage shorter than a physical half- 
wavelength. This percentage is approximately 
5 per cent. Therefore, most linear half-wave 
antennas are close to 95 per cent of a half wave 
long physically. Thus, a half-wave antenna 
resonant at exactly 80 meters would be one- 
half of 0.95 times 80 meters in length. An- 
other way of saying the same thing is that a 
wire resonates at a wavelength of about 2.1 
times its length in meters. If the diameter of 
the conductor begins to be an appreciable frac- 
tion of a wavelength, as when tubing is used 
as a v-h-f radiator, the factor becomes slightly 
less than 0.95. For the use of wire and not 
tubing on frequencies below 30 Mc., however, 
the figure of 0.95 may be taken as accurate. 
This assumes a radiator removed from sur- 
rounding objects, and with no bends. 
Simple conversion into feet can be ob- 
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tained by using the factor 1.56. To find the 
physical length of a half-wave 80-meter an- 
tenna, we multiply 80 times 1.56, and get 
124.8 feet for the length of the radiator. 

It is more common to use frequency than 
wavelength when indicating a specific spot in 
the radio spectrum. For this reason, the rela- 
tionship between wavelength and frequency 
must be kept in mind. As the velocity of radio 
waves through space is constant at the speed 
of light, it will be seen that the more waves 
that pass a point per second (higher fre- 
quency), the closer together the peaks of 
those waves must be (shorter wavelength). 
Therefore, the higher the frequency the lower 
the wavelength. 

A radio wave in space can be compared to 
a wave in water. The wave, in either case, has 
peaks and troughs. One peak and one trough 
constitute a full wave, or one wavelength. 

Frequency describes the number of wave 
cycles or peaks passing a point per second. 
Wavelength describes the distance the wave 
travels through space during one cycle or 
oscillation of the antenna current; it is the 
distance in meters between adjacent peaks 
or adjacent troughs of a wave train. 

As a tadio wave travels 300,000,000 meters 
a second (speed of light), a frequency of 1 
cycle per second corresponds to a wavelength 
of 300,000,000 meters. So, if the frequency is 
multiplied by a million, the wavelength must 
be divided by a million, in order to maintain 
their correct ratio. 

A frequency of 1,000,000 cycles per second 
(1,000 kc.) equals a wavelength of 300 
meters. Multiplying frequency by 10 and 
dividing wavelength by 10, we find: a fre- 
quency of 10,000 kc. equals a wavelength of 
30 meters. Multiplying and dividing by 10 
again, we get: a frequency of 100,000 kc. 
equals 3 meters wavelength. Therefore, to 
change wavelength to frequency (in kilo- 
cycles), simply divide 300,000 by the wave- 
length in meters (A). 
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Now that we have a simple conversion 
formula for converting wavelength to fre- 
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Figure 3. 


CHART SHOWING SHORTENING 

OF A RESONANT ELEMENT IN 

TERMS OF RATIO OF LENGTH 
TO DIAMETER. 


The use of this chart is based on the basic 
formula where radiator length in feet is 
equal to 468/frequency in Mc. This formula 
applies on frequencies below perhaps 30 Mc. 
when the radiator is made from wire. On 
higher frequencies, or on 14 and 28 Mc. when 
the radiator is made of large-diameter tubing, 
the radiator is shortened from the value ob- 
tained with the above formula by an amount 
determined by the ratio of length to diameter 
of the radiator. The amount of this shortening 
is obtainable from the chart shown above. 


quency and vice versa, we can combine it with 
our wavelength versus antenna length formula, 
and we have the following: 

Length of a half-wave radiator made from 
wire (no. 14 to no. 10): 


3.5-Mc. to 30-Mc. bands 


468 
Length in feet = —————— 
Freq. in Mc. 
50-Mc. band 
460 
Length in feet = —————— 
Freq. in Mc. 
5600 
Length in inches = ————— 
Freq. in Mc. 
144-Mc. band 
5500 
Length in inches = ————— 
Freq. in Mc. 


When a half-wave radi- 
ator is constructed from 
tubing or rod whose 
diameter is an appreciable fraction of the 


Length-to-Diameter 
Ratio 
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Antenna Resonance 


length of the radiator, the resonant length 
of a half-wave antenna will be shortened. The 
amount of shortening can be determined with 
the aid of the chart of figure 3. In this chart 
the amount of additional shortening over the 
values given in the previous paragraph is 
plotted against the ratio of the length to the 
diameter of the half-wave radiator. 


The length of a wave in free space is some- 
what longer than the length of ah antenna for 
the same frequency. The actual free-space 
wavelength is given by the following expres- 
sions: 


492 
Wavelength = in feet 
Freq. in Mc. 
5905 an 
Wavelength — ————_ in inches 
Freq. in Mc. 
Harmonic A wire in space can resonate at 


Resonance more than one frequency. The 
lowest frequency at which it 
resonates is called its fundamental frequency, 
and at that frequency it is approximately a 
half wavelength long. A wire can have two, 
three, four, five, or more standing waves on it, 
and thus it resonates at approximately the 
integral harmonics of its fundamental fre- 
quency. However, the higher harmonics are 
not exactly integral multiples of the lowest 
resonant frequency as a result of end effects. 


A harmonic operated antenna is somewhat 
longer than the corresponding integral number 
of dipoles, and for this reason, the dipole 
length formula cannot be used simply by 
multiplying by the corresponding harmonic. 
The intermediate half wave sections do not 
have “end effects.” Also, the current distribu- 
tion is disturbed by the fact that power can 
reach some of the half wave sections only by 
flowing through other sections, the latter then 
acting not only as radiators, but also as trans- 
mission lines. For the latter reason, the reson- 
ant length will be dependent to an extent upon 
the method of feed, as there will be less attenua- 
tion of the current along the antenna if it is 
fed at or near the center than if fed towards 
or at one end. Thus, the antenna would have 
to be somewhat longer if fed near one end 
than if fed near the center. The difference 
would be small, however, unless the antenna 
were many wavelengths long. 
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Figure 4. 

EFFECT OF SERIES INDUCTANCE 
AND CAPACITANCE ON THE 
LENGTH OF A HALF-WAVE 
RADIATOR. 


The top antenna has been electrically length- 
ened by placing a coil in series with the 
center. In other words, an antenna with 
a lumped inductance in its center can be made 
shorter for a given frequency than a plain 
wire radiator. The bottom antenna has been 
capacitively shortened electrically. In other 
words, an antenna with a capacitor in series 
with it must be made longer for a given 
frequency since its effective electrical length 
as compared to plain wire is shorter. 


Under conditions of severe current attenua- 
tion, it is possible for some of the nodes, or 
loops, actually to be slightly greater than a 
physical half wavelength apart. Practice has 
shown that the most practical method of 
resonating a harmonically operated antenna 
accurately is by cut and try, or by using a feed 
system in which both feed line and antenna 
are resonated at the station end as an integral 
system. 


A dipole or half-wave antenna is said to 
operate on its fundamental or first harmonic. 
A full wave antenna, 1 wavelength long, oper- 
ates on its second harmonic. An antenna with 
five half-wavelengths on it would be operating 
on its fifth harmonic. Observe that the fifth 
harmonic antenna is 2144 wavelengths long, not 
5 wavelengths. 


Antenna 
Resonance 


Most types of antennas operate 
most efficiently when tuned or 
resonated to the frequency of 
operation. This consideration of course does 
not apply to the rhombic antenna and to the 
parasitic elements of arrays employing para- 
sitically excited elements. However, in practi- 
cally every other case it will be found that in- 
creased efficiency results when the entire an- 
tenna system is resonant, whether it be a 
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simple dipole or an elaborate array. The radia- 
tion efficiency of a resonant wire is many 
times that of a wire which is not resonant. 

If an antenna is slightly too long, it can be 
resonated by series insertion of a variable 
capacitor at a high current point. If it is 
slightly too short, it can be resonated by means 
of a variable inductance. These two methods, 
illustrated schematically in figure 4, are gen- 
erally employed when part of the antenna is 
brought into the operating room. 


With an antenna array, or an antenna fed 
by means of a transmission line, it is more 
common to cut the elements to exact resonant 
length by “cut and try” procedure. Exact an- 
tenna resonance is more important when the 
antenna system has low radiation resistance; 
an antenna with low radiation resistance has 
higher Q (tunes sharper) than an antenna 
with high radiation resistance. The higher Q 
does not indicate greater efficiency; it simply 
indicates a sharper resonance curve. 


12-3 Radiation Resistance 
and Feed-Point Impedance 


In many ways, a half-wave antenna is like a 
tuned tank circuit. The main difference lies in 
the fact that the elements of inductance, capac- 
itance, and resistance are Jumped in the tank 
circuit, and are distributed throughout the 
length of an antenna. The center of a half- 
wave radiator is effectively at ground poten- 
tial as far as r-f voltage is concerned, although 
the current is highest at that point. 


When the antenna is resonant, and it al- 
ways should be for best results, the imped- 
ance at the center is substantially resistive, and 
is termed the radiation resistance. Radiation 
resistance is a fictitious term; it is that value of 
resistance (referred to the current loop) which 
would dissipate the same amount of power as 
is being radiated by the antenna, when fed 
with the current flowing at the current loop. 

The radiation resistance depends on the 
antenna length and its proximity to nearby 
objects which either absorb or re-radiate pow- 
er, such as the ground, other wires, etc. 


The Marconi 
Antenna 


Before going too far with the 
discussion of radiation resist- 
ance, an explanation of the 


Marconi (grounded quarter wave) antenna is 
in order. The Marconi antenna is a special 
type of Hertz antenna in which the earth acts 
as the “other half” of the dipole. In other 
words, the current flows into the earth instead 
of into a similar quarter-wave section. Thus, 
the current loop of a Marconi antenna is at 
the base rather than in the center. In either 
case, it is a quarter wavelength from the end 
(or ends). 

A half-wave dipole far from ground and 
other reflecting objects has a radiation resist- 
ance at the center of about 73 ohms. A Mar- 
coni antenna is simply one-half of a dipole. 
For that reason, the radiation resistance is 
roughly half the 73-ohm impedance of the 
dipole or 36.5 ohms. The radiation resistance 
of a Marconi antenna such as a mobile whip 
will be lowered by the proximity of the 
automobile body. 


Antenna 
Impedance 


Because the power throughout 
the antenna is the same, the zm- 
pedance of a resonant antenna at 
any point along its length merely expresses 
the ratio betwen voltage and current at that 
point. Thus, the lowest impedance occurs 
where the current is highest, namely, at the 
center of a dipole, or a quarter wave from the 
end of a Marconi. The impedance rises uni- 
formly toward each end, where it is about 
2000 ohms tor a dipole remote from ground, 
and about twice as high for a vertical Marconi. 

If a vertical half-wave antenna is set up so 
that its lower end is at the ground level, the 
effect of the ground reflection is to increase 
the radiation resistance to approximately 100 
ohms. When a horizontal half-wave antenna 
is used, the radiation resistance (and, of 
course, the amount of energy radiated for a 
given antenna current) depends on the height 
of the antenna above ground, since the height 
determines the phase and amplitude of the 
wave reflected from the ground back to the 
antenna. Thus the resultant current in the 
antenna for a given power is a function of 
antenna height. 

Along a half-wave antenna, the impedance 
varies from a minimum at the center to a 
maximum at the ends. The impedance is that 
property which expresses the ratio between the 
antenna current at any point along the wire 
for the value of r-f voltage at that point. 

The curves of figure 5 indicate the theoreti- 
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Figure 5. 


EFFECT OF HEIGHT ON THE RA- 
DIATION RESISTANCE OF A DIPOLE 
SUSPENDED ABOVE PERFECT GROUND. 


cal center-point radiation resistance of a half- 
wave antenna for various heights above per- 
fect ground. These values are of importance 
in matching untuned radio-frequency feeders 
to the antenna, in order to obtain a good im- 
pedance match and an absence of standing 
waves on the feeders. 

Above average ground, the actual radiation 
resistance of a dipole will vary from the exact 
value of figure 5, since the latter assumes a 
hypothetical, perfect ground having no loss 
and perfect reflection. Fortunately, the curves 
for the radiation resistance over most types of 
earth will correspond rather closely with those 
of the chart, except that the radiation resistance 
for a horizontal dipole does not fall off as 
rapidly as is indicated for heights below an 
eighth wavelength. However, with the antenna 
so close to the ground and the soil in a strong 
field, much of the radiation resistance is ac- 
tually represented by ground loss; this means 
that a good portion of the antenna power is 
being dissipated in the earth, which, unlike 
the hypothetical perfect ground, has resistance. 
In this case, an appreciable portion of the 
“radiation resistance” actually is loss resistance. 
The type of soil also has an effect upon the 
radiation pattern, especially in the vertical 
plane, as will be seen later. 

The radiation resistance of an antenna gen- 


erally increases with length, although this in- 
crease varies up and down about a constantly 
increasing average. The peaks and dips are 
caused by the reactance of the antenna, when 
its length does not allow it to resonate at the 
operating frequency. 


Antenna 
Efficiency 


Antennas have a certain loss re- 
sistance as well as a radiation re- 
sistance. The loss resistance de- 
fines the power lost in the antenna due to 
ohmic resistance of the wire, ground resistance 
(in the case of a Marconi), corona discharge, 
and insulator losses. 


The approximate effective radiation effi- 
ciency (expressed as a decimal) is equal to: 
Nr = Ra/(RatRx) where Ra is equal to the 
radiation resistance and Ru is equal to the 
effective loss resistance of the antenna. The loss 
resistance will be of the order of 0.25 ohm 
for large-diameter tubing conductors such as 
are most commonly used in multi-element 
parasitic arrays, and will be of the order of 
0.5 to 2.0 ohms for arrays of normal construc- 
tion using copper wire. 

When the radiation resistance of an antenna 
or array is very low, the current at a voltage 
node will be quite high for a given power. 
Likewise, the voltage at a current node will 
be very high. Even with a heavy conductor and 
excellent insulation, the losses due to the high 
voltage and current will be appreciable if the 
radiation resistance is sufficiently low. 

Usually, it is not considered desirable to use 
an antenna or array with a radiation resistance 
of less than approximately 5 ohms unless there 
is sufficient directivity, compactness, or other 
advantage to offset the losses resulting from 
the low radiation resistance. 


Ground 
Resistance 


The radiation resistance of a Mar- 
coni antenna, especially, should 
be kept as high as possible. This 
will reduce the antenna current for a given 
power, thus minimizing loss resulting from 
the series resistance offered by the earth con- 
nection. The radiation resistance can be kept 
high by making the Marconi radiator some- 
what longer than a quarter wave, and shorten- 
ing it by series capacitance to an electrical 
quarter wave. This reduces the current flowing 
in the earth connection. It also should be re- 
moved from ground as much as possible (ver- 
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Figure 6. 


VERTICAL-PLANE DIRECTIONAL 
CHARACTERISTICS OF HORI- 
ZONTAL AND VERTICAL DOU- 
BLETS ELEVATED 0.6 WAVE- 
LENGTH AND ABOVE TWO 
TYPES OF GROUND. 


H, represents a horizontal doublet over typical 

farmland. Hz over salt water. V: is a vertical 

pattern of radiation from a vertical doublet 

over typical farmland, Vz over salt water. A 

salt water ground is the closest approach to 

an extensive ideally perfect ground that will 
be met in actual practice. 


tical being ideal). Methods of minimizing the 
resistance of the earth connection will be 
found in the discussion of the Marconi an- 
tenna in Chapter Thirteen. 


12-4 Horizontal 


Directivity 


When choosing and orienting an antenna 
system, the radiation patterns of the various 
common types of antennas should be given 
careful consideration. The directional charac- 
teristics are of still greater importance when a 
directive antenna array is used. 

Horizontal directivity is always desirable on 
any frequency for point-to-point work. How- 


ever, it is not always attainable with reason- 
able antenna dimensions on the lower fre- 
quencies. Further, when it is attainable, as on 
the frequencies above perhaps 7 Mc., with 
reasonable antenna dimensions, operating con- 
venience is greatly furthered if the maximum 
lobe of the horizontal directivity is control- 
lable. It is for this reason that rotatable an- 
tenna arrays have come into such common 
usage. 


Considerable horizontal directivity can be 
used to advantage when: (1) only point-to- 
point work is necessary, (2) several arrays are 
available so that directivity may be changed 
by selecting or reversing antennas, (3) a single 
rotatable array is in use. Signals follow the 
great-circle path, or within 2 or 3 degrees 
of that path under all normal propagation 
conditions. However, under turbulent iono- 
sphere conditions, or when unusual propaga- 
tion conditions exist, the deviation from the 
great-circle path for greatest signal intensity 
may be as great as 90°. Making the array rotat- 
able overcomes these difficulties, but arrays 
having extremely high horizontal directivity 
become too cumbersome to be rotated, except 
perhaps when designed for operation on fre- 
quencies above 50 Mc. 


12-5 Vertical Directivity 


Vertical directivity is of the greatest impor- 
tance in obtaining satisfactory communication 
above 14 Mc. whether or not horizontal direc- 
tivity is used. This is true simply because only 
the energy radiated between certain definite 
elevation angles is useful for communication. 
Energy radiated at other elevation angles is 
lost and performs no useful function. 


Optimum Angle 
of Radiation 


The optimum angle of radi- 
ation for propagation of sig- 
nals between two points is 
dependent upon a number of variables. Among 
these significant variables are: (1) height of 
the ionosphere layer which is providing the 
reflection, (2) distance betwen the two sta- 
tions, (3) number of hops for propagation 
between the two stations. For communication 
on the 14-Mc. band it is often possible for 
different modes of propagation to provide sig- 
nals between two points. This means, of 
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Figure 7. 


EFFECT OF HEIGHT UPON 
ANTENNA GAIN. 


Showing the effect of height above 
ground upon the gain of a horizon- 
tal single-section flat-top beam 
with one-eighth wave spacing (solid 
curves) and on the gain of a hori- 
zontal half-wave dipole antenna 
(dashed curves) at vertical angles 
of 5°, 15° and 30°. The gain is 
referred to a half wave antenna in 
free space. Perfectly conducting 
ground is assumed. The short dotted "i 
curves show the effect of 0.5-ohm 
loss resistance on the effective gain 
of the dipole and the flat-top beam. 
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course, that more than one angle of radiation 
can be used. If vo elevation directivity is being 
used under this condition of propagation, 
selective fading will take place because of 
interference between the waves arriving over 
the different paths. 

On the 28-Mc. band it is by far the most 
common condition that only one mode of propa- 
gation will be possible between two points 
at any one time. This explains, of course, the 
reason why rapid fading in general and selec- 
tive fading in particular are almost absent from 
signals heard on the 28-Mc. band (except for 
fading caused by local effects). 

Measurements have shown that the angles 
useful for communication on the 14-Mc. band 
are from 3° to about 30°—angles above about 
15° being useful only for local work. On the 
28-Mc. band measurements have shown that 
the useful angles range from about 3° to 18° 
—angles above about 12° being useful only 
for local (less than 3000 miles) work. These 
figures assume normal propagation by virtue of 
the F: layer. 


Angle of Radiation 
of Typical Antennas 
and Arrays 


It now becomes of in- 
terest to determine the 
amount of radiation 
available at these use- 
ful lower angles of radiation from commonly 
used antennas and antenna arrays. Figure 6 
shows relative output voltage plotted against 
elevation angle (wave angle) in degrees above 


the horizontal, for horizontal and vertical 
doublets elevated 0.6 wavelength above two 
types of ground. It is obvious by inspection of 
the curves that a horizontal dipole mounted at 
this height above ground (20 feet on the 28- 
Mc. band) is radiating only a small amount 
of energy at angles useful for communication 
on the 28-Mc. band. Most of the energy is 
being radiated uselessly upward. The vertical 
antenna above a good reflecting surface ap- 
pears much better in this respect—and this 
fact has been proven many times by actual 
installations. 

It might immediately be thought that the 
amount of radiation from a horizontal or ver- 
tical dipole could be increased by raising the 
antenna higher above the ground. This is true 
to an extent in the case of the horizontal di- 
pole; the low-angle radiation does increase 
slowly after a height of 0.6 wavelength is 
reached but at the expense of greatly increased 
high-angle radiation and the formation of a 
number of nulls in the elevation pattern. No 
signal can be transmitted or received at the 
elevation angles where these nulls have been 
formed. Tests have shown that a center height 
of 0.6 wavelength for a vertical dipole (0.35 
wavelength to the bottom end) is about opti- 
mum for this type of array. 

Figure 7 shows the relative gain in field 
strength for different elevation angles of radia- 
tion for a horizontal dipole at different heights 
above ground. The effect of placing a hori- 
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Figure 8. 


VERTICAL RADIATION 
PATTERNS. 


Showing the vertical radiation pat- 
terns for half-wave antennas (or 
colinear half-wave or extended half- 
wave antennas) at different heights 
above average ground and perfect 
ground. Note that such antennas 
one-quarter wave above ground 
concentrate most radiation at the 
very high angles which are useful 
for communication only on the low- 
er frequency bands. Antennas one- 
half wave above ground are not 
shown, but the elevation pattern 
shows one lobe on each side at an 
angle of 30° above horizontal. 


Figure 9. 


HEIGHT AGAINST GAIN FOR 
A FLAT-TOP BEAM. 


Showing the effect of height above 
ground on the gain of a single- 
section flat-top beam with one- 
eighth wave spacing over a horizon- 
tal half-wave antenna at the same 
height above ground for vertical 
angles of 15° and 30°. Multi-sec- 
tion flat-top beams will show ap- 
proximately the same gain over a 
colinear half-wave antenna of the 
same overall length for the same 
height above ground. The effect of 
0.5-ohm loss resistance in the flat- 
top beam is shown by the dashed 
curve. 


9 1.0 


zontal dipole still higher above ground is il- 
lustrated by figure 8 showing the vertical radia- 
tion pattern of a dipole elevated one wave- 
length above ground. It is easily seen by refer- 
ence to figure 8 (and figure 10 which shows 
the radiation from a dipole at 34 wave height ) 
that a large percentage of the total radiation 
from the dipole is being radiated at relatively 
high angles which are useless for communica- 
tion on the 14-Mc. and 28-Mc. bands. Thus 
we see that in order to obtain a worthwhile in- 
crease in the ratio of low-angle radiation to 
high-angle radiation it is necessary to place 
the antenna high above ground, and in addi- 
tion it is necessary to use additional means for 
suppressing high-angle radiation. 

High-angle radiation can be suppressed, and 
this radiation can be added to that going out 
at low angles, only through the use of some 
sort of directive antenna system. There are 
three general types of antenna arrays composed 
of dipole elements commonly used which con- 


centrate radiation at the lower more effective 
angles for high-frequency communication. 
These types are: (1) the close-spaced out-of- 
phase system as exemplified by the “flat-top 
beam” or W8JK array, (2) the wide-spaced 
in-phase system as exemplified by the “lazy-H” 
and similar arrays, and (3) the close-spaced 
parasitic system as exemplified by the “three- 
element rotary” and similar arrays using vary- 
ing numbers of elements and different spac- 
ings. 

A comparison between the radiation from a 
dipole, a “flat-top beam” and a pair of dipoles 
stacked one above the other (half of a “lazy 
H”’), in each case with the top of the antenna 
at a height of 34 wavelength is shown in 
figure 11. The improvement in the amplitude 
of low-angle radiation at the expense of the 
useless high-angle radiation with these simple 
arrays as contrasted to the dipole is quite 
marked. 
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Figure 10. 


VERTICAL RADIATION 
PATTERNS. 


Showing vertical-plane radiation 
patterns of a _ horizontal single- 
section flat-top beam with one- 
eighth wave spacing (solid curves) 
and a horizontal half-wave antenna 
(dashed curves) when both are 0.5 


wavelength (A) and 0.75 wave- 
length (B) above ground. 


Figure 11. 


COMPARATIVE VERTICAL 
RADIATION PATTERNS. 


Showing the vertical radiation pat- 
terns of a horizontal single-section 
flat-top beam (A), an array of two 
stacked horizontal in-phase half- 
wave elements—half of a “Lazy 
H’’—(B), and a horizontal dipole 
(C). In each case the top of the 
antenna system is 0.75 wavelength 
above ground, as shown to the left 
of the curves. 


2.5 


GAIN IN FIELD STRENGTH 


Discussions of antenna 
radiation usually are 
based upon the perfect- 
ground assumption, in 
order to cover the subject in the most simple 
manner. When the earth is less than a perfect 
conductor, it becomes a dielectric or, perhaps 
in an extreme case, a “leaky insulator.” 

The resulting change in the vertical pattern 
of a horizontal antenna is shown in figure 6. 
The ground constants, in this case, are for flat 
farmland, which probably is similar to mid- 
western farmland. The ocean is the closest prac- 
tical approach to a theoretically perfect ground. 
It will be noted that there is only a slight loss 
in power due to the imperfect ground as com- 
pared to the ocean horizontal. 

The effect of the earth on the radiation pat- 
tern of a vertical dipole is much greater. Radia- 
tion from a half-wavelength vertical wire 1s 
severely reduced by deficiencies of the ground. 


12-6 Bandwidth 


The bandwidth of an antenna or an antenna 


Effect of Average 
Ground on 
Antenna Radiation 


array is a function primarily of the radiation 
resistance and of the shape of the conductors 
which make up the antenna system. For arrays 
of essentially similar construction the band- 
width (or the deviation in frequency which 
the system can handle without mismatch) 1s 
increased with increasing radiation resistance, 
and the bandwidth is increased with the use 
of conductors of larger diameter (smaller ratio 
of length to diameter). This is to say that if 
an array of any type is constructed of large 
diameter tubing or spaced wires, its bandwidth 
will be greater than that of a similar array 
constructed of single wires. 


The radiation resistance of antenna arrays 
of the types mentioned in the previous para- 
graphs may be increased through the use of 
wider spacing between elements. With in- 
creased radiation resistance in such arrays the 
“radiation efficiency” increases since the ohmic 
losses within the conductors become a smaller 
percentage of the radiation resistance, and the 
bandwidth is increased proportionately. 
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12-7 Propagation of 


Radio Waves 


The preceding sections have discussed the 
manner in which an electromagnetic-wave or 
radio-wave field may be set up by a radiating 
system. However, for this field to be useful 
for communication it must be propagated to 
some distant point where it may be received, 
or where it may be reflected so that it may be 
recived at some other point. Radio waves may 
be propagated to a remote point by either or 
both of two general methods. Propagation may 
take place as a result of the ground wave, 
or as a result of the sky wave or zonospheric 
wave. 


The Ground Wave The term “ground wave” 


actually includes several 
different types of waves which usually are 
called: (1) the surface wave, (2) the direct 
wave, and (3) the ground-reflected wave. The 
latter two waves combine at the receiving an- 
tenna to form the resultant wave or the Space 
wave. The distinguishing characteristic of the 
components of the ground wave is that all 
travel along or over the surface of the earth, 
so that they are affected by the conductivity 
and terrain of the earth’s surface. 


The lonospheric Wave 
or Sky Wave 


Intense bombardment 
of the upper regions 
of the atmosphere by 
radiations from the sun results in the forma- 
tion of ionized layers. These ionized layers, 
which form the zonosphere, have the capability 
of reflecting or refracting radio waves which 
impinge upon them. A radio wave which has 
been propagated as a result of one or more 
reflections from the ionosphere is known as an 
“ionospheric wave” or a “sky wave.” Such 
waves make possible long distance radio com- 
munication. Propagation of radio signals by 
ionospheric waves is discussed in detail in 
Section 12-9. 


12-8 Ground-Wave 


Communication 


As stated in the preceding paragraph, the 
term “ground wave” applies both to the “sur- 
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Figure 12. 
GROUND-WAVE SIGNAL PROPAGATION. 


The illustration above shows the three com- 
ponents of the ground wave: (A), the surface 
wave; (B), the direct wave; and (C), the 
ground-reflected wave. The direct wave and 
the ground-reflected wave combine at the 
receiving antenna to make up the space wave. 


face wave’ and to the “space wave’ (the re- 
sultant wave from the combination of the 
direct wave and the ground-reflected wave) 
or to a combination of the two. The three 
waves which may combine to make up the 
ground wave are illustrated in figure 12. 

The Surface Wave The surface wave is that 
wave which we normally 
receive from a standard broadcast station. It 
travels directly along the ground and termin- 
ates on the earth’s surface. Since the earth is 
a relatively poor conductor, the surface wave 
is attenuated quite rapidly. The surface wave 
is attenuated less rapidly as it passes over sea 
water, and the attenuation decreases for a 
specific distance as the frequency is decreased. 
The rate of attenuation with distance becomes 
so large as the frequency is increased above 
about 3 Mc. that the surface wave becomes of 
little value for communication. 

The Space Wave The resultant wave or space 
wave is illustrated in figure 
12 by the combination of (B) and (C). It is 
this wave path, which consists of the combina- 
tion of the direct wave and the ground-re- 
flected wave at the receiving antenna, which is 
the normal path of signal propagation for line- 
of-sight or near line-of-sight communication 
or FM and TV reception on frequencies above 
about 40 Mc. 

Below line-of-sight over plane earth or 
water, when the signal source is effectively at 
the horizon, the ground-reflected wave does 
not exist, so that the “direct” wave is the only 
component which goes to make up the space 
wave. But both the signal source and the re- 
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ceiving antenna are elevated with respect to 
the intervening terrain, the ground-reflected 
wave is present and adds vectorially to the 
direct wave at the receiving antenna. The vec- 
torial addition of the two waves, which travel 
over different path lengths since one of the 
waves has been reflected from the ground, 
results in an interference pattern. The interfer- 
ence between the two waves brings about a 
cyclic variation in signal strength as the receiv- 
ing antenna is raised above the ground. This 
effect is illustrated in figure 13. From this 
figure it can be seen that best space-wave re- 
ception of a v-h-f signal often will be obtained 
with the receiving antenna quite close to the 
ground. This subject, along with other aspects 
of v-h-f signal propagation and reception, are 
discussed in considerable detail in a recently 
published book on fringe-area TV reception.* 


The distance from an elevated point to the 
geometrical horizon is given by the approxi- 


mate equation: @ = 1.22VH where the dis- 
tance d is in miles and the antenna height H 
is in feet. This equation must be applied 
separately to the transmitting and receiving 
antennas and the results added. However, re- 
fraction and diffraction of the signal around 
the spherical earth cause a smaller reduction 
in field strength than would occur in the ab- 
sence of such bending, so that the average 
radio horizon is somewhat beyond the geomet- 


rical horizon. The equation d = 1.4VH is 
sometimes used for determining the radio hori- 
zon. 


Propagation by signal bending 
in the lower atmosphere, called 
tropospheric propagation, can 
result in the reception of signals over a much 
greater distance than would be the case if the 
lower atmosphere were homogeneous. In a 
homogeneous or well-mixed lower atmosphere, 
called a normal or standard atmosphere, there 
is a gradual and uniform decrease in index 
of refraction with height. This effect is due to 
the combined effects of a decrease in temper- 
ature, pressure, and water-vapor content with 
height. 


Tropospheric 
Propagation 


This gradual decrease in refractive index 


*"Better TV Reception,” by W. W. Smith and R. L. 
Dawley, published by Editors and Engineers, Ltd., Santa 
Barbara, Calif. 
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Figure 13. 


WAVE INTERFERENCE WITH HEIGHT. 


When the source of a horizontally-polarized 
space-wave signal is above the horizon, the 
received signal at a distant location will go 
through a cyclic variation as the antenna 
height is progressively raised. This is due to 
the difference in total path length between 
the direct wave and the ground-reflected wave, 
and to the fact that this path length differ- 
ence changes with antenna height. When the 
path length difference is such that the two 
waves arrive at the receiving antenna with a 
phase difference of 360° or some multiple of 
360°, the two waves will appear to be in 
phase as far as the antenna is concerned and 
maximum signal will be obtained. On the other 
hand, when the antenna height is such that 
the path length difference for the two waves 
causes the waves to arrive with a phase dif- 
ference of an odd multiple of 180° the two 
waves will substantially cancel, and a null will 
be obtained at that antenna height. The 
difference between D; and D: plus D; is the 
path-length difference. Note also that there 
is an additional 180° phase shift in the 
ground-reflected wave at the point where it is 
reflected from the ground. It is this latter 
phase shift which causes the space-wave field 
intensity of a horizontally polarized wave to 
be zero with the receiving antenna at ground 
level. 


with height causes waves radiated at very low 
angles with respect to the horizontal to be bent 
downward slightly in a curved path. The re- 
sult of this effect is that such waves will be 
propagated beyond the “true” or “geometrical” 
horizon. In a so-called standard atmosphere the 
effect of the curved path is the same as though 
the radius of the earth were increased by ap- 
proximately one third. This condition extends 
the horizon by approximately 30 per cent for 
normal propagation, and the extended horizon 
is known as the “radio path horizon,’ men- 
tioned before. 


Conditions Leading to When the temperature, 
Tropospheric pressure, or water-vapor 
Stratification content of the atmos- 

phere does not change 
smoothly with rising altitude, the discontinuity 
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or stratification will result in the reflection or 
refraction of incident v-h-f signals. Ordinarily 
this condition is more prevalent at night and 
in the summer. In certain areas, such as along 
the west coast of North America, it is frequent 
enough to be considered normal. Signal 
strength decreases slowly with distance and, 
if the favorable condition in the lower atmos- 
phere covers sufficient area, the range is 
limited only by the transmitter power, antenna 
gain, receiver sensitivity, and signal-to-noise 
ratio. There is no skip distance. Usually, trans- 
mission due to this condition is accompanied 
by slow fading, although fading can be violent 
at a point where direct waves of about the 
same strength are also received. 


Bending in the troposphere, which refers to 
the region from the earth’s surface up to about 
10 kilometers, is more likely to occur on days 
when there are stratus clouds than on clear, 
cool days with a deep blue sky. The tempera- 
ture or humidity discontinuities may be broken 
up by vertical convection currents over land 
in the daytime but are more likely to continue 
during the day over water. This condition is in 
some degree predictable from weather infor- 
mation several days in advance. It does not de- 
pend on the sunspot cycle. Like direct com- 
munication, best results require similar antenna 
polarization or orientation at both the trans- 
mitting and receiving ends, whereas in trans- 
mission via a reflection in the ionosphere (that 
part of the atmosphere between about 50 and 
500 kilometers high) it makes little difference 
whether antennas are similarly polarized. 


Duct Formation W/hen bending conditions 


are particularly favorable 
they may give rise to the formation of a duct 
which can propagate waves with very little 
attenuation over great distances in a manner 
similar to the propagation of waves through 
a wave guide. Guided propagation through a 
duct in the atmosphere can give quite remark- 
able transmission conditions. However, such 
ducts usually are formed only on an over- 
water path. The depth of the duct over the 
water's surface may be only 20 to 50 feet, or 
it may be 1000 feet deep or more. Ducts ex- 
hibit a low-frequency cutoff characteristic sim- 
ilar to a wave guide. The cutoff frequency is 
determined by depth of the duct and by the 
strength of the discontinuity in refractive in- 
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Figure 14. 
ILLUSTRATING DUCT TYPES. 


Showing two types of variation in refractive 
index with height which will give rise to the 
formation of a duct. An elevated duct is shown 
at (A), and a ground-based duct is shown 
at (B). Such ducts can propagate ground-wave 
signals far beyond their normal range. 


dex at the upper surface of the duct. The low- 
est frequency that can be propagated by such a 
duct seldom goes below 50 Mc., and usually 
will be greater than 100 Mc. even along the 
Pacific Coast. 


Stratospheric 
Reflection 


Communication by virtue of 
stratospheric reflection can be 
brought about during magnetic 
storms, aurora borealis displays, and during 
meteor showers. Dx. communication during 
extensive meteor showers is characterized by 
frequent bursts of great signal strength fol- 
lowed by a rapid decline in strength of the 
received signal. The motion of the meteor 
forms an ionized trail of considerable extent 
which can bring about effective reflection of 
signals. However, the ionized region persists 
only for a matter of seconds so that a shower 
of meteors is necessary before communication 
becomes possible. 


The type of communication which is possible 
during visible displays of the aurora borealis 
and during magnetic storms has been called 
aurora-type dx. These conditions reach a max- 
imum somewhat after the sunspot cycle peak, 
possibly because the spots on the sun are nearer 
to its equator (and more directly in line with 
the earth) in the latter part of the cycle. Iono- 
spheric storms generally accompany magnetic 
storms. The normal layers of the ionosphere 
may be churned or broken up, making radio 
transmission over long distances difficult or 
impossible on high frequencies. Unusual con- 
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ditions in the ionosphere sometimes modulate 
v-h-f waves so that a definite tone or noise 
modulation is noticed even on transmitters 
located only a few miles away. 

A peculiarity of this type of auroral propaga- 
tion of v-h-f signals in the northern hemi- 
sphere is that directional antennas usually must 
be pointed in a northerly direction for best 
results for transmission or reception, regard- 
less of the direction of the other station being 
contacted. Distances out to 700 or 800 miles 
have been covered during magnetic storms, 
using 30 and 50 Mc. transmitters, with little 
evidence of any silent zone between the sta- 
tions communicating with each other. Gener- 
ally, voice-modulated transmissions are diff- 
cult or impossible due to the tone or noise 
modulation on the signal. Most of the com- 
munication of this type has taken place by c.w. 
or by tone modulated waves with a keyed 
carrier. 


12-9 lonospheric 


Propagation 


Propagation of radio waves for communica- 
tion on frequencies between perhaps 3 and 
30 Mc. is normally carried out by virtue of 
ionospheric reflection or refraction. Under con- 
ditions of abnormally high ionization in the 
ionosphere, communication has been known 
to have taken place by ionospheric reflection 
on frequencies higher than 50 Mc. 

The ionosphere consists of layers of ionized 
gas located above the stratosphere, and extend- 
ing up to possibly 300 miles above the earth. 
Thus we see that high-frequency radio waves 
may travel over short distances in a direct line 
‘from the transmitter to the reeciver, or they 
can be radiated upward into the tonosphere 
to be bent downward in an indirect ray, return- 
ing to earth at considerable distance from the 
transmitter. The wave reaching a receiver via 
the ionosphere route is termed a sky wave. 
The wave reaching a rece ver by traveling in 
a direct line from the transmitting antenna to 
the receiving antenna is commonly called a 
ground wave and has been discussed in Section 
12-8. 

The amount of bending at the ionosphere 
which the sky wave can undergo depends upon 
its frequency, and the amount of zonization in 
the ionosphere, which is in turn dependent 
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Figure 15. 


IONIZATION DENSITY IN THE 
IONOSPHERE. 


Showing typical ionization density of the 

ionosphere in mid-summer. Note that the F, 

and D layers disappear at night, and that the 

density of the E layer falls to such a low 
value that it is ineffective. 


upon radiation from the sun. The sun increases 
the density of the ionosphere layers, and low- 
ers their effective height. For this reason, the 
ionosphere acts very differently at different 
times of day, and at different times of the year. 
The higher the frequency of a radio wave, 
the farther it penetrates the ionosphere, and 
the less it tends to be bent back toward the 
earth. The lower the frequency, the more easily 
the waves are bent, and the less they penetrate 
the ionosphere. 160-meter and 80-meter signals 
will usually be bent back to earth even when 
sent straight up, and may be considered as 
being reflected rather than refracted. As the 
frequency is raised beyond about 5,000 kc. 
(dependent upon the critical frequency of the 
ionosphere at the moment), it is found that 
waves transmitted at angles higher than a 
certain critical angle never return to earth. 
Thus, on the higher frequencies, it is necessary 
to confine radiation to low angles, since the 
high angle waves simply penetrate the iono- 
sphere and are lost. 
The F; Layer The higher of the two major 
reflection regions of the iono- 
sphere is called the F. layer. This layer has a 
virtual height of approximately 175 miles at 
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night, and in the daytime it splits up into two 
layers, the upper one being called the F: layer 
and the lower being called the F: layer. The 
height of the F: layer during daylight hours 1s 
normally about 250 miles on the average and 
the F: layer often has a height of as low as 
140 miles. It is the F: layer which supports all 
nighttime dx communication and nearly all 
daytime dx propagation. 

The ELayer Below the F: layer is another 
layer, called the E layer, which 
is of importance in daytime communication 
over moderate distances in the frequency range 
between 3 and 8 Mc. This layer has an almost 
constant height at about 70 miles. Since the 
re-combination time of the ions at this height 
is rather short, the E layer disappears almost 
completely a short time after local sunset. 

The DLayer Below the E layer at a height of 
about 35 miles is an absorbing 
layer, called the D layer, which exists in the 
middle of the day in the summertime. The 
layer also exists during midday in the winter 
time during periods of high solar activity, but 
the layer disappears completely at night. It is 
this layer which causes high absorption of sig- 
nals in the medium and high-frequency range 
during the middle of the day. 


Critical Frequency The critical frequency of 
an ionospheric layer is the 
highest frequency which will be reflected when 
the wave strikes the layer at vertical incidence. 
The critical frequency of the most highly 
ionized layer of the ionosphere may be as low 
as 2 Mc. at night and as high as 12 to 13 Mc. 
in the middle of the day. The critical frequency 
is directly of interest in that a “skip-distance” 
zone will exist on all frequencies greater than 
the highest critical frequency at that time. The 
critical frequency is a measure of the density 
of ionization of the reflecting layers. The 
higher the critical frequency the greater the 
density of ionization. 


Maximum Usable 
Frequency 


The maximum usable fre- 
quency or m.u.f. is of great 
importance in long-dis- 
tance communication since this frequency is 
the highest that can be used for communica- 
tion between any two specified areas. The 


m.u.f. is the highest frequency at which a wave 
projected into space in a certain direction will 
be returned to earth in a specified region by 
ionospheric reflection. The m.u.f. is highest 
at noon or in the early afternoon and is high- 
est in periods of greatest sunspot activity, often 
going to frequencies higher than 50 Mc. 


The m.u.f. often drops to frequencies helow 
10 Mc. in the early morning hours. The high 
m.u.f. in the middle of the day is brought 
about by reflection from the F: layer. M.u.f. 
data is published periodically in the magazines 
devoted to amateur work, and the m.u.f. can be 
calculated with the aid of Basic Radio Propa- 
gation Predictions, CRPL-D, published month- 
ly by the Government Printing Office, Wash- 
ington, D.C. 


Absorption and The 
Optimum Working 
Frequency 


optimum working 
frequency for any par- 
ticular direction and dis- 
tance is usually about 15 
per cent less than the m.u.f. for contact with 
that particular location. The absorption by the 
ionosphere becomes greater and greater as 
the operating frequency is progressively low- 
ered below the m.u-.f. It is this condition which 
causes signals to increase tremendously in 
strength on the 14-Mc. and 28-Mc. bands just 
before the signals drop completely out. At the 
time when the signals are greatest in amplitude 
the operating frequency is equal to the m.u.f. 
Then as the signals drop out the m.u.f: has 
become lower than the operating frequency. 
Skip Distance The shortest distance from a 
transmitting location at which 
signals reflected from the ionosphere can be 
returned to the earth is called the skip dis- 
tance. As was mentioned above under Critical 
Frequency there is no skip distance for a fre- 
quency below the critical frequency of the 
most highly ionized layer of the ionosphere 
at the time of transmission. However, the skip 
distance is always present on the 14-Mc. band 
and is almost always present on the 3.5-Mc. 
and 7-Mc. bands at night. The actual measure 
of the skip distance is the distance between 
the point where the ground wave falls to zero 
and the point where the sky wave begins to 
return to earth. This distance may vary from 
40 to 50 miles on the 3.5-Mc. band to 
thousands of miles on the 28-Mc. band. 
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The Sporadic-E 
Layer 


Occasional patches of ex- 
tremely high ionization den- 
sity appear at intervals 
throughout the year at a height approximately 
equal to that of the E layer. These patches, 
called the sporadic-E layer may be very small 
or may be up to several hundred miles in ex- 
tent. The critical frequency of the sporadic-E 
layer may be greater than twice that of the 
normal ionosphere layers which exist at the 
same time. 


It is this sporadic-E condition which pro- 
vides “short-skip” contacts from 400 to per- 
haps 1200 miles on the 28-Mc. band in the 
evening. It is also the sporadic-E condition 
which provides the more common type of 
“band opening” experienced on the 50-Mc. 
band when very loud signals are received from 
stations from 400 to 1200 miles distant. 


Cycles in The ionization density of 
lonosphere Activity the ionosphere is deter- 
mined by the amount of 
radiation (probably ultra violet) which is 
being received from the sun. Consequently, 
ionosphere activity is a function of the amount 
of radiation of the proper character being 
emitted by the sun and is also a function of 
the relative aspect of the regions in the vicinity 
of the location under discussion to the sun. 
There are four main cycles in ionosphere 
activity. These cycles are: the daily cycle which 
is brought about by the rotation of the earth, 
the 27-day cycle which is caused by the rota- 
tion of the sun, the seasonal cycle which is 
caused by the movement of the earth in its 
orbit, and the 11-year cycle which is a cycle in 
sunspot activity. The effects of these cycles are 
superimposed insofar as ionosphere activity is 
concerned. Also, the cycles are subject to short 
term variations as a result of magnetic storms 
and similar terrestrial disturbances. 
Fading ‘The lower the angle of radiation of 
the wave, with respect to the hori- 
zon, the farther away will the wave return 
to earth, and the greater the skip distance. The 
wave can be reflected back up into the iono- 
sphere by the earth, and then be reflected back 
down again, causing a second skip distance 
area. The drawing of figure 16 shows the 
multiple reflections possible. When the re- 
ceiver receives signals which have traveled 
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Figure 16. 


IONOSPHERE-REFLECTION WAVE 
PATHS. 


Showing typical ionosphere-reflection wave 
paths during daylight hours when ionization 
density is such that frequencies as high as 
28 Mc. will be returned to earth. The distance 
between ground-wave range and that range 
where the ionosphere-reflected wave of a 
specific frequency first will be returned to 
earth is called the skip distance. 


over more than one path between transmitter 
and receiver, the signal impulses will not all 
atrive at the same instant, as they do not all 
travel the same distance. When two or more 
signals arrive in the same phase at the receiv- 
ing antenna, the resulting signal in the receiver 
will be quite strong. On the other hand, if 
the signals arrive 180° out of phase, so they 
tend to cancel each other, the received signal 
will drop,—perhaps to zero if perfect cancella- 
tion occurs. This explains why high-frequency 
signals are subject to fading. 

Fading can be greatly reduced on the high 
frequencies by using a transmitting antenna 
with sharp vertical directivity, thus cutting 
down the number of possible paths of signal 


arrival. A receiving antenna with similar char- 


acteristics (sharp vertical directivity) will 
further reduce fading. It is desirable, when 
using antennas with sharp vertical directivity, 
to use the lowest vertical angle consistent with 
good signal strength for the frequency used. 


Transmission Lines 


For many reasons it is desirable to place an 
antenna or radiating system as high and in the 
clear as is physically possible, utilizing some 
form of nonradiating transmission line to carry 
energy with as little loss as possible from the 
transmitter to the radiating antenna, and con- 
versely from the antenna to the receiver. 

There are many different types of transmis- 
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INCHES, CENTER TO CENTER 


Figure 17. 


CHARACTERISTIC IMPEDANCE OF 
TYPICAL TWO-WIRE OPEN LINES. 


sion lines and, generally speaking, practically 
any type of transmission line or feeder system 
may be used with any type of antenna. How- 
ever, mechanical or electrical considerations 
often make one type of transmission line better 
adapted for use to feed a particular type of 
antenna than any other type. 


Transmission lines for carrying r-f energy 
are of two general types: on-resonant and 
resonant. A non-resonant transmission line 
is one on which a successful effort has been 
made to eliminate reflections from the termi- 
nation (the antenna in the transmitting case 
and the receiver for a receiving antenna) 
and hence one on which standing waves do not 
exist or are relatively small in magnitude. 
A resonant line, on the other hand, is a trans- 
mission line on which standing waves of ap- 
preciable magnitude do appear, either through 
inability to match the characteristic impedance 
of the line to the termination or through 
intentional design. 


The principal types of transmission line 
in use or available at this time include the 
open-wire line (two-wire and four-wire types), 
two-wire solid-dielectric line (““Twin-Lead” and 
similar ribbon or tubular types), two-wire 
polyethylene-filled shielded line, coaxial line 
of the solid-dielectric, beaded, stub-supported, 
or pressurized type, rectangular and cylindrical 
wave guide, and the single-wire feeder oper- 
ated against ground. The significant char- 
acteristics of the more popular types of trans- 
mission line available at this time are given 
in the chart of figure 19. 
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Figure 18. 


CHARACTERISTIC IMPEDANCE OF FOUR- 
WIRE CROSS-CONNECTED AND SIDE- 
CONNECTED OPEN LINES. 


12-10 Non-Resonant 


Transmission Lines 


A non-resonant or untuned transmission line 
is a line with negligible standing waves. 
Hence, a non-resonant line is a line carrying 
t-f power only in one direction— from the 
source of energy to the load. 

Physically, the line itself should be zden- 
tical throughout its length. There will be a 
smooth distribution of voltage and current. 
throughout its length, both tapering off very 
slightly towards the load end of the line 
as a result of line losses. The attenuation 
(loss) in certain types of untuned lines can 
be kept very low for line lengths up to several 
thousand feet. In other types, particularly where 
the dielectric is not air (such as in the twisted- 
pair line), the losses may become excessive 
at the higher frequencies, unless the line is 
relatively short. 


Transmission-Line All 
Impedance 


transmission lines 
have distributed induct- 
ance, Capacitance and re- 
sistance. Neglecting the resistance, as it is of 
minor importance in short lines, it is found 
that the zmductance and capacitance per unit 
length determine the characteristic or surge 
impedance of the line. Thus, the surge im- 
pedance depends upon the nature and_ spac- 
ing of the conductors, and the dielectric sepa- 
rating them. 
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caooEn. WIRE LINE, N° 12 


300 O} 


TUBULAR “TWIN-LEAD” 
REC. TYPE, 300 OHMS, 
5/16” 0.D., (AMPHENOL 
TYPE 14- 271) 


RIBBON LINE, TRANS. 
TYPE, 300 OHMS. 


TUBULAR “TWIN-LEAD” 
TRANS. TYPE, 7716 0.0. 
(AMPHENOL 14-076) 


RIBBON LINE, RECEIVE. 


TYPE, 150 OHMS. 


RIBBON LINE, RECEIVE. 
TYPE, 75 OHMS. 


RIBBON LINE, TRANS. 
TYPE, 75 OHMS, 


RG-8/U COAX (52 OMS) 
RG-11/U COAX (75 OHMS) 
RG-17/U COAX (52 OHMS) 
RG-58/U COAX (53 OHMS) 
RG-59/U COAX (73 OHMS) 


TV-59 COAX (72 0HMS) 


CHARACTERISTICS OF COMMON TRANSMISSION LINES 


ATTENUATION 


db/100 FEET 
VSWR = 1.0 


20m owe aco me 


0.96- 0.99 BASED UPON 4% SPACING BELOW 50 MC.; 2” SPACING ABOVE 50 MC. RADIATION 
LOSSES INCLUDED. CLEAN, LOW LOSS CERAMIC INSULATION ASSUMED. RADIATION 
HIGH ABOVE 150 MC. 


CIT Y|UUFD 
FACTOR} PER 
V FT, 


REMARKS 


ph ot Saal cena REC. TYPE, FOR CLEAN, DRY LINE. WET WEATHER PERFORMANCE RATHER POOR. BEST LINE IS 
oO. SLIGHTLY CONVEX. AVOIO LINE THAT HAS CONCAVE DIELECTRIC. SUITABLE FOR 
G28 CONDUCTORS) LOW POWER TRANSMITTING APPLICATIONS. LOSSES INCREASE AS LINE WEATHERS. 
HANDLES 400 WATTS AT 30 MC. IF VSWR {IS LOW. 


CHARACTERISTICS SIMILAR TO RECEIVING TYPE RIBBON LINE EXCEPT FOR MUCH 

BETTER WET WEATHER PERFORMANCE. 

CHARACTERISTICS VARY SOMEWHAT WITH MANUFACTURER, BUT APPROXIMATE 

THOSE OF RECEIVING TYPE RIBBON EXCEPT FOR GREATER POWER HANDLING 

CAPABILITY AND SLIGHTLY BETTER WET WEATHER PERFORMANCE. 

FOR USE WHERE RECEIVING TYPE TUBULAR “TWIN-LEAD” DOES NOT HAVE SUFFI- 
0.79 CIENT POWER HANDLING CAPABILITY. WILL HANDLE 1 KW AT 30 MC. IF VSWR 

IS LOW, 


USEFUL FOR QUARTER WAVE MATCHING SECTIONS. NO LONGER WIDELY USED 
AS ALINE. 


USEFUL MAINLY IN THE H-F RANGE BECAUSE OF EXCESSIVE LOSSES AT V-H-F 
AND U-H-F. LESS AFFECTED BY WEATHER THAN 300 OHM-RIBBON. 


VERY SATISFACTORY FOR TRANSMITTING APPLICATIONS BELOW 30 MC. AT 
POWERS UP TO 1 KW. NOT SIGNIFICANTLY AFFECTED BY WET WEATHER. 


rio | 21] a2] 008 | 205 | Witt HANDLE 2KW AT 20MC. IF VSWR IS Low. 0.4700 
Foes | x9] ae | 060 | 205] WiC HANOLE 1.4 KWAT 30MC IF VeWR IS LOW. 0.4"00._ 7/28 CONDUCTOR. 
[us| 41 | eo | 066 | 205 | 
ed en ete = WILL HANOLE 680 WATTS AT '30 NC. IF VEWA IS LOW. 0.247010 N°22 CONDUCTOR. 


2.0 7.0 “COMMERCIAL” VERSION OF RG-59/U FOR LESS EXACTING APPLICATIONS. LESS 
EXPENSIVE. 


7/21 CONOUCTOR, 


WILL HANDLE 7.8 KW. AT 30 MC. IF VSWR IS LOW, 0.87” 0.0. 0.19” DIA. CONDUCTOR 


WILL HANOLE 430 WATTS AT 30 MC. IF VSWR IS LOW. 0.2”0,.0. N° 20 CONDUCTOR. 


RG-22/U SHIELDED 
PAIR (95 OHMS) 


K-111 SHIELDED PAIR ; 
(300 OHMS) 6. 


FOR SHIELDED, BALANCED-TO-GROUND APPLICATIONS. VERY LOW NOISE 
PICK UP, 0.4” 0.0. 


DESIGNED FOR TV LEAD-IN IN NOISY LOCATIONS. LOSSES HIGHER THAN 
REGULAR 300 OHM RIBBON, BUT DO NOT INCREASE AS MUCH FROM WEATHERING. 


W APPROXIMATE. EXACT FIGURE VARIES SLIGHTLY WITH MANUFACTURER. 


FIGURE 19. 


Speaking in electrical terms, the char- 
acteristic impedance of a transmission line is 
simply the ratio of the voltage across the 
line to the current which is flowing, the same 
as is the case with a simple resistor: Z. = E/I. 
Also, in a substantially loss-less line (one 
whose attenuation per wavelength is small) 
the energy stored in the line will be equally 
divided between the capacitive field and the 
inductive field which serve to propagate the 
energy along the line. Hence the characteristic 
impedance of a line may be expressed as: 


Laken yy Ligh 
Two-Wire A two-wire transmission system 
Open Line is easy to construct. Its surge im- 


pedance can be calculated quite 


easily, and when properly adjusted and _ bal- 
anced to ground, with a conductor spacing 
which is negligible in terms of the wave- 
length of the signal carried, undesirable feeder 
radiation is minimized; the current flow in 
the adjacent wires is in opposite directions, 
and the magnetic fields of the two wires are 
in Opposition to each other. When a two-wire 
line is terminated with the equivalent of a 
pure resistance equal to the characteristic im- 
pedance of the line, the line becomes a non- 
resonant line. 

Expressed in physical terms, the character- 
istic impedance of a two-wire open line is 
equal to: 

25 
Lie 270 logw eas 
d 
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Where: 

S is the exact distance between wire centers 
in some convenient unit of measurement, and 

d is the diameter of the wire measured in the 
same units as the wire spacing, S. 

28 
Since — expresses a ratio only, the units 
d 
of measurement may be centimeters, milli- 
meters, or inches. This makes no difference in 
the answer, so long as the substituted values 
for S and d are in the same units. 

The equation is accurate so long as the wire 
spacing is relatively large as compared to the 
wire diameter. 

Surge impedance values of less than 200 
ohms are seldom used in the open-type two- 
wire line, and, even at this rather high value 
of Z., the wire spacing S is uncomfortably 
close, being only 5.3 times the wire diame- 
ter d. 

Figure 17 gives in graphical form the surge 
impedance of practicable two-wire lines. The 
chart is self-explanatory, and is sufficiently ac- 
curate for practical purposes. 


Four-Wire 
Open-Wire Lines 


Under certain conditions 
it is desirable to have the 
power-handling capacity of 
an open-wire line and yet have a line whose 
characteristic impedance is of the order of 
200 ohms rather than being in the vicinity of 
500 ohms for practicable two-wire lines. The 
four-wire open line has this lowered char- 
acteristic impedance and has been used in 
many applications as a quarter-wave matching 
transformer (Q section). Design data for four- 
wire lines are given in figure 18. The four wires 
of such a transmission line are spaced on the 
corners of a square (or equally spaced on the 
circumference of a circle) and opposite wires 
are connected together at each end of the 
line. Make sure that the same wires are 
paralleled at each end of the transmission line 
section. 

The spacers for the line can be constructed 
from crossed strips of polystyrene cemented 
with polystyrene cement or of crossed strips 
of lucite cemented with chloroform. Plastic 
iced-tea coasters of suitable diameter can also 
be used as spacers. Experience has indicated 
that the spacers should be placed every 2 or 
3, feet along the line and that the line should 


be operated under some tension to prevent 
twisting. 


The Double 
Two-Wire Line 


It sometimes is of impor- 
tance to have an open-wire 
line with a_ characteristic 
impedance higher than the practicable value 
for a four-wire open line, but lower than 
the practicable range of values for a stand- 
ard two-wire line. Such a line can be con- 
structed in the same manner as a four-wire 
cross-connected line, except that the ad- 
jacent wires at one end are connected to- 
gether, and the same wires are paralleled at 
the other end. Such a line will have a char- 
acteristic impedance 42 ohms higher than a 
four-wire cross-connected line with the same 
conductor diameter and spacing. The equa- 
tion for the characteristic impedance of such 
a dime as: 


S 
Ze = 138 logue — + 2) ohms 
f 


while the equation for the impedance of a 
four-wire cross-connected line is: 


S 
Lie == 138 logiw Sars ak WAS ohms. 
Be 


In each case S represents the spacing between 
adjacent conductors while r represents the 
radius of the wires. These expressions, similar 
to the equation for the characteristic imped- 
ance of a two-wire line, are accurate only 
for cases where the wire spacing is much 
greater than the wire diameter. 


Ribbon and 
Tubular Trans- 
mission Line 


Instead of using spacer in- 
sulators placed periodically 
along the transmission line 
it is possible to mold the 
line conductors into a ribbon or tube of 
flexible low-loss dielectric material. Such line, 
with polyethylene dielectric, is used in enor- 
mous quantities as the lead-in transmission 
line for FM and TV receivers. The line is 
available from several manufacturers in the 
ribbon and tubular configuration, with char- 
acteristic impedance values from 75 to 300 
ohms. Receiving types, and transmitting types 


for power levels up to one kilowatt in the 


h-f range, are listed with their pertinent char- 
acteristics, in the table of figure 19. 
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Coaxial Lines 


Coaxial Line Several types of coaxial cable 
have come into wide use for 
feeding power to an antenna system. A cross- 
sectional end view of a coaxial cable (some- 
times called concentric cable or line) is 


shown in figure 20. 


As in the parallel-wire line, the power lost 
in a properly terminated coaxial line is the 
sum of the effective resistance losses along 
the length of the cable and the dielectric losses 
between the two conductors. 


Of the two losses, the effective resistance 
loss is the greater; since it is largely due to 
the skin effect, the line loss (all other condi- 
tions the same) will increase directly as the 
square root of the frequency. 


Figure 20 shows that, instead of having two 
conductors running side by side, one of the 
conductors is placed znside of the other. 
Since the outside conductor completely shields 
the inner one, no radiation takes place. The 
conductors may both be tubes, one within the 
other; the line may consist of a solid wire 
within a tube, or it may consist of a stranded 
or solid inner conductor with the outer con- 
ductor made up of one or two wraps of 
copper shielding braid. 


In the type of cable most popular for mili- 
tary and non-commercial use the inner con- 
ductor consists of a heavy stranded wire, the 
outer conductor consists of a braid of copper 
wire, and the inner conductor is supported 
within the outer by means of a semi-solid 
dielectric of exceedingly low loss characteristics 
called polyethylene. The Army-Navy desig- 
nation on one size of this cable suitable for 
power levels up to one kilowatt at frequencies 
as high as 30 Mc. is AN/RG-8/U. The out- 
side diameter of this type of cable is ap- 
proximately one-half inch. The characteristic 
impedance of this cable type is 52 ohms, but 
other similar types of greater and smaller 
power-handling capacity are available in im- 
pedances of 52, 75, and 95 ohms. 


When using solid dielectric coaxial cable 
it is necessary that precautions be taken to 
insure that moisture cannot enter the line. 
If the better grade of connectors manufactured 
for the line are employed as terminations, this 
condition is automatically satisfied. 
nectors are not used, it is necessary that some 
type of moisture-proof sealing compound be 
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Figure 20. 


CHARACTERISTIC IMPEDANCE OF 
AIR-FILLED COAXIAL LINES. 


If the filling of the line is a_ dielectric 
material other than air, the characteristic im- 
pedance of the line will be reduced by a factor 
proportional to the square-root of the di- 
electric constant of the material used as a 
dielectric within the line. 


applied to the end of the cable where it will 
be exposed to the weather. 

Nearby metallic objects cause no loss, and 
coaxial cable may be run up air ducts or 
elevator shafts, inside walls, or through metal 
conduit. Insulation troubles can be forgotten. 
The coaxial cable may be buried in the 
ground or suspended above ground. 
Standing Waves Standing waves on a trans- 
mission line a/ways are the 
result of the reflection of energy. The only 
significant reflection which takes place in a 
normal installation is that at the load end 
of the line. But reflection can take place from 
discontinuities in the line, such as caused by 
insulators, bends, or metallic objects adjacent 
to an unshielded line. 

When a uniform transmission line is termi- 
nated in.an impedance equal to its surge im- 
pedance, reflection of energy does not occur, 
and no standing waves are present. When the 
load termination is exactly the same as the 
line impedance, it simply means that the 
load takes energy from the line just as fast 
as the line delivers it, no slower and no faster. 

Thus, for proper operation of an untuned 
line (with standing waves eliminated), some 
form of impedance-matching arrangement 
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must be used between the transmission line 
and the antenna, so that the radiation tfe- 
sistance of the antenna is reflected back into 
the line as a nonreactive impedance equal to 
the line impedance. 

The termination at the antenna end is the 
only critical characteristic about the untuned 
line fed by a transmitter. It is the reflection 
from the antenna end which starts waves 
moving back toward the transmitter end. 
When waves moving in both directions along 
a conductor meet, standing waves are set up. 


Semi-Resonant 
Parallel-Wire Lines 


A. well-constructed open- 
wire line has acceptably 
low losses when its length 
is less than about two wavelengths even when 
the voltage standing-wave ratio is as high as 
10 to 1. A transmission line constructed of 
ribbon or tubular line, however, should have 
the standing-wave ratio kept down to not more 
than about 3 to 1 both to reduce power loss 
and because the energy dissipation on the line 
will be localized, causing overheating of the 
line at the points of maximum current. 

Because moderate standing waves can be 
tolerated on open-wire lines without much 
loss, a>) standing-wave ratio. of 2/1.\or)371 
is considered acceptable with this type of line, 
even when used in an “untuned” system. 
Strictly speaking, a line is untuned, or non- 
resonant, only when it is perfectly “flat,” with 
a standing-wave ratio of 1 (no. standing 
waves ). However, some mismatch can be toler- 
ated with open-wire untuned lines, so long as 
the reactance is not objectionable, or is elimi- 
nated by cutting the line to approximately 
resonant length. 


12-11 Tuned or 


Resonant Lines 


If a transmission line is terminated in its 
characteristic surge impedance, there will be 
no reflection at the end of the line, and the 
current and voltage distribution will be uni- 
form along the line. If the end of the line 
is either open-circuited or short-circuited, the 
reflection at the end of the line will be 100 
per cent, and standing waves of very great 
amplitude will appear on the line. There will 
still be practically no radiation from the line 
if it is closely spaced, but voltage nodes will be 


SWR=1,0 ZL= ZO 


SWR=1.5 ZL=1.5 OR 0.67 ZO 


1.0 — - - 
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Figure 21. 


STANDING WAVES ON A TRANS- 
MISSION LINE. 


As shown at (A), the voltage and current are 
constant on a_ transmission line which is 
terminated in its characteristic impedance, as- 
suming that losses are small enough so that 
they may be neglected. (B) shows the yaria- 
tion in current or in voltage on a line 
terminated in a load with a reflection coeffi- 
cient of 0.2 so that a standing-wave ratio of 
1.5 to 1 is set up. At (C) the reflection co- 
efficient has been increased to 0.5, with the 
formation of a 3 to 1 standing-wave ratio 
on the line. At (D) the line has been termi- 
nated in a load which has a reflection co- 
efficient of 1.0 (short, open circuit, or a pure 
reactance) so that all the energy is reflected 
with the formation of an infinite standing- 
wave ratio. 


found along the line, spaced a half wavelength. 
Likewise, voltage loops will be found every 
half wavelength, the voltage loops correspond- 
ing to current nodes. 

If the line is terminated in some value of 
resistance other than the characteristic surge 
impedance, there will be some reflection, the 
amount being determined by the amount of 
mismatch. With reflection, there will be stand- 
ing waves (excursions of current and voltage) 
along the line, though not to the same ex- 
tent as with an open-circuited or short-cir- 
cuited line. The current and voltage loops 
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Resonant Lines 


will occur at the same poznts along the line 
as with the open- or short-circuited line, and 
as the terminating impedance is made to ap- 
proach the characteristic impedance of the 
line, the current and voltage along the line 
will become more uniform. The foregoing 
assumes, of course, a purely resistive (non- 
reactive) load. If the load is reactive, standing 
waves also will be formed. But with a reactive 
load the nodes will occur at different loca- 
tions. from the node locations encountered 
with wrong-value resistive termination. 


A well built 500- to 600-ohm transmission 
line may be used as a resonant feeder for 
lengths up to several hundred feet with very 
low loss, so long as the amplitude of the 
standing waves (ratio of maximum to mini- 
mum voltage along the line) is not too great. 
The amplitude, in turn, depends upon the 
mismatch at the line termination. A line of 
no. 12 wire, spaced 6 inches with good 
ceramic or plastic spreaders, has a surge im- 
pedance of approximately 600 ohms, and 
makes an excellent tuned feeder for feeding 
anything between 60 and 6000 ohms (at fre- 
quencies below 30 Mc.). If used to feed a 
load of higher or lower impedance than this, 
the standing waves become great enough in 
amplitude that some loss will occur unless 
the feeder is kept short. At frequencies above 
30 Mc., the spacing becomes an appreciable 
fraction of a wavelength, and radiation from 
the line no longer is negligible. Hence, coaxial 
line or close-spaced parallel-wire line is rec- 
ommended for v-h-f work. 


If a transmission line is not perfectly match- 
ed, it should be made resonant, even though 


the amplitude of the standing waves (voltage 
variation) is not particularly great. This pre- 
vents reactance from being coupled into the 
final amplifier. A feed system having moderate 
standing waves may be made to present a non- 
reactive load to the amplifier either by tuning 
or by pruning the feeders to approximate 
resonance. 

Usually it is preferable with tuned feeders 
to have a current loop (voltage minimum) 
at the transmitter end of the line. This means 
that when voltage-feeding an antenna, the 
tuned feeders should be made an odd number 
of quarter wavelengths long, and when cur- 
rent-feeding an antenna, the feeders should 
be made an even number of quarter wave- 
lengths long. Actually, the feeders are made 
about 10 per cent of a quarter wave longer 
than the calculated value (the value given 
in the tables) when they are to be series 
tuned to resonance by means of a capacitor, 
instead of being trimmed and pruned to 
resonance. 

When tuned feeders are used to feed an 
antenna on more than one band, it is neces- 
sary to compromise and make provision for 
both series and parallel tuning, inasmuch as 
it is impossible to cut a feeder to a length 
that will be optimum for several bands. If a 
voltage loop appears at the transmitter end 
of the line on certain bands, parallel tuning 
of the feeders will be required in order to 
get a transfer of energy. It is impossible 
to transfer energy by inductive coupling un- 
less current is flowing. This is effected at a 
voltage loop by the presence of the ‘resonant 
tank circuit formed by parallel tuning of the 
antenna coil. 
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Antennas and 


Antenna Matching 


Antennas for the lower frequency portion 
of the h-f spectrum (perhaps from 1.8 to 7.0 
Mc.), and temporary or limited use antennas 
for the upper portion of the h-f range, usually 
are of a relatively simple type in which direc- 
tivity is not a prime consideration. Also, it 
often is desirable, in amateur work, that a 
single antenna system be capable of operation 
at least on the 3.5-Mc. and 7.0-Mc. range, and 
preferably on other frequency ranges. Conse- 
quently, the first portion of this chapter will 
be devoted to a discussion of such antenna 
systems. The latter portion of the chapter is 
devoted to the general problem of matching 
the antenna transmission line to antenna sys- 
tems of the fixed type. Matching the antenna 
tranmission line to the rotatable directive 
array is discussed in Chapter Sixteen. 


13-1 End-Fed Half-Wave 


Horizontal Antennas 


The half-wave horizontal dipole is the most 
common and the most practical antenna for the 
3.5-Mc. and 7-Mc. amateur bands. The form of 
the dipole and the manner in which it is fed 
are capable of a large number of variations. 
Figure 2 shows a number of practicable forms 
of the simple dipole antenna along with 
methods of feed. 

Usually a high-frequency doublet is mounted 
as high and as much in the clear as possible, 


for obvious reasons. However, it is sometimes 
justifiable to bring part of the radiating system 
directly to the transmitter, feeding the antenna 
without benefit of a transmission line. This is 
permissible when (1) there is insufficient 
room to erect a 75- or 80-meter horizontal 
dipole and feed line, (2) when a long wire 
is also to be operated on one of the higher 
frequency bands on a harmonic. In either case, 
it is usually possible to get the main portion 
of the antenna in the clear because of its 
length. This means that the power lost by 
bringing the antenna directly to the transmitter 
is relatively small. 


Even so, it is not best practice to bring the 
high-voltage end of an antenna into the oper- 
ating room because of the increased difficulty 
in eliminating BCI and TVI. For this reason 
one should dispense with a feed line in con- 
junction with a Hertz antenna only as a last 
resort. 


End-Fed 


Antennas 


The end-fed antenna has no form 
of transmission line to couple it 
to the transmitter, but brings the 
radiating portion of the antenna right down 
to the transmitter, where some form of cou- 
pling system is used to transfer energy to the 
antenna. 


This antenna always is voltage-fed, and al- 
ways consists of an even number of quarter- 
wavelengths. Figure 1 shows two common 
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methods of feeding the Fuchs antenna or “end- 
fed Hertz.” Some harmonic-attenuating pro- 
vision (in addition to the usual low-pass TVI 
filter) must be included in the coupling sys- 
tem, as an end-fed antenna itself offers no 
discrimination against harmonics, either odd 
or even. 

The end-fed Hertz antenna has rather high 
losses unless at least three-quarters of the 
radiator can be placed outside the operating 
room and in the clear. As there is high r-f 
voltage at the point where the antenna enters 
the operating room, the insulation at that 
point should be several times as effective as 
the insulation commonly used with low-voltage 
feeder systems. This antenna can be operated 
on all of its higher harmonics with good eff- 
ciency, and can be operated at half frequency 
against ground as a quarter-wave Marconi. 

As the frequency of an antenna is raised 
slightly when it is bent anywhere except at 
a voltage or current loop, an end-fed Hertz 
antenna usually is a few per cent longer than 
a straight half-wave doublet for the same fre- 
quency, because, ordinarily; it is impracticable 
to bring a wire in to the transmitter without 
making several bends. 


The Zepp Antenna 
System 


The yzeppelin vor. azepp - 
antenna system, illustrated 
in figure 2A is very con- 
venient when it is desired to operate a single 
radiating wire on a number of harmonically 
related frequencies. 

The zepp antenna system is easy to tune, 
and can be used on several bands by merely 
retuning the feeders. The overall efficiency of 
the zepp antenna system is not quite as high 
for long feeder lengths as for some of the 
antenna systems which employ non-resonant 
transmission lines, but where space is limited 
and where operation on more than one band 
is desired, the zepp has some decided ad- 
vantages. 

As the radiating portion of the zepp an- 
tenna system must always be some multiple of 
a half wave long, there is always high voltage 
present at the point where the live zepp feeder 
attaches to the end of the radiating portion of 
the antenna. Thus, this type of zepp antenna 
system is voltage fed. 


Figure 2C shows a modifica- 
tion of the zepp-type antenna 
system to allow the use of 
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Figure 1. 
THE END-FED HERTZ ANTENNA. 


Showing the manner in which an_ end-fed 

Hertz antenna may be fed through a low- 

impedance line and low-pass filter by using 

a resonant tank circuit as at (A), or through 

the use of a reverse-connected pi network as 
at (B). 


a non-resonant transmission line between the 
radiating portion of the antenna and the 
transmitter. The “zepp” portion of the antenna 
is resonated as a quarter-wave stub and the 
non-resonant feeders are connected to the stub 
at a point where standing waves on the feeder 
are minimized. The procedure for making 
these adjustments is described in detail in 
Section 13-9. This type of antenna system is 
quite satisfactory when it is necessary physically 
to end feed the antenna, but where it is neces- 
sary also to use non-resonant feeder between 
the transmitter and the radiating system. 


13-2 Center-Fed Half- 
Wave Horizontal Antennas 


The center feeding of a half-wave antenna 
system is usually to be desired over an end-fed 
system since the center-fed system is inherently 
balanced to ground and is therefore less likely 
to be troubled by feeder radiation. A number 
of center-fed systems are illustrated in figure 2. 


The Tuned The current-fed doublet with 
Doublet spaced feeders, sometimes called 

a center-fed zepp, is an inherently 
balanced system if the two legs of the radiator 
are electrically equal. This fact holds true re- 
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gardless of the frequency, or of the harmonic, 
on which the system is operated. The system 
can successfully be operated over a wide range 
of frequencies if the system as a whole (both 
tuned feeders and the center-fed flat top) can 
be resonated to the operating frequency. It ts 
usually possible to tune such an antenna sys- 
tem to resonance with the aid of a tapped coil 
and a tuning capacitor that can optionally be 
placed either in series with the antenna coil 
or in parallel with it. A series tuning capacitor 
can be placed in series with one feeder leg 
without unbalancing the system. 

The tuned-doublet antenna is shown in 
figure 2D. The antenna is a current-fed system 
when the radiating wire is a half wave long 
electrically, or when the system is operated on 
its odd harmonics, but becomes a voltage-fed 
radiator when operated on its even harmonics. 

The antenna has a different radiation pattern 
when operated on its harmonics, as would be 
expected. The arrangement used on the second 
harmonic is better known as the Franklin 
colinear array and is described in Chapter 
Fourteen. The pattern is similar to a half-wave 
dipole except that it is sharper in the broadside 
direction. On higher harmonics of operation 
there will be multiple lobes of radiation from 
the system. 

Figures 2E and 2F show alternative arrange- 
ments for using an untuned transmission line 
between the transmitter and the tuned-doublet 
radiator. In figure 2E a half-wave shorted line 
is used to resonate the radiating system, while 
in figure 2F a quarter-wave open line 1s 
utilized. The adjustment of quarter-wave and 
half-wave stubs is discussed in Section 13-9. 


Doublets with 
Quarter-Wave 
Transformers 


The average value of feed 
impedance for a center-fed 
half-wave doublet is 75 
ohms. The actual value varies 
with height and is shown in figure 5 of Chap- 
ter Twelve. Alternative methods of matching 
this rather low value of impedance to a med- 
ium-impedance transmission line are shown in 
(G), (H), and (1) of figure 2. Each of these 
three systems uses a quarter-wave transformer 
to accomplish the impedance transformation. 
The only difference between the three systems 
lies in the type of transmission line used in the 
quarter-wave transformer. (G) shows the 
“Johnson Q” system whereby a line made up 
of '4-inch dural tubing is used for the low- 
impedance linear transformer. A line made up 


in this manner is frequently called a set of 
“Q bars.” Illustration (H) shows the use of a 
four-wire line as the linear transformer, and 
(1) shows the use of a piece of 150-ohm 
Twin-Lead electrically 14-wave in length as the 
transformer between the center of the dipole 
and a piece of 300-ohm Twin-Lead. In any 
case the impedance of the quarter-wave trans- 
former will be of the order of 150 to 200 
ohms. The use of sections of transmission line 
as linear transformers is discussed in detail in 
Section 13-10. 


Multi-Wire 
Doublets 


An alternative method for in- 
creasing the feed-point imped- 
ance of a dipole so that a med- 
ium-impedance transmission line may be used 
is shown in figures 2J and 2K. This system 
utilizes more than one wire in parallel for the 
radiating element, but only one of the wires 
is broken for attachment of the feeder. The 
theory of this type of antenna has been dis- 
cussed in Chapter Twelve, but the most com- 
mon arrangement uses two wires in the flat 
top of the antenna so that an impedance 
multiplication of four is obtained. 

The antenna shown in figure 2J is the so- 
called Twin-Lead “folded dipole” which is 
a commonly used antenna system on the med- 
ium-frequency amateur bands. In this arrange- 
ment both the antenna and the transmission 
line to the transmitter are constructed of 300- 
ohm Twin-Lead. The flat top of the antenna 
is made slightly less than the conventional 
length (462/Fy«. instead of 468/Fsc. for a 
single-wire flat top) and the two ends of the | 
Twin-Lead are joined together at each end. 
The center of one of the conductors of the 
Twin-Lead flat top is broken and the two ends 
of the Twin-Lead feeder are spliced into the 
flat top leads. As a protection against moisture 
pieces of flat polyethylene taken from another 
piece of 300-ohm Twin-Lead may be molded 
over the joint between conductors with the aid 
of an electric iron or soldering iron. 

Better bandwidth characteristics can be ob- 
tained with a folded dipole made of ribbon 
line if the two conductors of the ribbon line 
are shorted a distance of 0.82 (the velocity 
factor of ribbon line) of a free-space quarter 
wavelength from the center or feed point. This 
procedure is illustrated in figure 3A. An alter- 
native arrangement for a Twin-Lead folded 
dipole (which, incidentally, requires less Twin- 
Lead) is illustrated in figure 3B. This type ot 
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Figure 3. 


FOLDED DIPOLE WITH SHORTING 
STRAPS. 


The impedance match and bandwidth char- 
acteristics of a folded dipole may be improved 
by shorting the two wires of the ribbon a 
distance out from the center equal to the 
velocity factor of the ribbon times the half- 
length of the dipole as shown at (A). An 
alternative arrangement with bent down ends 
for space conservation is illustrated at (B). 


half-wave antenna system is convenient for 
use on the 3.5-Mc. band when the 116 to 132 
foot distance required for a full half-wave is 
not quite available in a straight line, since the 
single-wire end pieces may be bent away or 
downward from the direction of the main 
section of the antenna. 

Figure 2K shows the basic type of 2-wire 
doublet or “folded dipole” wherein the radiat- 
ing section of the system is made up of stand- 
ard antenna wire spaced by means of feeder 
spreaders. The feeder again is made of 300- 
ohm Twin-Lead since the feed-point imped- 
ance is approximately 300 ohms, the same as 
that of the Twin-Lead folded dipole. 

The folded-dipole type of antenna has the 
broadest response characteristic (greatest band- 
width) of any of the conventional half-wave 
antenna systems constructed of small wires or 
conductors. Hence such an antenna may be 
operated over the greatest frequency range 
without serious standing waves of any com- 
mon half-wave antenna type. 

The increased bandwidth of the multi-wire 
doublet type of radiator, and the fact that the 
feed-point resistance is increased several times 


over the radiation resistance of the element, 
have both contributed to the frequent use of 
the multi-wire radiator as the driven element 
in a parasitic antenna array. 


Delta-Matched 
Doublet and 
Standard Doublet 


These two types of radi- 
ating elements are shown 
in figure 2L and figure 
2M. The _ delta-matched 
doublet is described in detail in Section 13-8 
and is illustrated in figure 15 of this chapter. 
The standard doublet, shown in figure 2M, is 
fed in the center by means of 75-ohm Twin- 
Lead, either the transmitting or the receiving 
type, or it may be fed by means of twisted- 
pair feeder or by means of parallel-wire lamp- 
cord. Any of these types of feed line will give 
an approximate match to the center imped- 
ance of the dipole, but the 75-ohm Twin-Lead 
is far to be preferred over the other types of 
low-impedance feeder due to the much lower 
losses of the polyethylene-dielectric transmis- 
sion line. 

The coaxial-cable-fed doublet shown in 
figure 2N is a variation on the system shown 
in figure 2M. Either 52-ohm coaxial cable or 
75-ohm coaxial cable may be used to feed the 
center of the dipole, although the 75-ohm 
type will give a somewhat better impedance 
match at normal antenna heights. Due to the 
asymmetry of the coaxial feed system diffi- 
culty may be encountered with waves traveling 
on the outside of the coaxial cable. For this 
reason the use of Twin-Lead is normally to be 
preferred over the use of coaxial cable for 
feeding the center of a half-wave dipole. 


Off-Center 
Fed Doublet 


The system shown in figure 
2(O) is sometimes used to 
feed a half-wave dipole, espe- 
cially when it is desired to use the same an- 
tenna on a number of harmonically-related 
frequencies. The feeder wire (no. 14 enamelled 
wire should be used) is tapped a distance of 
14 per cent of the total length of the antenna 
either side of center. The feeder wire, operat- 
ing against ground for the return current, has 
an impedance of approximately 600 ohms. 
The system works well over highly conducting 
ground, but will introduce rather high losses 
when the antenna is located above rocky or 
poorly conducting soil. The off-center fed an- 
tenna has a further disadvantage that it is 
highly responsive to harmonics fed to it from 
the transmitter. 


HANDBOOK 


301 


Marconi Antennas 


0.94A/2 0.94 >/2 0.94 A/2 


S2-EE'D STUB-FED E=C=FED 
VERTICAL VERTICAL VERTICAL 


eet 


INSULATOR 


300-600 N LINE 300-600 M. LINE 


Figure 4. 


HALF-WAVE VERTICAL ANTENNA SHOW- 
ING ALTERNATIVE METHODS OF FEED. 


The effectiveness of the antenna system in 
radiating harmonics is of course an advantage 
when operation of the antenna on a number of 
frequency bands is desired. But again it is 
quite necessary to use a harmonic filter to in- 
sure that only the desired frequency is fed 
from the transmitter to the antenna. 


13-3 The Half-Wave 
Vertical Antenna 


The half-wave vertical antenna with its bot- 
tom end from 0.1 to 0.2 wavelength above 
ground is an effective transmitting antenna for 
low-angle radiation, where ground conditions 
in the vicinity of the antenna are good. Such 
an antenna is not good for short-range sky- 
wave communication, such as is the normal 
usage of the 3.5-Mc. amateur band, but is 
excellent for short-range grownd-wave com- 
munication such as on the standard broadcast 
band and on the amateur 1.8-Mc. band. The 
vertical antenna normally will cause greater 
BCI than an equivalent horizontal antenna, due 
to the much greater ground-wave field in- 
tensity. Also, the vertical antenna is poor for 
receiving under conditions where man-made 
interference is severe, since such interference 
is predominantly vertically polarized. 

Three ways of feeding a half-wave vertical 
antenna from an untuned transmisison line are 
illustrated in figure 4. The J-fed system shown 
in figure 4A is obviously not practicable ex- 
cept on the higher frequencies where the extra 
length for the stub may easily be obtained. 
However, in the normal case the ground-plane 
vertical antenna is to be recommended over the 
J-fed system for v-h-f work. 
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FEEDING A QUARTER-WAVE 
MARCONI ANTENNA. 


When an open-wire line is to be used, it may 
be link coupled to a series-resonant circuit 
between the bottom end of the Marconi and 
ground, as at (A). Alternatively, a reasonably 
good impedance match may be obtained be- 
tween 52-ohm coaxial line and the bottom of 
a resonant quarter-wave antenna, as illustrated 
at (B) above. 


13-4 The Marconi 


Antenna 


A grounded quarter-wave Marconi antenna, 
widely used on frequencies below 3 Mc., is 
sometimes used on the 3.5-Mc. band, and is 
also used in v-h-f mobile services where a com- 
pact antenna is required. The Marconi type 
antenna allows the use of half the length of 
wire that would be required for a half-wave 
Hertz radiator. The ground acts as a mirror, 
in effect, and takes the place of the additional 
quarter-wave of wire that would be required 
to reach resonance if the end of the wire were 
not returned to ground. 


The fundamental practical form of the Mar- 
coni antenna system is shown in figure 5A. 
Other Marconi antennas differ from this type 
primarily in regard to the method of feeding 
the energy to the radiator. The feed method 
shown in figure 5B can often be used to ad- 
vantage, particularly in mobile work. 


Variations on the basic Marconi antenna are 
shown in the illustrations of figure 6. Figures 
6B and 6C show the “L”-type and “T’-type 
Marconi antennas. These arrangements have 
been more or less superseded by the top-loaded 
forms of the Marconi antenna shown in figures 
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LOADING THE 
MARCONI ANTENNA. 


The various loading systems are 
discussed in the accompanying 
text. 


© 


6D, GE, and OF. In each of these latter three 
figures an antenna somewhat less than one 
quarter wave in length has been /oaded to 
increase its effective length by the insertion of 
a loading coil at or near the top of the radiator. 
The arrangement shown at figure 6D gives the 
least loading but is the most practical mechani- 
cally. The system shown at figure 6E gives an 
intermediate amount of loading, while that 
shown at figure OF, utilizing a “hat” just above 
the loading coil, gives the greatest amount of 
loading. The object of all the top-loading 
methods shown is to produce an increase in the 
effective length of the radiator, and thus to 
raise the point of maximum current in the 
radiator as far as possible above ground. Rais- 
ing the maximum-current point in the radiator 
above ground has two desirable results: The 
percentage of low-angle radiation is increased 
and the amount of ground current at the base 
of the radiator is reduced, thus reducing the 
ground losses. 

To estimate whether a loading coil will 
probably be required, it is necessary only to 
note if the length of the antenna wire and 
ground lead is over a quarter wavelength; if 
so, no loading coil is needed, provided the 
series tuning capacitor has a high maximum 
capacitance. 

Amateurs primarily interested in the higher 
frequency bands, but who like to work 80 
meters occasionally, can usually manage to 
resonate one of their antennas as a Marconi by 
working the whole system, feeders and all, 
against a water pipe ground, and resorting to 
a loading coil if necessary. A high-frequency- 
rotary, zepp, doublet, or single-wire-fed an- 
tenna will make quite a good 80-meter Mar- 
coni if high and in the clear, with a rather 
long feed line to act as a radiator on 80 meters. 
Where two-wire feeders are used, the feeders 
should be tied together for Marconi operation. 


Importance of 
Ground Connection 


With a quarter-wave an- 
tenna and a ground, the 
antenna current generally 
is measured with a meter placed in the antenna 
circuit close to the ground connection. Now, if 
this current flows through a resistor, or if 
the ground itself presents some resistance, 
there will be a power loss in the form of heat. 
Improving the ground connection, therefore, 
provides a definite means of reducing this 
power loss, and thus increasing the radiated 
power. 

The best possible ground consists of as many 
wires as possible, each at least a quarter wave 
long, buried just below the surface of the 
earth, and extending out from a common point 
in the form of radials. Copper wire of any 
size larger than no. 16 is satisfactory, though 
the larger sizes will take longer to disinte- 
grate. In fact, the radials need not even be 
buried; they may be supported just above the 
earth, and insulated from it. This arrangement 
is called a counterpotse, and operates by virtue 
of its high capacitance to ground. 

If the antenna is physically shorter than a 
quarter wavelength, the antenna current is 
higher, due to lower radiation resistance. Con- 
sequently, the power lost in resistive soil is 
greater. The importance of a good ground 
with short, inductive-loaded Marconi radiators 
is, therefore, quite obvious. With a good 
ground system, even very short (one-eighth 
wavelength) antennas can be expected to give 
a high percentage of the efficiency of a quarter- 
wave antenna used with the same ground sys- 
tem. This is especially true when the short 
radiator is top loaded with a high Q (low 
loss) coil. 


Water-Pipe 
Grounds 


Water pipe, because of its com- 
paratively large surface and 
cross section, has a relatively 
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low r-f resistance. If it is possible to attach 
to a junction of several water pipes (where 
they branch in several directions and run for 
some distance under ground), a satisfactory 
ground connection will be obtained. If one of 
the pipes attaches to a lawn or garden sprinkler 
system in the immediate vicinity of the an- 
tenna, the effectiveness of the system will ap- 
proach that of buried copper radials. 


The main objection to water-pipe grounds 
is the possibility of high resistance joints in 
the pipe, due to the “dope” put on the cou- 
pling threads. By attaching the ground wire 
to a junction with three or more legs, the 
possibility of requiring the main portion of 
the r-f current to flow through a high resist- 
ance connection is greatly reduced. 


The presence of water in the pipe adds 
nothing to the conductivity; therefore it does 
not relieve the problem of high resistance 
joints. Bonding the joints is the best insur- 
ance, but this is, of course, impracticable where 
the pipe is buried. Bonding together with 
copper wire the various water faucets above 
the surface of the ground will improve the 
effectiveness of a water-pipe ground system 
hampered by high-resistance pipe couplings. 


A Marconi antenna is an odd 
number of electrical quarter 
waves long (usually only one 
quarter wave in length), and is always reso- 
nated to the operating frequency. The correct 
loading of the final amplifier is accomplished 
by varying the coupling, rather than by detun- 
ing the antenna from resonance. 


Marconi 
Dimensions 


Physically, a quarter-wave Marconi may be 
made anything from one-eighth to three- 
eighths wavelength overall, meaning the total 
length of the antenna wire and ground lead 
from the end of the antenna to the point where 
the ground lead attaches to the junction of the 
radials or counterpoise wires, or the water pipe 
enters the ground. The longer the antenna is 
made physically, the lower will be the current 
flowing in the ground connection, and the 
greater will be the overall radiation efficiency. 
However, when the antenna length exceeds 
three-eighths wavelength, the antenna becomes 
difficult to resonate by means of a series capaci- 
tor, and it begins to take shape as an end-fed 
Hertz, requiring a method of feed such as a 
pi network. 


A radiator physically much shorter than a 


quarter wavelength can be lengthened elec- 
trically by means of a series loading coil, and 
used as a quarter-wave Marconi. However, if 
the wire is made shorter than approximately 
one-eighth wavelength, the radiation resistance 
will be quite low. This is a special problem in 
mobile work below about 20-Mc., and is dis- 
cussed in detail in Chapter Nineteen. 


13-5 Space-Conserving 


Antennas 


In many cases it is desired to undertake a 
considerable amount of operation on the 80- 
meter or 40-meter band, but sufficient space is 
simply not available for the installation of a 
half-wave radiator for the desired frequency 
of operation. This is a common experience of 
apartment dwellers. The shortened Marconi 
antenna operated against a good ground can be 
used under certain conditions, but the short- 
ened Marconi is notorious for the production 
of broadcast interference, and a good ground 
connection is usually completely unobtainable 
in an apartment house. 


Essentially, the problem in producing an 
antenna for lower frequency operation in re- 
stricted space is to erect a short radiator which 
is balanced with respect to ground and which 
is therefore independent of ground for its oper- 
ation. Several antenna types meeting this set 
of conditions are shown in figure 7. Figure 
7A shows a conventional center-fed doublet 
with bent-down ends. This type of antenna 
can be fed with 75-ohm Twin-Lead in the 
center, or it may be fed with a resonant line 
for operation on several bands. The overall 
length of the radiating wire will be a few 
per cent greater than the normal length for 
such an antenna since the wire is bent at a 
position intermediate between a current loop 
and a voltage loop. The actual length will have 
to be determined by the cut-and-try process 
due to the increased effect of interfering objects 
on the effective electrical length of an antenna 
of this type. 


Figure 7B shows a method for using a two- 
wire doublet on one half of its normal operat- 
ing frequency. It is recommended that spaced 
open conductor be used both for the radiating 
portion of the “folded dipole” and for the 
feed line. The reason for this recommendation 
lies in the fact that the two wires of the flat 
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THREE EFFECTIVE SPACE CONSERVING 
ANTENNAS. 


The arrangements shown at (A) and (B) are 
satisfactory where resonant feed line can be 
used. However, non-resonant 75-ohm feed line 
may be used in the arrangement at (A) when 
the dimensions in wavelengths are as shown. 
In the arrangement shown at (B) low stand- 
ing waves will be obtained on the feed line 
when the overall length of the antenna is a 
half wave. The arrangement shown at (C) may 
be tuned for any reasonable length of flat 
top to give a minimum of standing waves on 
the transmission line. 


top are not at the same potential throughout 
their length when the antenna is operated on 
one-half frequency. Twin-Lead may be used for 
the feed line if operation on the frequency 
where the flat top is one-half wave in length 
is most common, and operation on one-half 
frequency is infrequent. However, if the an- 
tenna is to be used primarily on one-half fre- 
quency as shown it should be fed by means of 
an open-wire line. If it is desired to feed the 
antenna with a non-resonant line, a quarter- 
wave stub may be connected to the antenna 
at the points X, X in figure 7B. The stub 
should be tuned and the transmission line con- 
nected to it in the normal manner. 

The antenna system shown in figure 7C may 
be used when not quite enough length is avail- 
able for a full half-wave radiator. The dimen- 
sions in terms of frequency are given on the 
drawing. An antenna of this type is 93 feet 
long for operation on 3600 kc. and 86 feet 
long for operation on 3900 kc. This type of 
antenna has the additional advantage that it 
may be operated on the 7-Mc. and 14-Mc. 
bands, when the flat top has been cut for the 
3.5-Mc. band, simply by changing the position 
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Figure 8. 


THE THREE-QUARTER WAVE FOLDED 
DOUBLET. 


This antenna arrangement will give very satis- 

factory operation with a 600-ohm feed line 

for operation with the switch open on the 

fundamental frequency and with the switch 
closed on twice frequency. 


of the shorting bar and the feeder line on 
the stub. 

A sacrifice which must be made when using 
a shortened radiating system, as for example 
the types shown in figure 7, is in the band- 
width of the radiating system. The frequency 
range which may be covered by a shortened 
antenna system is approximately in proportion 
to the amount of shortening which has been 
employed. For example, the antenna system 
shown in figure 7C may be operated over the 
range from 3800 kc. to 4000 ks. without ser- 
ious standing waves on the feed line. If the 
antenna had been made full length it would 
be possible to cover about half again as much 
frequency range for the same amount of mis- 
match on the extremes of the frequency range. 


13-6 Multi-Band Antennas 


The availability of a multi-band antenna 
is a great Operating convenience to an amateur 
station. In most cases it will be found best to 
install an antenna which is optimum for the 
band which is used for the majority of the 
available operating time, and then to have an 
additional multi-band antenna which may be 
pressed into service for operation on another 
band when propagation conditions on the most 
frequently used band are not suitable. Most 
amateurs use, or plan to install, at least one 
directive array for one of the higher-frequency 
bands, but find that an additional antenna 
which may be used on the 3.5-Mc. and 7.0- 
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3.5, 7, 14 AND 28 MC. L = 138° 
3.5, 7 AND 14 MC L=137' 
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AMVGIER 3.9 MC. AND 28 MC. L= 120° 
Figure 9. 


RECOMMENDED LENGTHS FOR THE 
END-FED HERTZ. 


Mc. band or even up through the 28-Mc. band 
is almost indispensable. 

The choice of a multi-band antenna depends 
upon a number of factors such as the amount 
of space available, the band which is to be 
used for the majority of operating with the 
antenna, the radiation efficiency which is de- 
sired, and the type of antenna tuning network 
to be used at the transmitter. A number of 
recommended types for use under differing 
conditions are illustrated in figures 8 through 
Pi 


The 34-Wave 
Folded Doublet 


Figure 8 shows an antenna 
type which will be found 
to be very effective when a 
moderate amount of space is available, when 
most of the operating will be done on one 
band with occasional operation on the second 
harmonic. The system is quite satisfactory for 
use with high-power transmitters since a 600- 
ohm non-resonant line is used from the an- 
tenna to the transmitter and since the antenna 
system is balanced with respect to ground. 
With operation on the fundamental frequency 
of the antenna where the flat top is 34 wave 
long the switch SW is left open. The system 
affords a very close match between the 600- 
ohm line and the feed point of the antenna. 
Kraus has reported a standing-wave ratio of 
approximately 1.2 to 1 over the 14-Mc. band 
when the antenna was located approximately 
one-half wave above ground (Radio, June 
1939). 

For operation on the second harmonic the 
switch SW is closed. The antenna is still an 
effective radiator on the second harmonic but 
the pattern of radiation will be different from 
that on the fundamental and the standing- 
wave ratio on the feed line will be greater. The 
flat top of the antenna must be made of open 
wire rather than ribbon or tubular line. 


be Ly = -490 por » . see TABLE BELOW >| 
Fou 2 


Cc 


BANDS) lay 11 an | TRE OF 


| 
3.9 MC , , | SERIES 
28 MC PARALLEL 


flee 3.5 MC | SERIES 
7 MC f , | PARALLEL 
14 wc| 137" | © | paraccer 
28 MC PARALLEL 


4” OR|6” | 
SPREADERS 7 MC SERIES 

14 mc | 68/| 34° | PARALLEL 
28 MC PARALLEL 


END-FED ZEPP 


FIGURE 10. 


The End-Fed 
Hertz 


The end-fed Hertz antenna 
shown in figure 9 is not as 
effective a radiating system as 
many other antenna types, but it is particu- 
larly convenient when it is desired to install 
an antenna in a hurry for a test, or for field- 
day work. The flat top of the radiator should 
be as high and in the clear as possible. In any 
event at least three quarters of the total wire 
length should be in the clear. Dimensions for 
optimum operation on various amateur bands 
are given in addition in figure 9. Additional 
information on the end-fed Hertz is given in 
Section 12-1 and figure 1. 


The End-Fed 
Zepp 


The end-fed Zepp has long 
been a favorite for multi-band 
operation. It is shown in figure 
10 along with recommended dimensions for 
operation on various amateur band groups. 
Since this antenna type is an unbalanced 
radiating system, its use is not recommended 
with high-power transmitters where interfer- 
erice to broadcast listeners is likely to be en- 
countered. The r-f voltages encountered at the 
end of zepp feeders and at points an electrical 
half wave from the end are likely to be quite 
high. Hence the feeders should be supported 
an adequate distance from surrounding objects 
and sufficiently in the clear so that a chance 
encounter between a passerby and the feeder 
is unlikely. 

The coupling coil at the transmitter end of 
the feeder system should be link coupled to 
the output of the low-pass TVI filter in order 
to reduce harmonic radiation. Transmitter-to- 
feed line coupling methods have been dis- 
cussed in detail in Chapter Eleven. 
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The Center-Fed 
Multi-Band 
Antenna 


Several types of center-fed 
antenna systems are shown 
in figure 11. If the feed line 
is made up in the conven- 
tional manner of no. 12 or no. 14 wire spaced 
4 to 6 inches the antenna system is sometimes 
called a center-fed zepp. With this type of 
feeder the impedance at the transmitter end of 
the feeder varies from about 70 ohms to ap- 
proximately 5000 ohms, the same as is en- 
countered in an end-fed zepp antenna. This 
great impedance ratio requires provision for 
either series or parallel tuning of the feeders 
at the transmitter, and involves quite high r-f 
voltages at various points along the feed line. 


If the feed line between the transmitter and 
the antenna is made to have a characteristic 
impedance of approximately 300 ohms the 
excursions in end-of-feeder impedance are 
greatly reduced. In fact the impedance then 
varies from approximately 75 ohms to 1200 
ohms. With this much lowered impedance 
variation it is usually possible to use series 
tuning on all bands, or merely to couple the 
antenna directly to the output tank circuit or 
the harmonic reduction circuit without any 
separate feeder tuning provision. 


There are four practicable types of trans- 
mission line which can give an impedance of 
approximately 300 ohms. The first is, obvious- 
ly, 300-ohm Twin-Lead. Twin-Lead of the re- 
ceiving type may be used as a resonant feed 
line in this case, but its use is not recom- 
mended with power levels greater than perhaps 
100 watts, and it should not be used when 
lowest loss in the transmission line is desired. 
Although Twin-Lead is quite satisfactory for a 
non-resonant line, it has not been designed 
for application as a resonant line. The second 
type is a two-wire air-spaced line with large 
conductors and close spacing. The ratio of con- 
ductor spacing to conductor radius for a char- 
acteristic impedance of 300 ohms is 12.22. In 
other words, no. 10 wire should be spaced 
0.6”, no. 8 wire should be spaced 0.79”, 
3/16” copper tubing should be spaced about 
1.14”, and 14-inch copper tubing should be 
spaced 1.53/”. Johnson no. 132 2” feeder 
spreaders have a notch cut in the side for use 
with 14-inch copper tubing at 114” spacing 
for making up a 300-ohm line. 


The third type of transmission line which 
may be used to obtain an impedance of 300 
ohms is the standard cross-connected four- 
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CENTER-FED ANTENNA 


FIGURE 11. 


wire ait-spaced line. In this case to obtain, 
from the equation: 


S 
Zo = 138 logw—- 21 
f 


an impedance of 300 ohms requires a ratio 
of conductor spacing to conductor radius of 
211.2. This high ratio requires the use of 
rather small wires or rather large spacings. 
Number 18 wires would be spaced 4” on the 
sides of the square, or equally about a 5.65” 
diameter circle. 


Probably the most satisfactory method for 
obtaining a low-loss 300-ohm line of simple 
construction is to use a four-wire side-con- 
nected transmission line. This type of trans- 
mission line is constructed the same as a con- 
ventional cross-connected four-wire line but 
adjacent pairs of wire are strapped together 
at the ends (make sure that the same pair is 
strapped at each end). This type of transmis- 
sion line has not been very commonly used 
in the past but it lends itself particularly to 
the construction of transmission lines with’ 
impedances in the range between 260 ohms 
(above which the four-wire cross-connected 
line becomes difficult mechanically) and 400 
ohms (below which the two-wire line be- 
comes mechanically difficult to construct). 


The equation for the characteristic imped- 
ance of such a line where the four wires are 
placed on the corners of a square is: 
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S 
Labs = 138 logw— + | 
[ 


where S is the spacing between adjacent wires 
and r is the radius of the wires. Inspection of 
the equation shows that the form of the equa- 
tion is the same as that for the cross-connected 
four-wire line except that a plus sign has been 
substituted for the minus sign between the 
last two terms. This means that if we change 
the end-strap connections on a four-wire cross- 
connected line to make it an adjacent-con- 
nected line, the impedance of the line will be 
raised by 42 ohms. The actual ratio of spac- 
ing to radius for 300 ohms impedance using 
this type of line is 105.5 It will be noticed 
that this ratio is exactly half that required for 
the same value of impedance using a cross- 
connected line; this fact will be found true in 
all cases when comparing the two methods of 
connection for a four-wire line—the ratio 
of spacings for a cross-connected line is exactly 
twice that for an adjacent-connected line hav- 
ing the same impedance. 


Folded Flat-Top 
Dual-Band Antenna 


As has been mentioned 
earlier, there is an in- 
creasing tendency 
among amateur operators to utilize rotary or 
fixed arrays for the 14-Mc. band and those 
higher in frequency. In order to afford com- 
plete coverage of the amateur bands it is then 
desirable to have an additional system which 
will operate with equal effectiveness on the 
3.5-Mc. and 7-Mc. bands, but this low-fre- 
quency antenna system will not be required to 
operate on any bands higher in frequency 
than the 7-Mc. band. The antenna system 
shown in figure 12 has been developed ¢o fill 
this need. 


This system consists essentially of an open- 
line folded dipole for the 7-Mc. band with a 
special feed system which allows the antenna 
to be fed with minimum standing waves on 
the feed line on both the 7-Mc. and 3.5-Mc. 
bands. The feed-point impedance of a folded 
dipole on its fundamental frequency is ap- 
proximately 300 ohms. Hence the 300-ohm 
Twin-Lead shown in figure 12 can be con- 
nected directly into the center of the system 
for operation only on the 7-Mc. band and 
standing waves on the feeder will be very 
small. However, it is possible to insert an 
electrical half-wave of transmission line of any 
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Figure 12. 
FOLDED-TOP DUAL-BAND ANTENNA. 


characteristic impedance into a feeder system 
such as this and the impedance at the far end 
of the line will be exactly the same value of 
impedance which the half-wave line sees at 
its termination. Hence this has been done in 
the antenna system shown in figure 12; an 
electrical half wave of line has been inserted 
between the feed point of the antenna and 
the 300-ohm transmission line to the trans- 
mitter. 

The characteristic impedance of this addi- 
tional half-wave section of transmission line 
has been made about 715 ohms (no. 20 wire 
spaced 6 inches), but since it is an electrical 
half wave long at 7 Mc. and operates into a 
load of 300 ohms at the antenna the 300-ohm 
Twin-Lead at the bottom of the half-wave sec- 
tion still sees an impedance of 300 ohms. The 
additional half-wave section of transmission 
line introduces a negligible amount of loss 
since the current flowing in the section of line 
is the same which would flow in a 300-ohm 
line at each end of the half-wave section, and 
at all other points it is /ess than the current 
which would flow in a 300-ohm line since the 
effective impedance is greater than 300 ohms 
in the center of the half-wave section. This 
means that the loss is less than it would be in 
an equivalent length of 300-ohm Twin-Lead 
since this type of manufactured transmission 
line is made up of conductors which are 
equivalent to no. 20 wire. 

So we see that the added section of 715- 
ohm line has substantially no effect on the 
operation of the antenna system on the 7-Mc. 
band. However, when the flat top of the an- 
tenna is operated on the 3.5-Mc. band the 
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THE ‘“‘DROOPING GROUND PLANE” 
VERTICAL ANTENNA. 


This vertically polarized antenna uses _ the 
four guy wires as a “‘drooping ground plane” 
for the vertical radiator. Note the use of two 
sets of insulators in the guy wires. One set 
is spaced 81/, feet from the metal collar 
about the mast; the guys between these in- 
sulators and the mast are used on the 28- 
Mc. band. The second set is spaced 81/2 feet 
from the first set; when jumpers are placed 
across the first set of insulators the total 
length of the ground plane then becomes 
about 17 feet for operation on the 14-Mc. 
band. Additional sets of insulators may be 
placed at appropriate points in the guy wires 
for operation in conjunction with various 
vertical radiator rods on other amateur bands. 


THE RADIO 


feed-point impedance of the flat top is ap- 
proximately 3500 ohms. Since the section of 
715-ohm transmission line is an_ electrical 
quarter-wave in length on the 3.5-Mc. band, 
this section of line will have the effect of 
transforming the approximately 3500 ohms 
feed-point impedance of the antenna down to 
an impedance of about 150 ohms which will 
result in a 2:1 standing-wave ratio on the 
300-ohm Twin-Lead transmission line from 
the transmitter to the antenna system. 

The antenna system of figure 12 operates 
with very low standing waves over the entire 
7-Mc. band, and it will operate with moderate 
standing waves from 3500 to 3800 kc. in the 
3.5-Mc. band and with sufficiently low stand- 
ing-wave ratio so that it is quite usable over 
the entire 3.5-Mc. band. 

This antenna system, as well as all other 
types of multi-band antenna systems, must be 
used in conjunction with some type of har- 
monic-reducing antenna tuning network even 
though the system does present a convenient 
impedance value on both bands. 


“‘Drooping Ground Plane” 
Antenna. 


Although the ground-plane vertical is not 
the ideal antenna by any standards, it still is 
a type of antenna system which can give ex- 
cellent performance in terms of the amount 
of space required. It radiates a moderate 
amount of power at the extremely low angles 
of radiation which characterize dx propagation 
to certain portions of the world. Further, it is 
easy to install, particularly so when constructed 
as shown in figures 13 and 14, and is easily 
altered for operation on another frequency 
band. 

The capability of easy alteration may be of 
advantage in the event that the 21-Mc. band 
is opened with little prior notice. The array 
shown in figure 13 may be lowered in just 
a few moments by loosening one of the guy 
wires, the vertical rod may be lengthened or 
shortened by adding or removing a section, 
and the placement of the insulators in the guy 
wires may be altered. However, if it is de- 
sired to make a quick change from a lower 
frequency to a higher frequency band, ex- 
perience has shown that the guy-wire “ground 
plane” may be left at the full length for the 
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lower frequency band. Thus when making a 
quick change from 20 to 10 the guy-wire 
ground plane may be left at its full 17-foot 
length. The standing-wave ratio on the coaxial 
feed line is increased somewhat, but the 
antenna system still operates satisfactorily. 
Several other advantages of the ground- 
plane vertical as a standby antenna may be 
cited: Such an antenna will give a much im- 
proved range of reliable ground-wave com- 
munication with 10 and 11 meter mobile 
stations, as compared with the usual horizontal- 
ly polarized rotary array. The vertical is a 
useful accessory to the rotary beam on the 
same band for obtaining a quick check on the 
direction from which the most satisfactory 
signals are arriving. A further application of 
the ground plane is as an additional antenna 
system for operation in diversity with the 
existing horizontally polarized antenna system; 
the fading characteristics of a signal received 
on a vertical antenna almost invariably will 
be sufficiently different from the fading of 
the same signal on a horizontal antenna so 
that diversity reception will allow the signal 
to be read solid a greater percentage of the 
time than on either of the antennas alone. 


Construction of 
the Antenna System 


Select a straight 16- 
foot length of 1” by 
4” which is free of 
knots and other imperfections. Have the piece 
ripped down the center to make a matched 
pair of nominal 1 by 2’s. If there is a slight 
curvature the pieces may be assembled with 
the curves opposing so that the net result 
is a straight pole. If more height is desired, 
a 2 by 2 will fit nicely between the two legs 
at the bottom. The sections should be over- 
lapped about one foot and bolts run through 
the three pieces. This has been done in the 
case of the antenna illustrated in figure 13. 

Because the block under the insulator is 
small (about the same size as the insulator 
base) and has a hole through the center, it 
will have a tendency to split unless some close- 
grained wood such as oak is used. Undersize 
holes should be drilled before inserting the 
wood screws which hold the insulator base 
to the block. Two countersunk wood screws 
on each side are used to hold the block be- 
tween the 1 by 2 uprights. The metal-strip 
clamp shown in figure 14 serves to make the 
whole assembly quite strong at this point. 

A quarter wave of tubing at 14 Mc. has 
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CONSTRUCTIONAL DETAILS OF THE 
“‘DROOPING GROUND PLANE” 
VERTICAL. 
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considerable wind resistance, which may cause 
small tubing to bend at the top of the pole. 
Hence it will be wise to run the piece of 
tubing inserted into the first section clear to 
the bottom. This procedure will in effect 
double the wall thickness at the bottom and 
serve to strengthen the structure. Of course 
a standard whip antenna, either of the sec- 
tional or drawn tapered type may be used for 
the self-supporting radiator portion of the an- 
tenna system in place of the sections of alumi- 
num tubing. 

When the antenna is to be used on several 
bands, install “egg” insulators at the appro- 
priate positions in the guy-wire “radials.” 
These then may be jumpered for the lower 
frequency bands, and only the first section 
used on the highest frequency band. Similar- 
ly, the first section of aluminum tubing above 
the supporting insulator should be the cor- 
rect length for the highest frequency band. 
Then the added sections for the lower fre- 
quency bands should be pre-cut to length so 
that when they are inserted fully to the base 
of the bottom section the total length will 
be correct for the desired band. 


13-7 Dummy Antennas 


In order to test a radio transmitter it is 
necessary that the full power output of the 
transmitter be delivered to some type of dissi- 
pative load. The radio law states that it is not 
permissible to test transmitter operation with 
the antenna connected except for very brief 
periods. This means therefore that for any type 
of extensive testing some sort of a dummy 
antenna must be provided. 

The cheapest form of dummy antenna will 
consist of a 115-volt lamp or a group of 115- 
volt lamps coupled to the output of the trans- 
mitter. 

If a lamp or lamps are chosen of such value 
that they light up approximately to normal 
brilliance at normal transmitter input, the 
approximate output may be determined by 
comparing the brilliance of the lamps with 
similar lamps connected to the 115-volt line. 
It is difficult to obtain an accurate measure- 
ment of the output by measuring the r-f cur- 
rent through the lamps and applying Ohm’s 
Law because the resistance of the filament 
within the lamp cannot be determined ac- 
curately. The resistance of a light bulb varies 


considerably with the amount of current pass- 
ing through it and with the frequency of the 
current. 


It will be found best when testing a high- 
power transmitter to use a number of medium 
wattage lamps (100 to 200 watts) in series 
parallel rather than coupling the entire output 
of the transmitter to a single high wattage 
lamp. If the full energy output of the trans- 
mitter is coupled into a single lamp at fre- 
quencies in the amateur range, it is quite likely 
that dielectric breakdown within the stem of 
the lamp will be the result. 


Another type of dummy load that may be 
used with transmitters having power output 
from 500 watts to many kilowatts is simply 
a tank of water. To control the rate of tem- 
perature rise in the water the tank (which may 
be constructed of water-proofed plywood with 
the seams sealed with tar) should contain ap- 
proximately five gallons of water for each 
kilowatt to be dissipated. Pieces of no. 10 
copper wire are inserted into the water several 
inches and spaced as far as it is possible to 
space them within the dimensions of the tank. 
Such a load presents a fairly low capacitive 
reactance in addition to its resistive compon- 
ent. The capacitive reactance may be tuned out 
with the antenna coupling network of the 
transmitter. The resistive component of the 
impedance may be varied from perhaps 100 to 
600 ohms by varying the spacing and the 
depth of insertion of the wire electrodes. 


For relatively accurate measurements of the 
r-f output of the transmitter dummy antenna 
resistors having a resistance that is substantially 
constant with varying dissipation are offered 
by Ohmite in various power ratings. These 
resistors are available in various resistances 
betwen 50 and 600 ohms and can be con- 
sidered purely resistive and substantially con- 
stant in value at frequencies below 15 Mc. It 
will be noted that the stock resistance values 
of the dummy antenna loads correspond to the 
surge impedances of the most common trans- 
mission lines. 


The Sprague Mfg. Company also makes 
available small non-inductive resistors in their 
Koolohm series which are suitable for making 
power measurements on medium-power trans- 
mitters. This type of non-inductive resistor is 
available in ratings from 5 watts to 120 watts 
and in resistance values over a rather complete 
range. 
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13-8 Matching Non- 
Resonant Lines to the Antenna 


Present practice in regard to the use of 
transmission lines for feeding antenna systems 
on the amateur bands is about equally divided 
between three types of transmission line: (1) 
Ribbon or tubular molded 300-ohm line is 
widely used up to moderate power levels (the 
“transmitting” type is usable up to the kilo- 
watt level). (2) Open-wire 400 to 600 ohm 
line is most commonly used when the an- 
tenna is some distance from the transmitter, 
due to the low attenuation of this type of 
line. (3) Coaxial line (usually RG-8/U with 
a 52-ohm characteristic impedance) is widely 
used in v-h-f work and also on the lower fre- 
quencies where the feed line must run under- 
ground or through the walls of a building. 
Coaxial line also is of assistance in TVI re- 
duction since the r-f field is entirely enclosed 
within the line. Molded 75-ohm line is some- 
times used to feed a doublet antenna, but the 
doublet has been largely superseded by the 
folded-dipole antenna fed by 300-ohm ribbon 
or tubular line when an antenna for a single 
band is required. 


Standing Waves As was discussed in Chap- 
ter Twelve, standing waves 
on the antenna transmission line, in the trans- 
mitting case, are a result of reflection from the 
point where the feed line joins the antenna 
system. The magnitude of the standing waves 
is determined by the degree of mismatch be- 
tween the characteristic impedance of the 
transmission line and the input impedance of 
the antenna system. When the feed-point im- 
pedance of the antenna is resistive and of the 
same value as the characteristic impedance of 
the feed line, standing waves will not exist 
on the feeder. It may be well to repeat at 
this time that there is no adjustment which can 
be made at the transmitter end of the feed line 
which will change the magnitude of the stand- 
ing waves on the antenna transmission line. 


Delta-Matched 
Antenna System 


The delta type matched-im- 
pedance antenna system is 
shown in figure 15. The 
impedance of the transmission line is trans- 
formed gradually into a higher value by the 
fanned-out Y portion of the feeders, and the 
Y portion is tapped on the antenna at points 
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Figure 15. 
THE DELTA-MATCHED DIPOLE 
ANTENNA. 


The dimensions for the portions of the antenna 
are given in the text. 


where the antenna impedance is a compromise 
between the impedance at the ends of the Y 
and the impedance of the unfanned portion of 
the line. 

The constants of the system are rather 
critical, and the antenna must resonate at the 
operating frequency in order to minimize 
standing waves on the line. Some slight read- 
justment of the taps on the antenna is desir- 
able, if appreciable standing waves persist in 
appearing on the line. 

The constants are determined by the follow- 
ing formulas: 


467.4 
Lreet = 
F megacycles 
175 
Dreet = 
F m.gacycles 
147.6 
Ercet = 


F megacycles 


where L is antenna length; D is the distance 
in from each end at which the Y taps on; E 
is the height of the Y section. 

As these constants are corrected only for a 
600-ohm transmission line, the spacing S of 
the line must be approximately 75 times the 
diameter of the wire used in the transmission 
line. For ne. 14 B & S wire, the spacing will 
be slightly less than 5 inches. For no. 12 B & 
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Figure 16. 
FOLDED-ELEMENT MATCHING SYSTEMS. 


Drawing (A) above shows a half-wave made 
up of two parallel wires. If one of the wires 
is broken as in (B) and the feeder connected, 
the feed-point impedance is multiplied by four; 
such an antenna is commonly called a ‘folded 
doublet.” The feed-point impedance for a 
simple half-wave doublet fed in this manner 
is approximately 300 ohms, depending upon 
antenna height. Drawing (C) shows how the 
feed-point impedance can be multiplied by a 
factor greater than four by making the half 
of the element that is broken smaller in 
diameter than the unbroken half. An extension 
of the principles of (B) and (C) is the ar- 
rangement shown at (D) where the section 
into which the feeders are connected is con- 
siderably shorter than the driven element. This 
system is most convenient when the driven 
element is too long (such as for a 28-Mc. or 
14-Mc. array) for a convenient mechanical 
arrangement of the system shown at (C). 


S, the spacing should be 6 inches. This system 
should never be used on either its even or odd 
harmonics, as entirely different constants are 
required when more than a single half wave- 
length appears on the radiating portion of the 
system. 


Using Delta Match 
to Parasitic Arrays 


The delta match is one 
of the two most popular 
systems for feeding a 
parasitic array such as the three-element and 
four-element rotaries. The other commonly- 


used system is the T-match which is discussed 
in the following section. Experience has shown 
that the adjustment for accurate match be- 
tween the transmission line and the driven 
element of the array must be made by the 
cut-and-try process for minimum standing 
waves. An adjustment which has given low 
standing waves on a 480-ohm line (no. 12 
wite spaced 2 inches) is to have the line 
tapped on 24 inches each side of the center of 
the array, with the drop to the first spreader 
(dimension E in figure 15) of about 40 
inches. These dimensions are for a 28-Mc. 
three-element parasitic array with 0.15 wave- 
length spacing between driven element and 
either of the other two elements. These dimen- 
sions can be used as a starting point, and the 
exact adjustment determined by cut-and-try 
from these dimensions. The dimensions should 
of course be doubled for a 14-Mc. array. 


Multi-Wire Doublets When a doublet an- 


tenna or the driven 
element in an array consists of more than one 
wire or tubing conductor the radiation resist- 
ance of the antenna or array is increased slight- 
ly as a result of the increase in the effective 
diameter of the element. Further, if we split 
just one wire of such a radiator, as shown in 
figure 16, the effective feed-point resistance 
of the antenna or array will be increased by a 
factor of N° where N is equal to the number 
of conductors, all in parallel, of the same 
diameter in the array. Thus if there are two 
conductors of the same diameter in the driven 
element or the antenna the feed-point resist- 
ance will be multiplied by 2° or 4. If the an- 
tenna has a radiation resistance of 75 ohms 
its feed-point resistance will be 300 ohms— 
this is the case of the conventional folded- 
dipole as shown in figure 16B. 

If three wires are used in the driven 
radiator the feed-point resistance is increased 
by a factor of 9; if four wires are used the 
impedance is increased by a factor of 16, and 
so on. In certain cases when feeding a parasitic 
array it is desirable to have an impedance 
step up different from the value of 4:1 ob- 
tained with two elements of the same diameter 
and 9:1 with three elements of the same 
diameter. Intermediate values of impedance 
step up may be obtained by using two elements 
of different diameter for the complete driven 
element as shown in figure 16C. If the con- 
ductor that is broken for the feeder is of 
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smaller diameter than the other conductor of 
the radiator, the impedance step up will be 
greater than 4:1. On the other hand if the 
larger of the two elements is broken for the 
feeder the impedance step up will be Jess than 
ale 

As an example of the use of the system 
shown in figure 16C, the following parasitic 
array was tested: frequency, 50-Mc. band; 0.2 
wavelength spacing between reflector and driv- 
en element, between driven element and first 
director, and between first and second director. 
With the driven element and all parasitic 
elements constructed from 1-inch dural tubing, 
and with a full-length piece of quarter-inch 
copper tubing below the driven element as 
shown in figure 16C, an excellent match with 
low standing waves was obtained with 300- 
ohm Twin-Lead feeder connected in the center 
of the piece of 14-inch copper tubing. The 
spacing between the outsides of the 14-inch 
section and the 1l-inch section of the driven 
element was 1 inch. Should this array be scaled 
up or down for use on another band the 
dimensions for the diameters and spacing for 
the two pieces which make up the driven 
element should not be changed. 


The “T’ Match A method of matching a 
low-impedance transmission 
line to the driven element of a parasitic array 
is the “I” match illustrated in figure 16D. 
This method is an adaptation of the multi- 
wire doublet principle which is more practi- 
cable for lower-frequency parasitic arrays such 
as those for use on the 14-Mc. and 28-Mc. 
bands. In the system a section of tubing of the 
same diameter as the driven element is spaced 
about 1 inch from the driven element by 
means of clamps which hold the “T” section 
mechanically and which make electrical con- 
nection to the driven element. The length of 
the “T” section is normally between 24” and 
40” each side of the center of the driven dipole 
for the case of feeding a 3- or 4-element array 
from 300- to 600-ohm transmission line when 
the array is operating on the 28-Mc. band. 
These dimensions either side of center are 
doubled for the 14-Mc. band. It is well to 
allow for an adjustment out to 4 feet either 
side of center on the “T” section for a 28-Mc. 
antenna. 

One particular array constructed for the 
28-Mc. band ended up with the following 
dimensions for minimum standing waves of a 


300-ohm Twin-Lead feeder: three-element 
array with 0.2 spacing between elements; tub- 
ing diameter for all elements, 114-inch dural; 
spacing betwen “T” section and driven ele- 
ment, 2”; gap between inside faces of ‘“T”’ sec- 
tion where feeder is attached, 14 inch; length 
of “T” section either side of center 40”. 


13-9 Matching Stubs 


By hanging a resonant section of transmis- 
sion line (called a matching stub) from either 
a voltage or current loop and attaching parallel- 
wire non-resonant feeders to the resonant stub 
at a suitable voltage (impedance) point, stand- 
ing waves on the line may be virtually elimi- 
nated. The stub is made to serve as an auto- 
transformer. Stubs are particularly adapted to 
matching an open line to certain directional 
arrays, as will be described later. 


Voltage Feed When the stub attaches to the 


antenna at a voltage loop, the 
stub should be a quarter wavelength long 
electrically, and be shorted at the bottom end. 
The stub can be resonated by sliding the 
shorting bar up and down before the non- 
resonant feeders are attached to the stub, the 
antenna being shock-excited from a separate 
radiator during the process. Slight errors in the 
length of the radiator can be compensated for 
by adjustment of the stub if both sides of 
the stub are connected to the radiator in a 
symmetrical manner. Where only one side of 
the stub connects to the radiating system, as 
in the Zepp and in certain antenna arrays, the 
radiator length must be exactly right in order 
to prevent excessive unbalance in the untuned 
line. 

If only one leg of a stub is used to voltage- 
feed a radiator, it is impossible to secure a 
perfect balance in the transmission line due 
to a slight inherent unbalance in the stub it- 
self when one side is left floating. This un- 
balance should not be aggravated by a radiator 
of improper length. 


Current Feed When a stub is used to current- 
feed a radiator, the stub should 
either be left open at the bottom end instead 
of shorted, or else made a half wave long. The 
open stub should be resonated in the same 
manner as the shorted stub before attaching 
the transmission line; however, in this case, 
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Figure 17. 
MATCHING-STUB APPLICATIONS. 


An end-fed half-wave antenna with a quarter- 
wave shorted stub is shown at (A). (B) shows 
the use of a half-wave shorted stub to feed a 
relatively low impedance point such as the 
center of the driven element of a parasitic 
array, or the center of a half-wave dipole. The 
use of an open-ended quarter-wave stub to 
feed a low impedance is illustrated at (C). 
(D) shows the conventional use of a shorted 
quarter-wave stub to voltage feed two half- 
wave antennas with a 180° phase difference. 


it is necessary to prune the stub to resonance, 
as there is no shorting bar. 


Sometimes it is handy to have a stub hang 
from the radiator to a point that can be reached 
from the ground, in order to facilitate adjust- 
ment of the position of the transmission-line 
attachment. For this reason, a quarter-wave 
stub is sometimes made three-quarters wave- 
length long at the higher frequencies, in order 
to bring the bottom nearer the ground. Opera- 
tion with any odd number of quarter waves is 
the same as for a quarter-wave stub. 


Any number of half waves can be added to 
either a quarter-wave stub or a half-wave stub 
without disturbing the operation, though losses 
and frequency sensitivity will be lowest if 
the shortest usable stub is employed. 


Stub Length Current-Fed | Voltage-Fed 
(Electrical) Radiator Radiator 
14 -34-1Y4-etc. Open Shorted 
wavelengths 
Va-1-11/2-2-etc. Shorted Open 


wavelengths 


Shorted-Stub 
Tuning Procedure 


When the antenna requires 
a shorted stub (odd num- 
ber of quarter waves if the 
antenna is voltage-fed, or an even number if 
the radiator is current-fed), the tuning pro- 


cedure is as follows: 


Shock-excite the radiator (or one of the 
half-wave sections, if harmonically operated ) 
by means of a makeshift doublet located as 
far distant as will give a useful indication, 
with the temporary antenna connected to the 
transmitter by means of any convenient type 
of transmission line. 


. With the feeders and shorting bar discon- 
nected from the stub, slide along an r-f mil- 
liammeter or low-current dial light at about 
where you calculate the shorting bar should 
be, and find the point of maximum current (in 
other words, use the meter or lamp as a 
shorting bar). 

It is best to start with reduced power to the 
transmitter, until you see how much of an 
indication you may expect; otherwise, the 
meter or lamp may be blown on the initial 
trial. The lamp or meter leads should be no 
longer than necessary to reach across the stub. 


After finding the point of maximum cur- 
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rent, remove the lamp or meter and connect 
a piece of wire across the stub at that point. 


Starting at a point about a quarter of a quar- 
ter wave (2 feet on 10 meters) from the short- 
ing bar, connect the feeders to the stub. Then, 
move the feeders up and down the stub until 
the standing waves on the line are at a mini- 
mum. The makeshift doublet should, of course, 
be disconnected and the regular feeders con- 
nected to the transmitter during this process. 
Slight readjustment of the shorting bar to 
lengthen the stub will usually result in further 
improvement. 


The standing wave indicator may be either 
a voltage device, such as a neon bulb, or a 
current device, such as an r-f milliammeter 
connected to a pickup coil, or a bridge-type 
standing-wave indicator may be used. A high 
degree of accuracy is not required. 


The following rule will indicate in which 
direction the feeders should be moved in an 
attempt to minimize standing waves: If the 
current increases on the transmission line as 
the indicator is moved away from the point 
of attachment to the stub, the feeders are at- 
tached too far from the shorting bar, and 
must be moved closer to the shorting bar; if 
the current decreases, the feeders must be at- 
tached farther from the shorting bar. 


Open-Ended Stub 
Tuning Procedure 


If the antenna requires an 
open stub (even number 
of quarter waves if the 
antenna is voltage-fed, odd number of quarter 
waves if it is current-fed), the tuning pro- 
cedure is as follows: 


Shock-excite the radiator as described for 
tuning a shorted-stub system, feeders discon- 
nected from the stub, and stub cut slightly 
longer than the calculated value. Place a field 
strength meter (the standing wave indicator 
can be very easily converted into one by addi- 
tion of a tuned tank) close enough to one end 
of the radiator to get a reading, and as far as 
possible from the makeshift exciting antenna. 
Nov, start folding and clipping the stub wires 
back on themselves a few inches at a time, 
effectively shortening their length, until you 
find the peak as registered on the field meter. 


Next, attach the feeders to the stub as de- 
scribed for the shorted-stub system, but, for 
the initial trial connection, the feeders will 
attach at a distance more nearly three-quarters 
of a quarter wave from the end of the stub 


instead of a quarter of a quarter wave, as is 
the case for a shorted stub. After attaching the 
feeders, move them along the stub as necessary 
to minimize standing waves on the line. If 
sliding the feeders along the stub a few inches 
makes the standing waves worse, it means 
the correct connecting point is in the other 
direction. 


After the optimum point on the stub is 
found for the feeder attachment, the length of 
the stub can be “touched up” for a final ad- 
justment to minimize standing waves. This is 
advisable because the attachment of the feeder 
usually will detune the stub slightly. 


Important Note 
on Stub Adjustment 


When a stub is used to 
match a line to an im- 
pedance of the same 
order of impedance as that of the surge im- 
pedance of the stub and line (assuming the 
stub and line use the same wire size and spac- 
ing), it will be found that attaching the feed- 
ers to the stub introduces a large amount of 
reactance. The length of the stub then must be 
altered considerably to restore resonance. 


Unfortunately, alteration of the stub length 
requires that the position of attachment of the 
feeders be readjusted. Consequently, the ad- 
justments entail considerable juggling of both 
stub length and point of feeder attachment, in 
order to minimize both reactance and standing 
waves. Hence, it is recommended that a quarter- 
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wave transformer (Section 13-10) be used 
instead of a stub for impedance matching when 
the main feed-line impedance is within a ratio 
of perhaps 4 to 1 to the feed-line impedance. 


If a shorted stub is used to feed an imped- 
ance of more than 4 times that of the surge 
impedance of the stub and line, this effect will 
be small, and it is not absolutely necessary that 
the stub length be readjusted after the feeders 
are attached. Likewise, the length of an open 
stub need not be altered after attachment of 
the feeders, if the stub feeds an impedance of 
less than 14 that of the surge impedance of the 
stub and line. 


When not sure of the exact order of imped- 
ance into which the stub works, it is always 
advisable to try “touching up” the stub length 
after the feeders are attached. 


Two-Frequency 
Stub Matching 


It is practicable to use match- 
ing stubs to match an un- 
tuned line to an antenna or 
array on two frequencies. The frequencies need 
not be harmonically related if the antenna 
itself is capable of good efficiency on both 
frequencies. However, the frequencies should 
be in a ratio not exceding 4/1 nor less than 


Loe 


The arrangement is illustrated in figure 18. 
The system is tuned up on the lowest frequency 
for minimum standing waves by means of ad- 
justing the length and point of attachment of 
stub “A,” stub “B” not yet being connected. 
After the standing waves are reduced to a 
negligible value, the transmitter is changed 
to the higher frequency. Stub “B,” which is a 
quarter wave long on the lower frequency, 
then is attached experimentally, and the point 
of attachment varied until standing waves are 
at a Minimum on the higher frequency. Because 
stub “B” is exactly a quarter wave long on the 
lower frequency, its attachment will have vir- 
tually no effect upon the operation of the 
antenna system at the lower frequency. 


It should be kept in mind that stub “A” 
is tuned by varying the distances XY and 
AY; the stub does not “hang over” as does 
stub “B.” The overall length of stub “B” 
is not altered; only the distances XZ and BZ 
are varied when adjusting for minimum stand- 
ing waves on the higher frequency. It is pos- 
sible that the position of the two stubs will 
be reversed from that shown in figure 18. This 
depends upon the particular antenna being fed, 
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Figure 18. 


TWO-FREQUENCY STUB-MATCHED 
ANTENNA SYSTEM. 


Any antenna which has a radiating system 

capable of efficient operation on two widely 

separated frequencies may be matched to an 

open wire transmission line on both frequencies 

by use of two “reactance stubs” as shown here. 

Operation and adjustment are explained in the 
text. 


and the characteristic impedance of the feed 
line. 


Standing Wave 
Indicators 


Many simple devices can be 
used for detecting the pres- 
ence and approximate ratio 
of standing waves on a feed line. A 1-turn 
pickup loop, about 4 or 5 inches in diameter, 
may be attached to a current indicator, such 
as a small Mazda bulb or an r-f thermogal- 
vanometer, to indicate current excursions along 
the line. The device should be attached to the 
end of a wood stick at least a foot long in 
order to minimize body capacitance. The loop 
is moved along the line in inductive relation 
to the feed line, care being taken to see that 
the loop always is in exactly the same inductive 
relation to the line. It should be kept in mind 
that this type of indicator is a current indicator. 

A small neon bulb also may be used to in- 
dicate standing waves on a feed line. In this 
case, the indicator works on voltage, and it 
should be kept in mind that the voltage on 
the line normally is highest where the current 
is lowest. This type of indicator is operated by 
touching various parts of the bulb to ome feeder 
wire until an indication of medium brilliancy 
is obtained. The bulb is then slid along the 
wire, in exactly the same position and point 
of contact with the wire. If the enamel insula- 
tion is not intact on all portions of the wire 
and the wire is exposed in spots, deceptive 
“bumps” will be noticed. The wire should be 
either uniformly insulated or uniformly bare 
throughout its length; otherwise, it will be 
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necessary to place a thickness of insulating 
material over the exposed metal parts of the 
neon bulb, the bulb then working by virtue 
of capacitance to the wire, rather than direct 
contact. 

If it is desired to measure the exact rather 
than relative standing wave ratio and an r-f 
meter is not available, a low range d-c mil- 
liammeter may be used instead, if a suitable 
rectifier is placed in series with the d-c meter. 
A 0-1 ma. d-c milliammeter in series with a 
1N34 crystal rectifier is commonly used. As 
noted before, this type of indicator is a current 
indicator. 

If a considerable amount of antenna and 
feeder work is planned or in progress, a direct- 
reading standing-wave indicator such as is 
described in Chapter Twenty-Six may be con- 
structed, or a manufactured instrument such as 
the ‘“Micro-Match” for making such measure- 
ments may be purchased. 


13-10 Linear R. F. 


Transformers 


A resonant quarter-wave line has the un- 
usual property of acting much as a transformer. 
Let us take, for example, a section consisting 
of no. 12 wire spaced 6 inches, which happens 
to have a surge impedance of 600 ohms. Let 
the far end be terminated with a pure resist- 
ance, and let the near end be fed with radio- 
frequency energy at the frequency for which 
the line is a quarter wavelength long. If an 
impedance measuring set is used to measure 
the impedance at the near end while the im- 
pedance at the far end is varied, an interesting 
relationship betwen the 600-ohm characteristic 
surge impedance of this particular quarter-wave 
matching line, and the impedance at the ends 
will be discovered. 

When the impedance at the far end of the 
line is the same as the characteristic surge 
impedance of the line itself (600 ohms), the 
impedance measured at the near end of the 
quarter-wave line will also be found to be 
600 ohms. 

Under these conditions, the line would not 
have any standing waves on it, since it is 
terminated in its characteristic impedance. 
Now, let the resistance at the far end of the 
line be doubled, or changed to 1200 ohms. 
The impedance measured at the near end of 
the line will be found to have been cut in half, 


to 300 ohms. If the resistance at the far end 
is made half the original value of 600 ohms 
or 300 ohms, the impedance at the near end 
doubles the original value of 600 ohms, and 
becomes 1200 ohms. As one resistance goes 
up, the other goes down proportionately. 

It always will be found that the characteristic 
surge impédance of the quarter-wave matching 
line is the geometric mean betwen the im- 
pedance at both ends. This relationship is 
shown by the following formula: 


LMSUee VELA LA 
where 
Zms = Impedance of matching section. 
Za — Antenna resistance. 
Zi. = Line impedance. 


Quarter-Wave 
Matching 
Transformers 


The impedance inverting 
characteristic of a quarter- 
wave section of transmission 
line is widely used by mak- 
ing such a section of line act as a quarter-wave 
transformer. The “Johnson Q” feed system is 
a widely known application of the quarter- 
wave transformer to the feeding of a dipole 
antenna and array consisting of two dipoles. 
However, the quarter-wave transformer may 
be used in a wide number of applications 
wherever a transformer is required to match 
two impedances whose geometric mean is 
somewhere between perhaps 25 and 750 ohms 
when transmission line sections can be used. 
Paralleled coaxial lines may be used to obtain 
the lowest impedance mentioned, and open- 
wire lines composed of small conductors spaced 
a moderate distance may be used to obtain 
the higher impedance. A short list of imped- 
ances which may be matched by quarter-wave 
sections of transmission line having specified 
impedances is given below. 


Load or Ant. | | | Feed-Line 
Impedance _ || 300 | 480 |600| Impedance 
20 77] 98 110 | Quarter- 
30 || 95 |120 | 134 | Wave 
50 | 110 | 139 | 155 | Transformer 
75 || 150 | 190 | 212 | Impedance 
100 | 173 | 220 | 245 | 


The impedance values from 20 to 50 ohms 
are obtained in the center of the driven ele- 
ment of a wide-spaced (0.2 wave-length or 
sO) parasitic array or at the bottom of the 
stub of a ‘“‘flat-top beam.” 75 ohms represents 
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HALF-WAVE RADIATOR FED 
BY *’Q BARS.” 


The Q matching section is simply a quarter- 
wave transformer whose impedance is equal 
to the geometric mean between the impedance 
at the center of the antenna and the imped- 
ance of the transmission line to be used to 
feed the bottom of the transformer. The 
transformer may be made up of parallel tub- 
ing, a four-wire line, or any other type of 
transmission line which has the correct value 
of impedance. 


the average center impedance of a half-wave 
doublet, and 100 ohms represents the approxi- 
mate center impedance of one half wave of a 
full-wave antenna. Impedance values of 75 and 
150 ohms can of course be obtained in Am- 
phenol Twin-Lead, 100 and 200 ohms can be 
obtained, though less readily, in ribbon line 
of other manufacture. Impedance values from 
175 to 275 ohms can readily be obtained either 
from a four-wire line or from large-diameter 
dural or aluminum tubing spaced closely to- 
gether ("QO Bars’): 


Johnson-Q 
Feed System 


The standard form of Johnson- 
Q feed to a doublet is shown 
in figure 19. An impedance 
match is obtained by utilizing a matching sec- 
tion, the surge impedance of which is the 
geometric mean betwen the transmission line 
surge impedance and the radiation resistance 
of the radiator. A sufficiently good match 
usually can be obtained by either designing or 
adjusting the matching section for a dipole 
to have a surge impedance that is the geometric 


mean betwen the line impedance and 72 ohms, 
the latter being the theoretical radiation resist- 
ance of a half-wave doublet either infinitely 
high or a half wave above a perfect ground. 
Though the radiation resistance may depart 
somewhat from 72 ohms under actual con- 
ditions, satisfactory results will be obtained 
with this assumed value, so long as the dipole 
radiator is more than a quarter wave above 
effective earth, and reasonably in the clear. 
The small degree of standing waves introduced 
by a slight mismatch will not increase the line 
losses appreciably, and any small amount of 
reactance present can be tuned out at the trans- 
mitter termination with no bad effects. If 
the reactance is objectionable, it may be 
minimized by making the untuned line an 
integral number of quarter waves long. 


A Q-matched system can be adjusted pre- 
cisely, if desired, by constructing a matching 
section to the calculated dimensions with pro- 
vision for varying the spacing of the Q section 
conductors slightly, after the untuned line has 
been checked for standing waves. 


The Q section usually will require about 
200 ohms surge impedance when used to 
match a half-wave doublet, actually varying 
from about 150 to 250 ohms with different 
installations. This impedance is difficult to 
obtain with a two-wire line, as very close 
spacing would be required. For this reason, 
either a four-wire line or a line consisting of 


PARALLEL TUBING SURGE IMPEDANCE 
FOR MATCHING SECTIONS. 


Center to Impedance 
Center in Ohms 
Spacing for 2” 

in Inches Diameters 


Impedance 
in Ohms 
for 4" 

Diameters 


170 250 
188 277 
207 298 
225 318 
248 335 


two half-inch aluminum tubes is ordinarily 
used. The four-wire section has the advantage 
of lightness and cheapness, and can be used 
where the approximate radiation resistance is 
known with certainty, thus making it possible 
to design the matching section for a certain 
value of surge impedance with some assurance 
that it will turn out to be sufficiently accurate. 
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Figure 20, 


TWO SIMPLE WOOD MASTS. Mi 


Shown at (A) is the method of 
assembly, and at (B) is the com- 
pleted structure, of the conven- 
tional “A-frame” antenna mast. At 
(C) is shown a structure which is 
heavier but more stable than the 
A-frame for heights above about 
40 feet. 
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Matching to 
Rotary Beam 
Antennas 


A considerable amount of addi- 
tional information, with de- 
tailed tuning and adjustment 
procedure, on the problem of 
matching the antenna input impedance to that 
of the transmission line is given in Chapter 
Sixteen, Rotatable Antenna Arrays. 


13-11 Antenna 


Construction 


The foregoing portion of this chapter has 
been concerned primarily with the electrical 
characteristics and considerations of antennas. 
Some of the physical aspects and mechanical 
problems incident to the actual erection of 
antennas and arrays will be discussed in the 
following section. 


Up to 60 feet, there is little point in using 
mast-type antenna supports unless guy wires 
either must be eliminated or kept to a mini- 
mum. While a little more difficult to erect, be- 
cause of their floppy nature, fabricated wood 
poles of the type to be-described will be just 
as satisfactory as more rigid types, provided 
many guy wires are used. 


Rather expensive when purchased through 
the regular channels, 40- and 50-foot telephone 
poles sometimes can be obtained quite reason- 
ably. In the latter case, they are hard to beat, 
inasmuch as they require no guying if set in 
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the ground six feet (standard depth), and the 
resultant pull in any lateral direction is not in 
excess of a hundred pounds or so. 

For heights of 80 to 100 feet, either three- 
sided or four-sided lattice type masts are most 
practicable. They can be made self-supporting, 
but a few guys will enable one to use a smaller 
cross section without danger from high winds. 
The torque exerted on the base of a high self- 
supporting mast is terrific during a strong 
wind. 


The “A-Frame” ~— Figures 20A and 20B show 
Mast the standard method of con- 
struction of the “A-frame” 
type of mast. This type of mast is quite fre- 
quently used since there is only a moderate 
amount of work involved in the construction of 
the assembly and since the material cost is 
relatively small. The three pieces of selected 
2 by 2 are first set up on three sawhorses or 
boxes and the holes drilled for the three 14- 
inch bolts through the center of the assembly. 
Then the base legs are spread out to about 6 
feet and the bottom braces installed. Then the 
upper braces and the cross pieces are installed 
and the assembly given several coats of good- 
quality paint as a protection against weather- 
ing. 
Figure 20C shows another common type of 
mast which is made up of sections of 2 by 4 
placed end-to-end with stiffening sections of 
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1 by 6 bolted to the edge of the 2 by 4 sec- 
tions. Both types of masts will require a set 
of top guys and another set of guys about one- 
third of the way down from the top. Two guys 
spaced about 90 to 100 degrees and pulling 
against the load of the antenna will normally 
be adequate for the top guys. Three guys 
are usually used at the lower level, with one 
directly behind the load of the antenna and 
two more spaced 120 degrees from the rear 
guy. 

The raising of the mast is made much easier 
if a “gin pole” about 20 feet high is installed 
about 30 or 40 feet to the rear of the direction 
in which the antenna is to be raised. A line 
from a pulley on the top of the gin pole is 
then run to the top of the pole to be raised. 
The gin pole comes into play when the center 
of the mast has been raised 10 to 20 feet 
above the ground and an additional elevated 
pull is required to keep the top of the mast 
coming up as the center is raised further above 
ground. 


Using TV Masts Steel tubing masts of the 
telescoping variety are wide- 
ly available at a moderate price for use in 
supporting television antenna arrays. These 
masts usually consist of several 10-foot lengths 
of electrical metal tubing (EMT) of sizes 
such that the sections will telescope. The 30- 
foot and 40-foot lengths are well suited as 
masts for supporting antennas and arrays of 
the types used on the amateur bands. The masts 
are constructed in such a manner that the bot- 
tom 10-foot length may be guyed permanently 
before the other sections are raised. Then the 
upper sections may be extended, beginning 
with the top-mast section, until the mast is at 
full length (provided a strong wind is not 
blowing) following which all the guys may be 
anchored. It is important that there be no load 
on the top of the mast when the “vertical” 
raising method is to be employed. 


Guy Wires Guy wires should never be pulled 
taut; a small amount of slack is 
desirable. Galvanized wire, somewhat heavier 
than seems sufficient -for the job, should be 
used. The heavier wire is a little harder to 
handle, but costs only a little more and takes 
longer to rust through. Care should be taken 
to make sure that no kinks exist when the pole 


or tower is ready for erection, as the wire will 


be greatly weakened at such points if a kink is 
pulled tight, even if it is later straightened. 

If “dead men” are used for the guy wire 
terminations, the wire or rod reaching from 
the dead men to the surface should be of non- 
rusting material, such as brass, or given a heavy 
coating of asphalt or-other protective substance 
to prevent destructive action by the damp soil. 
Galvanized iron wire will last only a short time 
when buried in moist soil. 

Only strain-type (compression) insulators 
should be used for guy wires. Regular ones 
might be sufficiently strong for the job, but it 
is not worth taking chances, and egg-type strain 
halyard insulators are no more expensive. 

Only a brass or bronze pulley should be 
used for the halyard, as a nice high pole with 
a rusted pulley is truly a sad affair. The bear- 
ing of the pulley should be given a few drops 
of heavy machine oil before the pole or tower 
is raised. The halyard itself should be of good 
material, preferably water-proofed. Hemp rope 
of good quality is better than window sash 
cord from several standpoints, and is less ex- 
pensive. Soaking it thoroughly in engine oil of 
medium viscosity, and then wiping it off with 
a rag, will not only extend its life but minim- 
ize shrinkage in wet weather. Because of the 
difficulty in replacing a broken halyard it is 
a good idea to replace it periodically, without 
waiting for it to show excessive wear or 
deterioration. 

It is an excellent idea to tie both ends of 
the halyard line together in the manner of a 
flag-pole line. Then the antenna is tied onto 
the place where the two ends of the halyard 
are joined. This procedure of making the hal- 
yard into a loop prevents losing the “up” end 
of the halyard should the antenna break near 
the end, and it also prevents losing the halyard 
completely should the end of the halyard care- 
lessly be allowed to go free and be pulled 
through the pulley at the top of the mast by 
the antenna load. A somewhat longer piece 
of line is required but the insurance is well 
worth the cost of the additional length of rope. 


Trees as 
Supports 


Often a tall tree can be called upon 
to support one end of an antenna, 
but one should not attempt to at- 
tach anything to the top, as the swaying of the 
top of the tree during a heavy wind will com- 
plicate matters. 

If a tree is utilized for support, provision 
should be made for keeping the antenna taut 
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without submitting it to the possibility of be- 
ing severed during a heavy wind. This can be 
done by the simple expedient of using.a pulley 
and halyard, with weights attached to the 
lower end of the halyard to keep the antenna 
taut. Only enough weight to avoid excessive 
sag in the antenna should be tied to the hal- 
yard, as the continual swaying of the tree 
submits the pulley and halyard to consider- 
able wear. 


Galvanized iron pipe, or steel-tube conduit, 
is often used as a vertical radiator, and is quite 
satisfactory for the purpose. However, when 
used for supporting antennas, it should be re- 
membered that the grounded supporting poles 
will distort the field pattern of a vertically 
polarized antenna unless spaced some distance 
from the radiating portion. 


Painting ‘The life of a wood mast or pole 
can be increased several hundred 
per cent by protecting it from the elements 
with a coat or two of paint. And, of course, 
the appearance is greatly enhanced. The wood 
should first be given a primer coat of flat 
white outside house paint, which can be thinned 
down a bit to advantage with second-grade 
linseed oil. For the second coat, which should 
not be applied until the first is thoroughly dry, 
aluminum paint is not only the best from a 
preservative standpoint, but looks very well. 
This type of paint, when purchased in quan- 
tities, is considerably cheaper than might be 
gathered from the price asked for quarter-pint 
cans. 


Portions of posts or poles below the surface 
of the soil can be protected from termites and 
moisture by painting with creosote. While 
not so strong initially, redwood will deteriorate 
much more slowly when buried than will the 
white woods, such as pine. 


Antenna Wire The antenna or array itself 
presents no especial prob- 
lem. A few considerations should be borne in 
mind, however. For instance, soft-drawn cop- 
per should not be used, as even a short span 
will stretch several per cent after whipping 
around in the wind a few weeks, thus affecting 
the resonant frequency. Enameled-copper wire, 
as ordinarily available at radio stores, is usually 
soft drawn, but by tying one end to some 
object such as a telephone pole and the other 
to the frame of an auto, a few husky tugs can 


be given and the wire, after stretching a bit, 
is equivalent to hard drawn. 

Where a long span of wire is required, or 
where heavy insulators in the center of the 
span result in considerable tension, copper- 
clad steel wire is somewhat better than hard- 
drawn copper. It is a bit more expensive, 
though the cost is far from prohibitive. The 
use of such wire, in conjunction with strain 
insulators, is advisable, where the antenna 
would endanger persons or property should it 
break. 

For transmission lines and tuning stubs steel- 
core or hard-drawn wire will prove awkward 
to handle, and soft-drawn copper should, there- 
fore, be used. If the line is long, the strain 
can be eased by supporting it at several points. 

The use of copper tubing for antennas (ex- 
cept at v.h.f.) is not only expensive but un- 
justifiable. Though it was a fad at one time, 
there is no excuse for using anything larger 
than no. 10 copper or copper-clad wire for 
any power up to 1 kilowatt. In fact, no. 12 
will do the trick just as well, and passes the 
underwriter’s rules if copper-clad steel is used. 
For powers of less than 100 watts, the under- 
writer's rules permit no. 14 wire of solid 
copper. This size is practically as efficient as 
larger wire, but will not stand the pull that 
no. 12 or no. 10 will, and the underwriter’s 
rules call for the latter for powers in excess of 
100 watts, if solid copper conductor is used. 

More important from an electrical stand- 
point than the actual size of wire used is the 
soldering of joints, especially at current loops 
in an antenna of low radiation resistance. In 
fact, it is good practice to solder a// joints, thus 
insuring quiet operation when the antenna 
is used for receiving. 


Insulation A question that often arises is that 
of insulation. It depends, of 
course, upon the r-f voltage at the point at 
which the insulator is placed. The r-f voltage, 
in turn, depends upon the distance from a 
current node, and the radiation resistance of 
the antenna. Radiators having low radiation 
resistance have very high voltage at the voltage 
loops; consequently, better than usual insula- 
tion is advisable at those points. 

Open-wire lines operated as non-resonant 
lines have little voltage across them; hence the 
most inexpensive ceramic types are sufficiently 
good electrically. With tuned lines, the voltage 
depends upon the amplitude of the standing 
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waves. If they are very great, the voltage will 
reach high values at the voltage loops, and the 
best spacers available are none too good. At the 
current loops the voltage is quite low, and 
almost anything will suffice. 

When insulators are subject to very high r-f 
voltages, they should be cleaned occasionally 
if in the vicinity of sea water or smoke. Salt 
scum and soot are not readily dislodged by 
rain, and when the coating becomes heavy 


enough, the efficiency of the insulators is great- 
ly impaired. 

If a very pretentious installation is to be 
made, it is wise to check up on both under- 
writer’s rules and local ordinances which might 
be applicable. If you live anywhere near an 
airport, and are contemplating a tall pole, it is 
best to investigate possible regulations and 
ordinances pertaining to towers in the district, 
before starting construction. 


CHAPTER FOURTEEN . 


High Frequency 


Directive Antenna Arrays 


It is becoming of increasing importance in 
most types of radio communication to be cap- 
able of concentrating the radiated signal from 
the transmitter in a certain desired direction 
and to be able to discriminate at the receiver 
against reception from directions other than 
the desired one. Such capabilities involve the 
use of directive antenna arrays. 

Few simple antennas, except the single 
vertical element, radiate energy equally well 
in all azimuth (horizontal or compass) direc- 
tions. All horizontal antennas, except those 
specifically designed to give an omnidirectional 
azimuth radiation pattern such as the turn- 
stile, have some directive properties. These 
properties depend upon the length of the an- 
tenna in wavelengths, the height above ground, 
and the slope of the radiator. 

The various forms of the half-wave horizon- 
tal antenna produce maximum radiation at 
right angles to the wire, but the directional 
effect is not great. Nearby objects also mini- 
mize the directivity of a dipole radiator, so 
that it hardly seems worth while to go to the 
trouble to rotate a simple half-wave dipole in 
an attempt to improve transmission and recep- 
tion in any direction. 

The half-wave doublet, folded dipole, zepp, 
single-wire-fed, matched impedance, and John- 
son Q antennas all have practically the same 
radiation pattern when properly built and ad- 
justed. They all are dipoles, and the feeder 


system, if it does not radiate in itself, will 
have no effect on the radiation pattern. 


Directive Antennas When a multiplicity of 

radiating elements is lo- 
cated and phased so as to reinforce the radia- 
tion in certain desired directions and to 
neutralize radiation in other directions, a 
directive antenna array is formed. 

The function of a directive antenna when 
used for transmitting is to give an increase in 
signal strength in some direction at the ex- 
pense of radiation in other directions. For 
reception, one might find useful an antenna 
giving little or no gain in the direction from 
which it is desired to receive signals if the 
antenna is able to discriminate against inter- 
fering signals and static arriving from other 
directions. A good directive transmitting an- 
tenna, however, can also be used to good ad- 
vantage for reception. 

If radiation can be confined to a narrow. 
beam, the signal intensity can be increased a 
great many times in the desired direction of 
transmission. This is equivalent to increasing 
the power output of the transmitter. On the 
higher frequencies, it is more economical to 
use a directive antenna than to increase trans- 
mitter power, if more than a few watts of 
power is being used. 

Directive antennas for the high-frequency 
range have been designed and used commer- 
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OPTIMUM VERTICAL ANGLE OF RADIATION-aA 
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Figure 1. 
OPTIMUM ANGLE OF RADIATION 
WITH RESPECT TO DISTANCES. 


Shown above is a plot of the optimum angle 
of radiation for one-hop and two-hop com- 
munication. An operating frequency close to 
the optimum working frequency for the com- 
munication distance is assumed. 


cially with gains as high as 23 db over a 
simple dipole radiator. Gains as high as 35 
db are common in direct-ray microwave com- 
munication and radar systems. A gain of 23 
db represents a power gain of 200 times and 
a gain of 35 db represents a power gain of 
almost 3500 times. However, an antenna with 
a gain of only 15 to 20 db is so sharp in its 
radiation pattern that it is usable to full ad- 
vantage only for point-to-point work. 

The increase in radiated power in the de- 
sired direction is obtained at the expense of 
radiation in the undesired directions. Power 
gains of 3 to 12 db seem to be most practicable 
for amateur communication, since the width 
of a beam with this order of power gain is 
wide enough to sweep a fairly large area. Gains 
of 3 to 12 db represent effective transmitter 
power increases from 2 to 16 times. 


Horizontal Pattern There is a certain optimum 
vs. Vertical Angle vertical angle of radiation 
for sky-wave communica- 
tion, this angle being dependent upon distance, 
frequency, time of day, etc. Energy radiated at 
an angle much lower than this optimum angle 
is largely lost, while radiation at angles much 
higher than this optimum angle oftentimes is 
not nearly so effective. 
For this reason, the horizontal directivity 
pattern as measured on the ground is of no 
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Figure 2. 
FREE-SPACE FIELD PATTERNS OF 
LONG-WIRE ANTENNAS. 


The presence of the earth distorts the field 

pattern in such a manner that the azimuth 

pattern becomes a function of the elevation 
angle. 


import when dealing with frequencies and 
distances dependent upon sky-wave propaga- 
tion. It is the horizontal directivity (or gain or 
discrimination) measured at the most useful 
vertical angles of radiation that is of conse- 
quence. The horizontal radiation pattern, as 
measured on the ground, is considerably differ- 
ent from the pattern obtained at a vertical 
angle of 15°, and still more different from a 
pattern obtained at a vertical angle of 30°. 
In general, the energy which is radiated at 
angles higher than approximately 30° above 
the earth is effective at any frequency only for 
local work. 

For operation at frequencies in the vicinity 
of 14 Mc., the most effective angle of radiation 
is usually about 15° above the horizon, from 
any kind of antenna. The most effective angles 
for 10-meter operation are those in the vicinity 
of 10°. Figure 1 is a chart giving the optimum 
vertical angle of radiation for sky-wave propa- 
gation in terms of the great-circle distance be- 
tween the transmitting and receiving antennas. 


There is an enormous vari- 
ety of directive antenna ar- 
rays that can give a substan- 


Types of 
Directive Arrays 
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Figure 3. 
DIRECTIVE GAIN OF 
LONG-WIRE ANTENNAS. 
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tial power gain in the desired direction of 
transmission or reception. However, some are 
more effective than others requiring the same 
space. In general it may be stated that long- 
wire antennas of various types, such as the 
single long wire, the V beam, and the rhombic, 
are less effective for a given space than arrays 
composed of resonant elements, but the long- 
wire arrays have the significant advantage that 
they may be used over a relatively large fre- 


quency range while resonant arrays are usable . 


only over a quite narrow frequency band. 


14-1 Long Wire Radiators 


Harmonically operated long wires radiate 
better in certain directions than others, but 
cannot be considered as having appreciable 
directivity unless several wavelengths long. 
The current in adjoining half-wave elements 
flows in opposite directions at any instant, and 
thus, the radiation from the various elements 
adds in certain directions and cancels in others. 


A half-wave doublet in free space has a 
“doughnut” of radiation surrounding it. A 
full wave has 2; 3 half waves 3; and so on. 
When the radiator is made more than 4 halt 
wavelengths long, the end lobes (cones of 
radiation) begin to show noticeable power 
gain over a half-wave doublet, while the 
broadside lobes get smaller and smaller in 
amplitude, even though numerous. 


The horizontal radiation pattern of such 


antennas depends upon the vertical angle of 
radiation being considered. If the wire is more 
than 4 wavelengths long, the maximum radia- 
tion at vertical angles of 15° to 20° (useful 
for dx) is in line with the wire, being slightly 
greater a few degrees either side of the wire 
than directly off the ends. The directivity of 
the main lobes of radiation is not particularly 
sharp, and the minor lobes fill in between the 
main lobes to permit working stations in- 
nearly all directions, though the power radiated 
broadside to the radiator will not be great if 
the radiator is more than a few wavelengths 
long. The directive gain of long-wire antennas, 
in terms of the wire length in wavelengths is 
given in figure 3. 

To maintain the out-of-phase condition in 
adjoining half-wave elements throughout the 
length of the radiator, it is mecessary that a 
harmonic antenna be fed either at one end or 
at a current loop. If fed at a voltage loop, the 
adjacent sections will be fed zm phase, and a 
different radiation pattern will result. 

The directivity of a long wire does not in- 
crease very much as the length is increased 
beyond about 15 wavelengths. This is due to 
the fact that all long-wire antennas are ad- 
versely affected by the r-f resistance of the 
wire, and because the current amplitude be- 
gins to become unequal at different current 
loops, as a result of attenuation along the wire 
caused by radiation and losses. As the length 
is increased, the tuning of the antenna be- 
comes quite broad. In fact, a long wire about 
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LONG-ANTENNA DESIGN TABLE. 
Approximate Length in Feet — End-Fed Antennas 


Frequency 
in Me. Tr Tyr 2d 22 3\ 3¥2 4y 4V2r 
30 32 48 65 81 97 104 130 "146 
29 33 50 67 84 101 118 135 152 
28 34 52 69 87 104 122 140 157 
14.4 6612 100 134 169 203 237 271 305 
14.2 671, 102 137 171 206 240 275 310 
14.0 681, 1031, 139 174 209 244 279 314 
7.3 136 206 276 346 416 486 555 625 ” 
7.15 1361, 207 277 347 417 487 557 627 
7.0 37 2071p 2771 348 418 488 558 628 
4.0 240 362 485 618 730 853 977 1100 
3.9 246 372 498 625 750 877 1000 1130 
3.8 252 381 511 640 770 900 1030 1160 
3.7 259 392 525 658 790 923 1060 1190 
3.6 266 403 540 676 812 950 1090 1220 
3.5 274 414 555 696 835 977 1120 
2.0 480 725 972 1230 1475 
1.9 504 763 1020 1280 
1.8 532 805 1080 


15 waves long is practically aperiodic, and 
works almost equally well over a wide range 
of frequencies. 


One of the most practical methods of feed- 
ing a long-wire antenna is to bring one end 
of it into the radio room for direct connection 
to a tuned antenna circuit which is link- 
coupled through a harmonic-attenuating filter 
to the transmitter. The antenna can be tuned 
effectively to resonance for operation on any 
harmonic by means of the tuned circuit which 
is connected to the end of the antenna. A 
ground is sometimes connected to the center 
of the tuned coil. 


If desired, the antenna can be opened and 
current-fed at a point of maximum current by 
means of low-impedance ribbon line, or by 
a quarter-wave matching section and open line. 


14-2 The V Antenna 


If two long-wire antennas are built in the 
form of a V, it is possible to make two of the 
maximum lobes of one leg shoot in the same 
direction as two of the maximum lobes of the 
other leg of the V. The resulting antenna is 
bidirectional (two opposite directions) for the 
main lobes of radiation. Each side of the V 
can be made any odd or even number of 
quarter wavelengths, depending on the method 
of feeding the apex of the V. The complete 
system must be a multiple of half waves. If 


each leg is an even number of quarter waves 
long, the antenna must be voltage-fed at the 
apex; if an odd number of quarter waves long, 
current feed must be used. 

By choosing the proper apex angle, figure 
4 and figure 5, the lobes of radiation from the 
two long-wire antennas aid each other to form 
a bidirectional beam. Each wire by itself would 
have a radiation pattern similar to that for 
a long wire. The reaction of one upon the 
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Figure 4. 


INCLUDED ANGLE FOR A “V” BEAM. 


Showing the included angle between the legs 
of a V beam for various leg lengths. For 
optimum alignment of the radiation lobe at 
the correct vertical angle with leg lengths 
less than three wavelengths, the optimum 
included angle is shown by the dashed curve. 
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V-ANTENNA DESIGN TABLE. 


Frequency 
in Kilocycles 


138'2" 
136'8” 
134’10” 
133’4" 


other removes two of the four main lobes, and 
increases the other two in such a way as to 
form two lobes of still greater magnitude. 

The correct wire lengths and the degree of 
the angle 5 are listed in the V-Antenna Design 
Table for various frequencies in the 10-, 20- 
and 40-meter amateur bands. Apex angles for 
all side lengths are given in figure 4. The gain 
of a “V” beam in terms of the side length 
when optimum apex angle is used is given in 
figure 6. 

The legs of a very long V antenna are 
usually so arranged that the included angle is 
twice the angle of the major lobe from a single 
wire if used alone. This arrangement con- 
centrates the radiation of each wire along the 
bisector of the angle, and permits part of the 
other lobes to cancel each other. 

With legs shorter than 3 wavelengths, the 
best directivity and gain are obtained with a 
somewhat smaller angle than that determined 
by the lobes. Optimum directivity for a one- 
wave V is obtained when the angle is 90° 
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Figure 5. 
TYPICAL “V’ BEAM ANTENNA. 


rather than 108°, as determined by the ground 
pattern alone. 

If very long wires are used in the V, the 
angle between the wires is almost unchanged 
when the length of the wires in wavelengths is 
altered. However, an error of a few degrees 
causes a much larger loss in directivity and 
gain in the case of the longer V than in the 
shorter one. 

The vertical angle at which the wave is best 
transmitted or received from a horizontal V 
antenna depends largely upon the included 
angle. The sides of the V antenna should be at 
least a half wavelength above ground; com- 
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Figure 6. 
DIRECTIVE GAIN OF A “V” BEAM. 


This curve shows the approximate directive 

gain of a V beam with respect to a half- 

wave antenna located the same distance above 
ground, in terms of the side length L. 
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Figure 7. 


RHOMBIC ANTENNA DESIGN 


TABLE. 


Design data is given in terms of 


the wave angle (vertical angle of 


transmission and reception) of the 


antenna. The lengths I are for the 


“maximum output” design; the 
shorter lengths I’ are for the “align- 


ment” method which gives approxi- 


mately 1.5 db less gain with a 
considerable reduction in the space 
required for the antenna. The values 


of side length, tilt angle, and 


height for a given wave angle are 


obtained by drawing a vertical line 
upward from the desired wave 


angle. 


SIDE LENGTH 2 OR QQ’ 


Suaee cI 


PSS 


Ch 
aaa ele 
[| WE 
16° 18° 20° 
WAVE ANGLE A 


mercial practice dictates a height of approxi- 
mately a full wavelength above ground. 


14-3 The Rhombic 


Antenna 


The terminated rhombic or diamond is 
probably the most effective directional antenna 
that is practical for amateur communication. 
This antenna is non-resonant, with the result 
that it can be used on three amateur bands, 
such as 10, 20, and 40 meters. When the an- 
tenna is non-resonant, 1.e., properly terminated, 
the system is unidirectional, and the wire di- 
mensions are not critical. 


Rhombic 
Termination 


When the free end is termi- 
nated with a resistance of a 
value between 700 and 800 
ohms the backwave is eliminated, the for- 
ward gain is increased, and the antenna can 


be used on several bands without changes. 
The terminating resistance should be capable 
of dissipating one-third the power output of 
the transmitter, and should have very little 
reactance. For medium or low power trans- 
mitters, the non-inductive plague resistors will 
serve as a Satisfactory termination. Several 
manufacturers offer special resistors suitable 
for terminating a rhombic antenna. The ter- 
minating device should, for technical reasons, 
present a small amount of inductive reactance 
at the point of termination. 

A compromise terminating device commonly 
used consists of a terminated 250-foot or 
longer length of line, made of resistance wire 
which does not have too much resistance per 
nwnit length. If the latter qualification is not 
met, the reactance of the line will be excessive. 
A 250-foot line consisting of no. 25 nichrome 
wire, spaced 6 inches and terminated with 800 
ohms, will serve satisfactorily. Because of the 
attenuation of the line, the lumped resistance 
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Figure 8. 


TYPICAL RHOMBIC 
ANTENNA DESIGN. 


The antenna system _illus- 
trated above may be used 
over the frequency range 
from 7 to 29 Me. without 
change. The directivity of 
the system may be reversed 
by the system discussed in 
the text. 


rT TOTAL LENGTH 


LINE TO TX 
N* 14 SPACED 6” 


SPACING BETWEEN SIDES S,= 214 FEET 
TOTAL LENGTH = 5892 FEET 


TERMINATING LINE 

OF 250’ OF N® 26 
NICHROME SPACED 6” 
AND 800-OHM 16 -WATT 
CARBON RESISTOR AT 
END. 8 2-WATT 100-OHM 
RESISTORS IN SERIES 


H=s0" 


at the end of the line need dissipate but a few 
watts even when high power is used. A half- 
dozen 5000-ohm 2-watt carbon resistors in 
parallel will serve for all except very high 
power. The attenuating line may be folded 
back on itself to take up less room. 

The determination of the best value of 
terminating resistor may be made while re- 
ceiving, if the input impedance of the receiver 
is approximately 800 ohms. The value of re- 
sistor which gives the best directivity on re- 
ception will not give the most gain when 
transmitting, but there will be little difference 
between the two conditions. 

The input resistance of the rhombic which 
is reflected into the transmission line that 
feeds it is always somewhat less than the 
terminating resistance, and is around 700 to 
750 ohms when the terminating resistor 1s 
800 ohms. 

The antenna should be fed with a non- 
resonant line having a characteristic impedance 
of 650 to 700 ohms. The four corners of the 
rhombic should be at least one-half wave- 
length above ground for the lowest frequency 
of operation. For three-band operation the 
proper tilt angle # for the center band should 
be observed. 

The rhombic antenna transmits a horizon- 
tally-polarized wave at a relatively low angle 
above the horizon. The angle of radiation 
(wave angle) decreases as the height above 
ground is increased in the same manner as 
with a dipole antenna. The rhombic should 
not be tilted in any plane. In other words, the 
poles should all be of the same height and the 


plane of the antenna should be parallel with 
the ground. 

A considerable amount of directivity is lost 
when the terminating resistor is left off the 
end and the system is operated as a resonant 
antenna. If it is desired to reverse the direction 
of the antenna it is much better practice to 
run transmission lines to both ends of the an- 
tenna, and then run the terminating line to the 
operating position. Then with the aid of two 
d-p-d-t switches it will be possible to connect 
either feeder to the antenna changeover switch 
and the other feeder to the terminating line, 
thus reversing the direction of the array and 
maintaining the same termination for either 
direction of operation. 

Figure 7 gives curves for optimum-design 
rhombic antennas by both the maximum-out- 
put method and the alignment method. The 
alignment method is about 1.5 db down from 
the maximum output method but requires only 
about 0.74 as much leg length. The height and 
tilt angle is the same in either case. Figure 8 
gives construction data for a recommended 
rhombic antenna for the 7.0 through 29.7 
Mc. bands. This antenna will give about 11 
db gain in the 14.0-Mc. band. The approxi- 
mate gain of a rhombic antenna over a dipole, 
both above normal soil, is given in figure 9. 


14-4 Stacked-Dipole 


Arrays 


The characteristics of a half-wave dipole 
already have been described. When another 


330 Directive Arrays 


THE RADIO 


{7p 

ay Nea + +—~+—_1 

O 15 —_+—+__+__+— | 

Spek Cie ee 

Ww 43 + 

mies | 
12 + 

5 Sieural inet 

ie icsie ] y 

Zz 10 ol alanine 1 

= ar ees | 

a ie 

se a —+— 

O 7 1 | | 

a 

Q 6 —} 7 jt t 

25 tt — 

24 iat Lae Caen baler 

Sis ees ee as 
Oo Aer Ae SIGs kT. OF9° AOI ta. 14.48 460th 18 119)20 


“0” =LENGTH OF EACH LEG OF RHOMBIC IN WAVELENGTHS 


Figure 9. 
RHOMBIC ANTENNA GAIN. 


Showing the theoretical gain of a rhombic 

antenna, in terms of the side length, over a 

half-wave antenna mounted at the same 
height above the same type of soil. 


dipole is placed in the vicinity and excited 
either directly or parasitically, the resultant 
radiation pattern will depend upon the spacing 
and phase differential, as well as the relative 
magnitude of the currents. With spacings less 
than 0.65 wavelength, the radiation is mainly 
broadside to the two wires (bidirectional ) 
when there is no phase difference, and through 
the wires (end fire) when the wires are 180° 
out of phase. With phase differences between 
OF and 51807 C45", 90), andud33 24or, 40- 
stance), the pattern is unsymmetrical, the 
radiation being greater in one direction than 
in the opposite direction. 


With spacings of more than 0.8 wavelength, 
more than two main lobes appear for all phas- 
ing combinations; hence, such spacings are 
seldom used. 


With the dipoles driven so as to be in 
phase, the most effective spacing is between 
0.5 and 0.7 wavelength. The latter provides 
greater gain, but minor lobes are present 
which do not appear at 0.5-wavelength spac- 
ing. The radiation is broadside to the plane 
of the wires, and the gain is slightly greater 
than can be obtained from two dipoles out of 
phase. The gain falls off rapidly for spacings 
less than 0.375 wavelength, and there is little 
point in using spacing of 0.25 wavelength or 
less with in-phase dipoles, except where it is 
desirable to increase the radiation resistance. 
(See Malti-Wire Doublet.) 


h- S—+ 
+ + 


PLANE OF WIRES 
END VIEW 


Si x = ie 
es \ 2 
180° OUT OF PHASE ‘ | IN PHASE 
(FLAT-TOP BEAM, ETC.) Mik: SPA (LAZY H, STERBA CURTAIN) 


Figure 10. 


RADIATION PATTERNS OF A 

PAIR OF DIPOLES OPERATING 

WITH IN-PHASE EXCITATION, 

AND WITH EXCITATION 180° 
OUT OF PHASE. 


If the dipoles are oriented horizontally most 

of the directivity will be in the vertical plane; 

if they are oriented vertically most of the 
directivity will be in the horizontal plane. 


When the dipoles are fed 180° out of phase, 
the directivity is through the plane of the 
wires, and is greatest with close spacing, though 
there is but little difference in the pattern after 
the spacing is made less than 0.125 wave- 
length. The radiation resistance becomes so 
low for spacings of less than 0.1 wavelength 
that such spacings are not practicable. 

In the three foregoing examples, most of 
the directivity provided is in a plane at a right 
angle to the length of the wires, though when 
out of phase, the directivity is in a line through 
the wires, and when in phase, the directivity 
is broadside to them. Thus, if the wires are 
oriented vertically, mostly horizontal directivity 
will be provided. If the wires are oriented 
horizontally, most of the directivity obtained 
will be vertical directivity. 

To increase the sharpness of the directivity 
in all planes that include one of the wires, 
additional identical elements are added in the 
line of the wires, and fed so as to be in phase. 
The familiar H array is one array utilizing 
both types of directivity in the manner pre- 
scribed. The two-section Kraus flat-top beam 
is another. 

These two antennas in their various forms 
are directional in a horizontal plane, in addi- 
tion to being low-angle radiators, and are per- 
haps the most practicable of the bidirectional 
stacked-dipole arrays for amateur use. More 
phased elements can be used to provide greater 
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directivity in planes including one of the 
radiating elements. The H then becomes a 
Sterba-curtain array. 


For unidirectional work the most practicable 
stacked-dipole arrays for amateur-band use are 
parasitically-excited systems using relatively 
close spacing between the reflectors and the 
directors. Antennas of this type are described 
in detail in Chapter Sixteen. The next most 
practicable unidirectional array is an H or a 
Sterba curtain with a similar system placed 
approximately one-quarter wave behind. The 
added array may be directly fed as shown in 
figure 14, or it may be parasitically excited. 
The use of a reflector system in conjunction 
with any type of stacked-dipole broadside array 
will increase the gain by 3 db. 


Colinear 
Arrays 


The simple colinear antenna array 
is a very effective radiating system 
for the 3.5-Mc. and 7.0-Mc. bands, 
but its use is not recommended on higher fre- 
quencies since such arrays do not possess any 
vertical directivity. The elevation radiation pat- 
tern for such an array is essentially the same 
as for a half-wave dipole. This consideration 
applies whether the elements are of normal 
length or are extended. 


The colinear antenna consists of two or more 
radiating sections from 0.5 to 0.65 wavelengths 
long, with the current in phase in each section. 
The necessary phase reversal between sections 
is obtained through the use of resonant tuning 
stubs as illustrated in figure 11. The gain of a 
colinear array using half-wave elements in 
decibels is approximately equal to the number 
of elements in the array. The exact figures are 
as follows: 


Number of Elements 2 3 4 5 6 
Gain in Decibels Le 3 4045 3,5 O12 


As additional in-phase colinear elements are 
added to a doublet, the radiation resistance goes 


COLINEAR ANTENNA DESIGN CHART 


FREQUENCY 
IN MC. Li L» L; 

14.4 33’4” 34'3” 17‘1" 
14.2 33’8”" 34'7" 17'3” 
14.0 34’1" 35’ 17’6” 
7.3 65‘10” 67'6"" ce hohe 
7.15 67’ 68'8”" 34'4" 
7.0 68'5" 70'2” mh Eh 

0 

9 

6 


We) L1 


QUARTER- WAVE STUBS 


NON-RESONANT 
FEED LINE 


GAIN APPROX. 4.5 DB 


Figure 11. 


THE FRANKLIN OR COLINEAR 
ANTENNA ARRAY. 


An antenna of this type, regardless of the 
number of elements, attains all of its direc- 
tivity through sharpening of the horizontal 
or azimuth radiation pattern; no vertical di- 
rectivity is provided. Hence a long antenna 
of this type has an extremely sharp azimuth 
pattern, but no vertical directivity. 


up much faster than when additional half 
waves are added out of phase (harmonic oper- 
ated antenna). 

For a colinear array of from 2 to 6 elements, 
the terminal radiation resistance in ohms at 
any current loop is approximately 100 times 
the number of elements. 

It should be borne in mind that the gain 
from a colinear antenna depends upon the 
sharpness of the horizontal directivity since no 
vertical directivity is provided. An array with 
several colinear elements will give considerable 
gain, but will have a sharp horizontal radiation 
pattern. 


Double Extended 
Zepp 


The gain of a conventional 
two-element Franklin colin- 
ear antenna can be in- 
creased to a value approaching that obtained 
from a three-element Franklin, simply by mak- 
ing the two radiating elements 230° long in- 
stead of 180° long. The phasing stub is, short- 
ened correspondingly to maintain the whole 
array in resonance. Thus, instead of having 
0.5-wavelength elements and 0.25-wavelength 
stub, the elements are made 0.64 wavelength 
long and the stub is approximately 0.18 wave- 
length long. 

The correct radiator dimensions for a 230° 
double zepp can be obtained from the Colinear 
Antenna Design Chart simply by multiplying 
the L: values by 1.29. The length for Ls must 
be determined experimentally for best results. 
It will be between 0.15 and 0.2 wavelength. 
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Figure 12. 
THE “LAZY H” ANTENNA SYSTEM. 


Stacking the colinear pairs gives both horizon- 

tal and vertical directivity. As shown the array 

will give about 5.5 db gain. Note that the 

array may be fed either at the center of the 

phasing section or at the bottom; if fed at 

the bottom the phasing section must be 
twisted through 180°. 


The vertical directivity of a colinear antenna 
having 230° elements is the same as for one 
having 180° elements. There is little advantage 
in using extended sections when the total 
length of the array is to be greater than about 
1.5 wavelength overall since the gain of a 
colinear antenna is proportional to the overall 
length, whether the individual radiating ele- 
ments are 14 wave, 14 wave or 34 wave in 
length. 


14-5 Broadside Arrays 


Colinear elements may be stacked above or 
below another string of colinear elements to 
produce what is commonly called a broadside 
array. Such an array, when horizontal elements 
are used, possesses vertical directivity in pro- 
portion to the number of broadsided (vertically 
stacked) sections which have been used. Since 
broadside arrays do have good vertical direc- 
tivity their use is recommended on the 14-Mc. 
band and on those higher in frequency. One 
of the most popular of simple broadside arrays 
is the “Lazy H” array of figure 12. Horizontal 
colinear elements stacked two above two make 
up this antenna system which is highly recom- 
mended for work on frequencies above perhaps 
14-Mc. when moderate gain without too much 
directivity is desired. It has high radiation 
resistance and a gain of approximately 5.5 db. 
The high radiation resistance results in low 
voltages and a broad resonance curve, which 
permits use of inexpensive insulators and 
enables the array to be used over a fairly wide 
range in frequency. For dimensions, see the 
stacked dipole design table. 


The Sterba 
Curtain 


Vertical stacking may be applied 
to strings of colinear elements 
longer than two half waves. In 
such arrays, the end quarter wave of each string 
of radiators usually is bent in to meet a 
similar bent quarter wave from the opposite 
end radiator. This provides better balance and 
better coupling between the upper and lower 
elements when the array is current-fed. Arrays 
of this type are shown in figure 13, and are 
commonly known as Sterba curtains. 


STACKED DIPOLE DESIGN TABLE 


FREQUENCY 
IN MC. Li L2 Ls 
68/2” 70’ 35’ 
65'10” 67'6" 33'9” 
34°11” 35’ 17'6" 
33'8” 34’7” 17‘3” 
‘33’4" 34’2" 17’ 
22'9"" 23/3” 11‘8” 


22'3" 22'9" 1 145” 


177" 17'10” 811” 
VET 8’9"" 
1 7' 8'6” 
910” ari” 
9/5" 4'3” 
9/1" 4'6"” 
40.5” 20.3” 
20%" 
19.8” 
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300-OHM 
TWINLEAD 


GAIN APPROX. 6 DB 


300-OHM 
TWINLEAD 


© 


GAIN APPROX. 6 DB 


NON- RESONANT FEEDER 


GAIN APPROX. 8 DB 


Figure 13. 
THE STERBA CURTAIN ARRAY. 


Approximate directive gains along with 
alternative feed methods are shown. 


Correct length for the elements and stubs 
can be determined for any stacked dipole array 
from the Stacked-Dipole Design Table. 

In the sketches of figure 13 the arrowheads 
represent the direction of current flow at any 
given instant. The dots on the radiators repre- 
sent points of maximum current. All arrows 
should point in the same direction in each 
portion of the radiating sections of an an- 
tenna in order to provide a field in phase for 
broadside radiation. This condition is satisfied 
for the arrays illustrated in figure 13. Figures 
13A and 13C show alternative methods of 
feeding a short Sterba curtain, while an alter- 
native method of feed is shown in the higher 
gain antenna of figure 13B. 

In the case of each of the arrays of figure 
13, and also the “Lazy H” of figure 12, the 
array may be made unidirectional and the gain 
increased by 3 db if an exactly similar array is 
constructed and placed approximately 14 wave 
behind the driven array. A screen or mesh of 
wires slightly greater in area than the antenna 
array may be used instead of an additional 
array as a reflector to obtain a unidirectional 
system. The spacing between the reflecting 
wires may vary from 0.05 to 0.1 wavelength 
with the spacing between the reflecting wires 
the smallest directly behind the driven ele- 


ments. The wires in the untuned reflecting 
system should be parallel to the radiating ele- 
ments of the array, and the spacing of the 
complete reflector system should be approxi- 
mately 0.2 to 0.25 wavelength behind the 
driven elements. 

On frequencies below perhaps 100 Mc. it 
normally will be impracticable to use a wire- 
screen reflector behind an antenna array such 
as a Sterba curtain or a “Lazy H.” Parasitic 
elements may be used as reflectors or directors, 
but parasitic elements have the disadvantage 
that their operation is selective with respect 
to relatively small changes in frequency. Never- 
theless, parasitic reflectors for such arrays are 
quite widely used. One quite satisfactory ar- 
rangement for adding 3 db to the gain of a 
“Lazy H” while at the same time making the 
array unidirectional is illustrated in figure 14. 
Four driven reflectors are used in conjunction 
with the four driven elements. The complete 
system exhibits about 10 db gain, has an 
excellent front-to-back ratio, and is quite non- 
selective as to frequency. 


14-6 End-Fire Directivity 


By spacing two half-wave dipoles, or colinear 
arrays, at a distance of from 0.1 to 0.25 wave- 
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DIRECTION OF. TRANSMISSION 
AND RECEPTION 


NON-RESONANT 
300-OKM FEEDLINE 


GAIN APPROX. 10 DB 


Figure 14. 


THE UNIDIRECTIONAL 
“LAZY H’ ARRAY. 


Through the use of an additional set of ele- 

ments directly fed from the main elements, 

the lazy H may be made unidirectional and 

will provide a directive gain of about 10 db 
in the favored direction. 


length and driving the two 180° out of phase, 
directivity is obtained through the two wires 
at right angles to them. Hence, this type of 
bidirectional array is called end fire. A better 
idea of end-fire directivity can be obtained 
by referring to figure 10. 

Remember that end-fire refers to the radia- 
tion with respect to the two wires in the array 
rather than with respect to the array as a 
whole. 

The vertical directivity of an end-fire bi- 
directional array which is oriented horizontally 
can be increased by placing a similar end-fire 
array a half wave below it, and excited in the 
same phase. Such an array is a combination 
broadside and end-fire affair. 


Unidirectional 
End-Fire Arrays 


A simple unidirectional end- 
fire array is illustrated in 
figure 15. If such an array 
is made two wavelengths long its gain will be 
approximately 8.5 db, if it is made three wave- 
lengths long its gain will be about 10 db. 
Such arrays are convenient when it is desired 
to construct a high-gain array to radiate in a 
line between two poles. End-fire arrays of this 
type have one characteristic which is similar 
to the rhombic; they are effective in concen- 
trating radiation both in the elevation and 


I 


re ee a 


FEED LINE TO 


CHANGEOVER RELAY GAIN APPROX. 5 0B 


Figure 15. 


A UNIDIRECTIONAL END-FIRE 
ARRAY WITH FOLDED ELEMENTS. 
Such an array may conveniently be made 
rotatable, and will show substantially no 
change in its radiation pattern over a mod- 
erate frequency range. 


azimuth planes. Hence such arrays are good 
low-angle radiators. 


Kraus Flat-Top 
Beam 


A very effective bidirectional 
end-fire array is the Kraus 
or 8JK Flat-Top Beam. Es- 
sentially, this antenna consists of two close- 
spaced dipoles or colinear arrays. Because of 
the close spacing, it is possible to obtain the 
proper phase relationships in miulti-section 
flat tops by crossing the wires at the voltage 
loops, rather than by resorting to phasing 
stubs. This greatly simplifies the array. (See 
figure 16.) Any number of sections may be 
used, though the one- and two-section arrange- 
ments are the most popular. Little extra gain 
is obtained by using more than four sections, 
and trouble from phase shift may appear. 

A center-fed single-section flat-top beam 
cut according to the table, can be used quite 
successfully on its second harmonic, the pat- 
tern being similar except that it is a little 
sharper. The single-section array can also be 
used on its fourth harmonic with some success, 
though there then will be four cloverleaf lobes, 
much the same as with a full-wave antenna. 

If a flat-top beam is to be used on more 
than one band, tuned feeders are necessary. 

The radiation resistance of a flat-top beam is 
rather low, especially when only one section 
is used. This means that the voltage will be 
high at the voltage loops. For this reason, 
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Figure 16. 
FLAT-TOP BEAM (8JK ARRAY) DESIGN DATA. 

FREQUENCY » Feira eel Pebrbaie a Rh 
7.0-7.2 Mc. 
7 fe Py 59’ | 94’ 
14.0-14.4 ' 
14.0-14.4 |. 

14.0-14.4 |. 

14.0-14.4 

28.0-29.0 |. 

28.0-29.0 

29.0-30.0 |. 

29.0-30.0 8/4" 14’6" 


Dimension chart for flat-top beam antennas. The meanings of the symbols are as follows: 

L:, L: Ls and L,, the lengths of the sides of the flat-top sections as shown in Figure 37. L1 is length 
of the sides of single-section center-fed, Ls single-section end-fed and 2-section center-fed, Ls 4-section 
center-fed and end-sections of 4-section end-fed, and L, middle sections of 4-section end-fed. 

S, the spacing between the flat-top wires. 

M, the wire length from the outside to the center of each cross-over. 

D, the spacing lengthwise between sections. 

A (%), the approximate length for a quarter-wave stub. 

A (2), the approximate length for a half-wave stub. 

A (34), the approximate length for a three-quarter wave stub. 

X, the approximate distance above the shorting wire of the stub for the connection of a 600-ohm 
line. This distance, as given in the table, is approximately correct only for 2-section flat-tops. 

For single-section types it will be smaller and for 3- and 4-section types it will be larger. 

The lengths given for a half-wave stub are applicable only to single-section center-fed flat-tops. To 
be certain of sufficient stub length, it is advisabie to make the stub a foot or so longer than shown in 
the table, especially with the end-fed types. The lengths, A, are measured from the point where the 
stub connects to the flat-top. 

Both the center and end-fed types may be used horizontally. However, where a vertical antenna is 
desired, the flat-tops can be turned on end. In this case, the end-fed types may be more convenient, 
feeding from the lower end. 


336 Directive Arrays 


THE RADIO 


ROPE - 


Pont 
= ad 
j= — > APPROX. ———‘v/ 


=- 


MAX. RADIATION 
PL 


TD LZ 77 
3- WIRE 
r DOUBLETS a 
MAXIMUM 
CROSSOVER RADIATION 
x d/4 600 1 SECTIONS 


6000 LINE TO 
TRANSMITTER 
ANY LENGTH 


Figure 17. 


THE “TWIN-THREE FLAT- 
TOP BEAM.” 


Through the use of three-wire 
radiating elements the_ feed- 
point impedance of the driven 
elements is increased to the 
point where the arrays may be 
fed through 600-ohm matching 
transformers directly from an 
open-wire line. The gain of such 
an antenna is slightly over 4 
db. If desired the three wires 
which make up each element 
may be paralleled at each end 
and a single insulator used as 
support at the ends. Such an 
array is less subject to detuning 
in wet weather than the con- 
ventional flat-top beam. 


esis > 


especially good insulators should be used for 
best results in wet weather. 

The exact lengths for the radiating elements 
are not especially critical, because slight devia- 
tions from the correct lengths can be compen- 
sated in the stub or tuned feeders. Proper stub 
adjustment is covered in Chapter Thirteen. 
Suitable radiator lengths and approximate stub 
dimensions are given in the accompanying 
design table. 

Figure 16 shows top views of eight types of 
flat-top beam antennas. The dimensions for 
using these antennas on different bands are 
given in the design table. The 7- and 28-Mc. 
bands are divided into two parts, but the 
dimensions for either the low- or high-fre- 
quency ends of these bands will be satisfactory 
for use over the entire band. 

In any case, the antennas are tuned to the 
frequency used, by adjusting the shorting wire 
on the stub, or tuning the feeders, if no stub is 
used. The data in the table may be extended 
to other bands or frequencies by applying the 
proper factor. Thus, for 50 to 52 Mc. opera- 


tion, the values for 28 to 29 Mc. are divided 
by 1.8. 


All of the antennas have a_ bidirectional 
horizontal pattern on their fundamental fre- 
quency. The maximum signal is broadside to 
the flat top. The single-section type has this 
pattern on both its fundamental frequency and 
second harmonic. The other types have four 
main lobes of radiation on the second and 
higher harmonics. The nominal gains of the 
different types over a half-wave comparison 
antenna are as follows: single-section, 4 db; 
two-section, 6 db; three-section, 7 db; four- 
section, 8 db. 


The maximum spacings given make the 
beams less critical in their adjustments. Up to 
one-quarter wave spacing may be used on the 
fundamental for the one-section types and also 
the two-section center-fed, but it is not de- 
sirable to use more than 0.15 wavelength 
spacing for the other types. 


Although the center-fed type of flat-top 
generally is to be preferred because of its 
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symmetry, the end-fed type often is convenient 
or desirable. For example, when a flat-top 
beam is used vertically, feeding from the lower 
end is in most cases more convenient. 

If a multisection flat-top array is end-fed 
instead of center-fed, and tuned feeders are 


used, stations off the ends of the array can be 
worked by tying the feeders together and work- 
ing the whole affair, feeders and all, as a long- 
wire harmonic antenna. A single-pole double- 
throw switch can be used for changing the 
feeders and directivity. 


CHAPTER FIFTEEN 


V-H-F and U-H-F 


Antennas 


The very-high-frequency or v-h-f frequency 
range is defined as that range falling between 
30 and 300 Mc. The wltra-high-frequency or 
u-h-f range is defined as falling between 300 
and 3000 Mc. Hence this chapter will be de- 
voted to the design and construction of an- 
tenna systems for operation on the amateur 
50-Mc., 144-Mc., 235-Mc., and 420-Mc. bands. 
Although the basic principles of antenna opera- 
tion are the same for all frequencies, the 
shorter physical length of a wave in this fre- 
quency range and the differing modes of signal 
propagation make it possible and expedient 
to use antenna systems different in design from 
those used on the range from 3 to 30 Mc. 


15-1 Antenna Requirements 


Any type of antenna system usable on the 
lower frequencies may be used in the v-h-f and 
u-h-f bands. In fact, simple non-directive half- 
wave or quarter-wave vertical antennas are very 
popular for general transmission and recep- 
tion from all directions, especially for short- 
range work. But for serious v-h-f or u-h-f work 
the use of some sort of directional antenna 
array is a necessity. In the first place, when the 
transmitter power is concentrated into a narrow 
beam the apparent transmitter power at the 
receiving station is increased many times. A 
“billboard” array or a Sterba curtain having a 


gain of 16 db will make a 25-watt transmitter 
sound like a kilowatt at the other station. Even 
a much simpler and smaller three- or four- 
element parasitic array having a gain of 7 to 
10 db will produce a marked improvement in 
the received signal at the other station. 

However, as all v-h-f and u-h-f workers 
know, the most important contribution of a 
high-gain antenna array is in reception. If a 
remote station cannot be heard it obviously is 
impossible to make contact. The limiting factor 
in v-h-f and u-h-f reception is in almost every 
case the noise generated within the receiver 
itself. Atmospheric noise is almost non-existent 
and ignition interference can almost invariably 
be reduced to a satisfactory level through the 
use of one of the effective noise limiters 
described in Chapter Six. Even with a ground- 
ed-grid or neutralized triode first stage in the 
receiver the noise contribution of the first 
tuned circuit in the receiver will be relatively 
large. Hence it is desirable to use an antenna 
system which will deliver the greatest signal 
voltage to the first tuned circuit for a given 
field strength at the receiving location. 

Since the field intensity being produced at 
the receiving location by a remote transmitting 
station may be assumed to be constant, the re- 
ceiving antenna which intercepts the greatest 
amount of wave front, assuming that the 
polarization and directivity of the receiving 
antenna is proper, will be the antenna which 
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gives the best received signal-to-noise ratio. 
Hence an antenna which has two square wave- 
lengths effective area will pick up twice as 
much signal power as one which has one 
square wavelength area, assuming the same 
general type of antenna and that both are 
directed at the station being received. Many 
instances have been reported where a frequency 
band sounded completely dead with a simple 
dipole receiving antenna but when the receiver 
was switched to a three-element or larger array 
a considerable amount of activity from 80 to 
160 miles distant was heard. 


Angle of 
Radiation 


The useful portion of the signal 
in the v-h-f and u-h-f range for 
short or medium distance com- 
munication is that which is radiated at a very 
low angle with respect to the surface of the 
earth; essentially it is that signal which is 
radiated parallel to the surface of the earth. 
A vertical antenna transmits a portion of its 
radiation at a very low angle and is effective 
for this reason; its radiation is not necessarily 
effective simply because it is vertically polar- 
ized. A simple horizontal dipole radiates very 
little low-angle energy and hence is not a 
satisfactory v-h-f or u-h-f radiator. Directive 
arrays which concentrate a major portion of 
the radiated signal at a low radiation angle 
(such as those described in the previous chap- 
ter) will prove to be effective radiators whether 
their signal is horizontally or vertically polar- 
ized. 

In any event the radiating system for v-h-f 
and u-h-f work should be as high and in the 
clear as possible. Increasing the height of the 
antenna system will produce a very marked 
improvement in the number and strength of 
the signals heard, regardless of the actual type 
of antenna used. 


Transmission 
Lines 


Transmission lines to v-h-f and 
u-h-f antenna systems may be 
either of the parallel-conductor 
or coaxial conductor type. Coaxial line is 
recommended for short runs and closely spaced 
open-wire line for longer runs. Wave guides 
may be used under certain conditions for fre- 
quencies greater than perhaps 1500 Mc. but 
their dimensions become excessively great for 
frequencies much below this value. Non-reson- 
ant transmission lines will be found to be con- 
siderably more efficient on these frequencies 
than those of the resonant type. In any event 


it is wise to use the very minimum length 
of transmission line possible since transmission 
line losses at frequencies above about 100 Mc. 
mount very rapidly. 

Open lines should preferably be spaced 
closer than is common for longer wavelengths, 
as 6 inches is an appreciable fraction of a 
wavelength at 2 meters. Radiation from the 
line will be greatly reduced if l-inch or 114- 
inch spacing is used, rather than the more 
common 6-inch spacing. 


Changeover 
Antenna 


It is strongly recommended that 
the same antenna be used for 
transmitting and receiving in the 
v-h-f and u-h-f range.-An ever-present problem 
in this connection, however, is the antenna 
changeover relay. Reflections at the antenna 
changeover relay become of increasing impor- 
tance as the frequency of transmission is in- 
creased. When coaxial cable is used as the 
antenna transmission line, satisfactory coaxial 
antenna changeover relays with low reflection 
can be used. One type manufactured by Ad- 
vance Electric & Relay Co., Los Angeles 26, 
Calif., will give a satisfactorily low value of 
reflection. 

An alternative system which will give very 
low reflection from the changeover system is 
shown in figure 1. This arrangement is an 
adaptation of the “TR” system used in radar 
work. Figure 1A shows the system used with 
an open-wire line. When the relays are not 
energized the short on the line to the trans- 
mitter one-quarter wave from the junction 
point appears as an open circuit at the point 
of junction so that all the received energy 
passes to the receiver. The reverse condition 
takes place when both relays are energized 
for transmission and all the transmitter energy 
passes to the antenna. The neon tube across the 
receiver input terminals is merely a protective 
measure in case the receiver relay fails to 
operate or has dirty contacts. A similar arrange- 
ment for use with coaxial transmission line is 
illustrated in figure 1B. In this case, since the 
velocity factor for polyethylene-filled coaxial 
cable is approximately 0.67 or 2/3, the actual 
physical length of the quarter-wave sections of 
line should be 2/3 of a quarter wave so that 
the electrical length will be one-quarter wave. 


Effect of Feed A vertical radiator for 
System on Radiation general coverage u-h-f 
Angle use should be made 

either 14 or 1A wave- 
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Two quarter-wave sections of transmission 

line are used in conjunction with a pair of 

relays to accomplish antenna changeover be- 

tween the transmitter and the receiver. Dis- 

cussion of the circuit is given in the accom- 
panying text. 


length long. Longer vertical antennas do not 
have their maximum radiation at right angles 
to the line of the radiator (unless co-phased ), 
and, therefore, are not practicable for use 
where greatest possible radiation parallel to 
the earth is desired. 

Unfortunately, a feed system which is not 
perfectly balanced and does some radiating, not 
only robs the antenna itselt of that much 
power, but distorts the radiation pattern of the 
antenna. As a result, the pattern of a vertical 
radiator may be so altered that the radiation is 
bent upwards slightly, and the amount of 
power leaving the antenna parallel to the 
earth is greatly reduced. A vertical half-wave 
radiator fed at the bottom by a quarter-wave 
stub is a good example of this; the slight 
radiation from the matching section decreases 
the power radiated parallel to the earth by 
nearly 10 db. 

The only cure is a feed system which does 
not disturb the radiation pattern of the an- 
tenna itself. This means that if a 2-wire line 
is used, the current and voltages must be 


exactly the same (though 180° out of phase) 
at any point on the feed line. It means that 
if a concentric feed line is used, there should 
be no current flowing on the outside of the 
outer conductor. | 
Means for keeping the feed line out of 
strong fields where it connects to the radiator 
are discussed later in the chapter on descrip- 
tions of specific antenna systems. The un- 
wanted currents induced in the feed line will 
be negligible when these precautions are taken. 


The statement was made in 
Chapter Thirteen that there 
is no point in using copper 
tubing for an antenna (on the medium fre- 
quencies). The reason is that considerable 
tubing would be required, and the cross sec- 
tion still would not be a sufficiently large frac- 
tion of a wavelength to improve the antenna 
bandwidth characteristics. At very high and 
ultra high frequencies, however, the radiator 
length is so short that the expense of large 
diameter conductor is relatively small, even 
though copper pipe of 1 inch cross section is 
used. With such conductors, the antenna will 
tune much more broadly, and often a broad 
resonance characteristic is desirable. This is 
particularly true when an antenna or array is 
to be used over an entire amateur band. 

It should be kept in mind that with such 
large cross section radiators, the resonant length 
of the radiator will be somewhat shorter, being 
only slightly greater than 0.90 of a half wave- 
length for a dipole when heavy copper pipe is 
used above 100 Mc. 


Radiator Cross 
Section 


Insulation The matter of insulation is of 


prime importance at very high 

frequencies. Many insulators that 
have very low losses as high as 30 Mc. show 
up rather poorly at frequencies above 100 Mc. 
Even the low loss ceramics are none too good 
where the r-f voltage is high. One of the best 
and most practical insulators for use at this 
frequency is polystyrene. It has one disadvan- 
tage, however, in that it is subject to fracture 
and to deformation in the presence of heat. 

It is common practice to design v-h-f and 
u-h-f antenna systems so that the various 
radiators are supported only at points of 
relatively low voltage; the best insulation, ob- 
viously, is air. The voltages on properly oper- 
ated wntuned feed lines are not high, and the 
question of insulation is not quite so impor- 
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tant, though insulation still should be of good 
grade. 


Antenna 
Polarization 


Commercial broadcasting in the 
U.S.A. for both FM and tele- 
vision in the v-h-f range has 
been standardized on horizontal polarization. 
One of the main reasons for this standardiza- 
tion is the fact that ignition interference is 
reduced through the use of a vertically polar- 
ized receiving antenna. Amateur practice, how- 
ever, is divided between horizontal and verti- 
cal polarization in the v-h-f and u-h-f range. 
Mobile stations are invariably vertically polar- 
ized due to the physical limitations imposed 
by the automobile antenna installation. Most 
of the stations doing intermittent or occasional 
work on these frequencies use a simple ground- 
plane vertical antenna for both transmission 
and reception. However, those stations doing 
serious work and striving for maximum-range 
contacts on the 50-Mc. and 144-Mc. bands 
almost invariably use horizontal polarization. 
Experience has shown that there is a great 
attenuation in signa: strength when using 
crossed polarization (transmitting antenna 
with one polarization and receiving antenna 
with the other) for all normal ground-wave 
contacts on these bands. When contacts are be- 
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ing made through sporadic-E reflection, how- 
ever, the use of crossed polarization seems to 
make no discernible difference in signal 
strength. So the operator of a station doing 
v-h-f work (particularly on the 50-Mc. band) 
is faced with a problem: If contacts are to be 
made with all stations doing work on the same 
band, provision must be made for operation 
on both horizontal and vertical polarization. 
This problem has been solved in many cases 
through the construction of an antenna array 
that may be revolved in the plane of polariza- 
tion in addition to being capable of rotation 
in the azimuth plane. Several antennas of this 
type are described in Chapter Sixteen. 


An alternate solution to the problem which 
involves less mechanical construction is simply 
to install a good ground-plane vertical antenna 
for all vertically-polarized work, and then to 
use a multi-element horizontally-polarized ar- 
ray for dx work. 


15-2 


Horizontally- 
Polarized Arrays 


As has been mentioned before, antenna sys- 
tems which do not concentrate radiation at the 
very low elevation angles are not recommended 
for v-h-f and u-h-f work. It is for this reason 
that the horizontal dipole and_horizontally- 
disposed colinear arrays are generally unsuit- 
able for work on these frequencies. Arrays 
using broadside or end-fire elements do con- 
centrate radiation at low elevation angles and 
are recommended for v-h-f work. Arrays such 
as the lazy-H, Sterba curtain, flat-top beam, 
and arrays with parasitically excited elements 
are recommended for this work. Dimensions 
for the first three types of arrays may be de- 
termined from the data given in the previous 
chapter, and reference may be made to the 
Table of Wavelengths given in this chapter. 


Arrays using vertically-stacked horizontal 
dipoles, such as are used by commercial tele- 
vision and FM stations, are capable of giving 
very high gain without a sharp horizontal 
radiation pattern. If sets of crossed dipoles, as 
shown in figure 2A, are fed 90° out of phase 
the resulting system is called a “turnstile” an- 
tenna. The 90° phase difference between sets 
of dipoles may be obtained by feeding one set 
of dipoles with a feed line which is one-quarter 
wave longer than the feed line to the other set 
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Figure 2. 
THE STACKED TURNSTILE ARRAY. 


An antenna system such as illustrated above 

will concentrate the radiated signal at the low 

radiation angles which are useful in the v-h-f 

range, but provides no horizontal directivity. 

Folded elements may be used, if desired, for 
the radiating sections. 


of dipoles. The free-space theoretical gain of 
an antenna such as shown is about 5 db over 
a half-wave dipole, but in actual practice on 
the y-h-f bands a considerably greater effective 
gain will be obtained in a// directions simul- 
taneously over a dipole. If the second set of 
four dipoles is placed one-quarter wave be- 
hind the first set and parasitically excited from 
the dipoles as a reflector (or as a director) 
approximately 10 db gain will be obtained 
and the horizontal pattern of the array will 
still be moderately broad. The majority of the 
gain in arrays of this type comes from con- 
centration of substantially all radiation from 
the array at the useful low angles of radiation. 

The array with several parasitically-excited 
elements is meeting with increasing favor for 
operation on the v-h-f’s. Detailed discussion 
of the element lengths, method of feed, installa- 
tion and tuning of such arrays is given in 
Chapter Sixteen. 


15-3 Vertically-Polarized 
Antennas and Arrays 


For general coverage with a single antenna, 
a single vertical radiator is commonly em- 
ployed. A two-wire open transmission line is 


® 


Figure 3. 


THREE VERTICALLY-POLARIZED 
LOW-ANGLE RADIATORS. 


Shown at (A) is the “sleeve” or “hypodermic” 
type of radiator. At (B) is shown the ground- 
plane vertical, and (C) shows a modification 
of this antenna system which increases the 
feed-point impedance to a value such that the 
system may be fed directly from a coaxial line 
with no standing waves on the feed line. 


not suitable for use with this type antenna, 
and coaxial polyethylene feed line such as 
RG-8/U is to be recommended. Three practical 
methods of feeding the radiator with concentric 
line, with a minimum of current induced in 
the outside of the line, are shown in figure 3. 
Antenna (A) is known as the “sleeve” or 
“hypodermic” antenna, the lower half of the 
radiator being a large piece of pipe up through 
which the concentric feed line is run. At (B) 
is shown the ground-plane vertical, and at (C) 
a modification of this latter antenna. 

The radiation resistance of the ground-plane 
vertical is approximately 30 ohms, which is 
not a standard impedance for coaxial line. To 
obtain a good match, the first quarter wave- 
length of feeder may be of 52 ohms surge 
impedance, and the remainder of the line of 
approximately 75 ohms impedance. Thus, the 
first quarter-wave section of line is used as a 
matching transformer, and a good match is 
obtained. 

In actual practice the antenna would con- 
sist of a quarter-wave rod, mounted by means 
of insulators atop a pole or pipe mast. Elab- 
orate insulation is not required, as the voltage 
at the lower end of the quarter-wave radiator 
is very low. Self-supporting rods from 0.25 
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to 0.28 wavelength would be extended out, 
as in the illustration, and connected together. 
As the point of connection is effectively at 
ground potential, no insulation is required; 
the horizontal rods may be bolted directly to 
the supporting pole or mast, even if of metal. 
The coaxial line should be of the low loss 
type especially designed for v-h-f use. The out- 
side connects to the junction of the radials, 
and the inside to the bottom end of the verti- 
cal radiator. 

The modification at (C) permits matching 
to a standard 50- or 70-ohm flexible coaxial 
cable without a linear transformer. If the 
lower rods hug the line and supporting mast 
rather closely, the feed-point impedance is 
about 70 ohms. If they are bent out to form 
an angle of about 30° with the support pipe 
the impedance is about 50 ohms. 


Construction of Figure 4 is a photograph 
the Ground- of a relatively simple 
Plane Vertical ground-plane vertical an- 

tenna suitable for the v-h-f 
range. The mechanical construction details of 
the antenna are given in figure 5. An antenna 
of this type is moderately simple to construct 
and will give a good account of itself when 
‘fed at the lower end of the radiator directly 
by the 52-ohm RG-8/U coaxial cable. Theo- 
retically the standing-wave ratio will be ap- 
proximately 1.5-to-1 but in practice this mod- 
erate s-w-r produces no deleterious effects, even 
on coaxial cable. 

An antenna design for a ground-plane verti- 
cal which will give a more accurate match to 
a 70-ohm coaxial cable is illustrated in figure 
6 and sketched in figure 7. This type of 
ground-plane antenna is often called the fold- 
ed-unipole antenna. The improvement in the 
match between the feed point on the dipole 
and the antenna transmission line is obtained 
by folding the radiator, in the same general 
manner as used with the folded dipole, ground- 
ing one end, and connecting the antenna trans- 
mission-line inner conductor to the unground- 
ed end of the radiator. 

The use of a folded dipole (or unipole) 
where both conductors have the same diameter 
will result in a multiplication of the feed-point 
impedance by a factor of 4. Since the feed- 
point impedance at the lower end of a ground- 
plane vertical is approximately 30 ohms, the 
use of a folded dipole with the same con- 
ductor diameter would give a feed-point im- 


Figure 4. 


50-MC. GROUND-PLANE VERTICAL 
ANTENNA. 


Construction of this antenna system is illus- 
trated in figure 5. 
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CONSTRUCTIONAL DETAILS OF THE 
GROUND-PLANE VERTICAL. 


pedance of about 120 ohms. Since standard 
polyethylene coaxial-cable impedances are 52 
ohms and 70 ohms, we must use an imped- 
ance step up of less than four. If the diameter 
of the half of the radiator connected to the 
feed line is made larger than the diameter of 
the half whose lower end is grounded, the im- 
pedance multiplication will be less than four. 
A detailed discussion of the calculation of con- 
ductor sizes for obtaining varying impedance 
step up ratios is given in Chapter Sixteen. 
However, suffice to say here that it is imprac- 
ticable to obtain the small impedance step up 
from 30 to 52 ohms by this method. It is better 
merely to tolerate the small standing wave that 


will be formed on the cable, or to build a 
quarter-wave coaxial transformer inside the 
support pipe of the antenna having a char- 
acteristic impedance of 38.5 ohms. 

It is practicable, however, to match the 30- 
ohm basic impedance of the antenna to a /0- 
ohm coaxial cable through the use of the 
folded-unipole system. The diameter of the 
grounded half of the folded unipole should 
be one-quarter inch, and the diameter of the 
half of the unipole which goes to the inner 
conductor of the coaxial cable should be % 
inch. The center-to-center spacing of the two 
rods should be one to one and one-half inches. 
These are the dimensions used in the antenna 
whose photograph is shown in figure 6. 

The number of radial legs used in a ground- 
plane antenna of either type has an important 
effect on the feed-point impedance and upon 
the radiation characteristics of the antenna sys- 
tem. Experiment has shown that three radials 
is the minimum number that should be used, 
and that increasing the number of radials above 
four adds substantially nothing to the effective- 


1 
ness of the antenna and has no effect on the 


feed-point impedance. Experiment has shown, 
however, that the radials should be slightly 
longer than one-quarter wave for best results. 
A length of 0.28 wavelength has been shown 
to be the optimum value. This means that the 
radials for a 50-Mc. ground-plane vertical 
antenna should be 65” in length. 


Figure 6. 
THE “FOLDED UNIPOLE” 
GROUND-PLANE 
VERTICAL ANTENNA. 


Constructional details of 
this antenna are given in 
figure 7. 
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CONSTRUCTIONAL DETAILS 
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15-4 The Discone Antenna 


The Discone antenna is a vertically polar- 
ized omnidirectional radiator which has very 
broad band characteristics and permits a sim- 
ple, rugged structure. This antenna presents a 
substantially uniform feed-point impedance, 
suitable for direct connection of a coaxial line, 
over a range of several octaves. Also, the ver- 
tical pattern is suitable for ground-wave work 
over several octaves, the gain varying only 
slightly over a very wide frequency range. 


Commercial versions of the Discone anten- 
na for various applications are manufactured 
by the Federal Telephone and Radio Corpora- 
tion. A Discone type antenna for amateur 
work can be fabricated from inexpensive ma- 
terials with ordinary hand tools. 


A Discone antenna suitable for multi-band 
amateur work in the v-h/u-h-f range is 
shown schematically in figure 8. The dis- 
tance D should be made approximately equal 
to a free-space quarter wavelength at the low- 
est operating frequency. The antenna then 
will perform well over a frequency range at 
least of 8 to 1. At certain frequencies within 
this range the vertical pattern will tend to 
“lift” slightly, causing a slight reduction in 
gain at zero angular elevation, but the reduc- 
tion is very slight. 


Below the frequency at which the slant 
height of the conical skirt is equal to a free- 
space quarter wavelength the standing-wave 
ratio starts to climb, and below a frequency 


502 COAX 
(RG-8/U, ETC.) 


Figure 8, 


THE “DISCONE’” BROAD-BAND 
RADIATOR. 


This antenna system radiates a vertically polar- 
ized wave over a very wide frequency range. 
The “disc’’ may be made of solid metal sheet, 
a group of radials, or wire screen; the “‘cone”’ 
may best be constructed by forming a sheet 
of thin aluminum. A single antenna may be 
used for operation on the 50, 144, and 220 
Mc. amateur bands. The dimension D is de- 
termined by the lowest frequency to be em- 
ployed, and is given in the chart of figure 9. 
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Figure 9. 

DESIGN CHART FOR THE “DISCONE” 
ANTENNA. 


approximately 20 per cent lower than this 
the standing-wave ratio climbs very rapidly. 
This is termed the “cut off” frequency of the 
antenna. By making the slant height approxi- 
mately equal to a free-space quarter wave- 
length at the lowest frequency employed (re- 
fer to chart), a VSWR of less than 1.5 will 
be obtained throughout the operating range 
of the antenna. 

The Discone antenna may be considered 
as a cross between an electromagnetic horn 
and an inverted ground plane “unipole” an- 
tenna. It looks to the feed line like a properly 
terminated high-pass filter. 


Construction Details The top disk and the 
conical skirt may be 
fabricated either from sheet metal, screen 
(such as “hardware cloth’), or 12 or more 
“spine” radials. If screen is used a support- 
ing framework of rod or tubing will be nec- 
essary for mechanical strength except at the 
higher frequencies. If spines are used, they 
should be terminated on a stiff ring for me- 
chanical strength except at the higher fre- 
quencies. 

The top disk is supported by means of three 
insulating pillars fastened to the skirt. Either 
polystyrene or low-loss ceramic is suitable for 
the purpose. The apex of the conical skirt 
is grounded to the supporting mast and to 
the outer conductor of the coaxial line. The 


Figure 10. 


FLAT-TOP BEAM 
ORIENTED FOR VERTICAL 
POLARIZATION. 


For design data on this an- 

tenna refer to figure 16 of the 

preceding chapter. The stub and = 

feed line should be equidistant 

from the two lower radiating 
elements. 
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UNTUNED 
LINE 


line is run down through the supporting mast. 
An alternative arrangement, one suitable for 
certain mobile applications, is to fasten the 
base of the skirt directly to an effective ground 
plane such as the top of an automobile. 


15-5 Vertically-Polarized 
Arrays 


Antenna arrays such as the flat-top beam and 
the lazy-H (when the latter is fed in the center 
instead of at one end) may be used with the 
elements vertically oriented to produce ver- 
tically-polarized radiation. Typical examples 
are shown in figures 10 and 11. Two other 
types of arrays, which are especially designed 
for vertical polarization, are shown in figure 
12. It is important in the case of all these 
arrays that the stub and feed line be brought 
directly away from the antenna in a plane at 
right angles to the array for a distance of at 
least two wavelengths. If the stub or line is 
closer to one radiator than the other undesired 
currents will be induced in the feed line. 


15-6 Helical Beam 


Antennas 


Most v-h-f and u-h-f antennas are either 
vertically polarized or horizontally polarized 
(plane polarization). However, circularly po- 
larized antennas have interesting characteristics 
which may be useful for certain applications. 
The installation of such an antenna can ef- 
fectively solve the problem of horizontal vs. 
vertical polarization. . 

A circularly polarized wave has its energy — 
divided equally between a vertically polarized 
component and a horizontally polarized com- 
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Figure 11. 
H-TYPE ARRAY ARRANGED FOR 
VERTICAL POLARIZATION. 


The half-wave matching stub feeds the center 
of the phasing section. The stub should be 
equidistant from the two lower radiators. 


ponent, the two being 90 degrees out of 
phase. The circularly polarized wave may be 
either “left handed” or “right handed,” de- 
pending upon whether the vertically polarized 
component leads or lags the horizontal com- 
ponent. 

A circularly polarized antenna will respond 
to any plane polarized wave whether hori- 
zontally polarized, vertically polarized, or 
diagonally polarized. Also, a circular polar- 
ized wave can be received on a plane polarized 
antenna, regardless of the polarization of the 
latter. When using circularly polarized an- 
tennas at both ends of the circuit, however, 
both must be left handed or both must be 
right handed. This offers some interesting 
possibilities with regard to reduction of QRM. 
At the time of writing, there has been no 
standardization of the “twist” for general ama- 
teur work. . 

Perhaps the simplest antenna configuration 
for a directional beam antenna having circular 
polarization is the helical beam popularized 
by Dr. John Kraus, W8JK. The antenna 
consists simply of a helix working against 
a ground plane and fed with coaxial line. In 
the u-h-f and the upper v-h-f range the physi- 
cal dimensions are sufficiently small to permit 
construction of a rotatable structure without 
much difficulty. 

When the dimensions are optimized, the 
characteristics of the helical beam antenna are 
such as to qualify it as a “broad band” an- 
tenna. An optimized helical beam shows little 
variation in the pattern of the main lobe and 
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Figure 12. 
TWO VERTICALLY POLARIZED 
HIGH-GAIN ARRAYS. 


A pair of stacked Bruce arrays is illustrated 
at (A), and a pair of stacked Chireix arrays 
is shown at (B). 


a fairly uniform feed point impedance averag- 
ing approximately 125 ohms over a frequency 
range of as much as 1.7 to 1. The direction 
of “electrical twist” (right or left handed) de- 
pends upon the direction in which the helix is 
wound. 

A six-turn helical beam is shown schemati- 
cally in figure 13. The dimensions shown will 
give good performance over a frequency range 
of plus or minus 20 per cent of the design 
frequency. This means that the dimensions 
are not especially critical when the array is 
to be used at a single frequency or over a 
narrow band of frequencies, such as an ama- 
teur band. At the design frequency the beam 
width is about 50 degrees and the power gain 
about 12 db referred to a non-directional cir- 
cularly polarized antenna. 

The Ground Screen For the frequency range 
100 to 500 Mc. &@ suit- 
able ground screen can be made from “chicken 
wire” poultry netting of 1-inch mesh, fastened 
to a round or square frame of either metal or 
wood. The netting should be of the type that 
is galvanized after weaving. A small, sheet 
metal ground plate of diameter equal to ap- 
proximately D/2 should be centered on the 
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Figure 13. 
THE “HELICAL BEAM” ANTENNA. 


This type of directional antenna system gives 
excellent performance over a frequency range 
of 1.7 to 1.8 to 1. Its dimensions are such 
that it ordinarily is not practicable, however, 
for use as a rotatable array on frequencies 
below about 100 Mc. The center conductor 
of the feed line should pass through the 
ground screen for connection to the feed 
point. The outer conductor of the coaxial 
line should be grounded to the ground screen. 


screen and soldered to it. Tin, galvanized iron, 
or sheet copper is suitable. The outer con- 
ductor of the RG-63/U (125 ohm) coax is 
connected to this plate, and the inner conduc- 
tor contacts the helix through a hole in the 
center of the plate. The end of the coax should 
be taped with “Scotch” electrical tape to keep 
water out. 
The Helix It should be noted that the 
beam proper consists of six 
full turns. The start of the helix is spaced 
a distance of S/2 from the ground screen, 
and the conductor goes directly from the cen- 
ter of the ground screen to the start of the 
helix. 

Aluminum tubing in the “SO” (soft) grade 
is suitable for the helix. Alternatively, lengths 
of the relatively soft aluminum electrical con- 
duit may be used. In the v-h-f range it will 
be necessary to support the helix on either 
two or four wooden longerons in order to 
achieve sufficient strength. The longerons 
should be of as small cross section as will 
provide sufficient rigidity, and should be given 
several coats of varnish. The ground plane 
butts against the longerons and the whole as- 
sembly is supported from the balance point if 
it is to be rotated. 

Aluminum tubing in the larger diameters 


ordinarily is not readily available in lengths 
greater than 12 feet. In this case several 
lengths can be spliced by means of short tele- 
scoping sections and sheet metal screws. 

The tubing is close wound on a drum and 
then spaced to give the specified pitch. Note 
that the length of one complete turn when 
spaced is somewhat greater than the circumfer- 
ence of a circle having the diameter D. How- 
ever, it is useless anyhow to attempt to calcu- 
late how much to allow for the decrease in 
diameter when the turns are spaced because 
the tubing will spring to an unpredictably 
larger diameter when it is removed from the 
drum used as a winding form. The increase 
in diameter will depend upon the hardness, 
diameter, and wall thickness of the particular 
tubing used. It probably will be necessary to 
experiment with a single turn on drums of 
various diameters to find the diameter of wind- 
ing form which will give the desired helix 
diameter when the turns are spaced to the 
proper pitch. 


Broad-Band 
144 to 225 Mc. 
Helical Beam 


A highly useful  v-h-f 
helical beam which will 
receive signals with good 
gain over the complete 
frequency range from 144 through 225 Mc. 
may be constructed by using the following 
dimensions (180 Mc. design center) : 


| Dias A oo ain Bla ciate a 22-18 
Ee PN a a 16% in 
Reed) ALG EE PURE Sa) 53 in 
Tubing bode sh nee 1 in. 


The D and S dimensions are to the center of 
the tubing. These dimensions must be held 
rather closely, since the range from 144 
through 225 Mc. represents just about the 
practical limit of coverage of this type of 
antenna system. 


High-Band 
TV Coverage 


Note that an array constructed 
with the above dimensions will 
give unusually good high-band 
TV reception in addition to covering the 144- 
Mc. and 220-Mc. amateur bands and the taxi 
and police services. 

On the 144-Mc. band the beam width is 
approximately 60 degrees to the half-power 
points, while the power gain is approximately 
11 db over a non-directional circularly polar- 
ized antenna. For high-band TV coverage the 
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gain will be 12 to 14 db, with a beam width 
of about 50 degrees. And on the 220-Mc. 
amateur band the beam width will be about 
40 degrees with a power gain of approximately 
15 db. 

The antenna system will receive vertically 
polarized or horizontally polarized signals with 
equal gain over its entire frequency range. Con- 
versely, it will transmit signals over the same 
range, which then can be received with equal 
strength on either horizontally polarized or 
vertically polarized receiving antennas. The 
standing-wave ratio will be very low over the 
complete frequency range if RG-63/U coaxial 
feed line is used. If the beam is arranged for 
rotation, care should be taken not to flex this 
type of transmission line on too small a 
diameter. 


15-7 The Corner- 


Reflector Antenna 


The corner-reflector antenna is a good direc- 
tional radiator for the v-h-f and u-h-f region. 
The antenna may be used with the radiating 
element vertical, in which case the directivity 
is in the horizontal or azimuth plane, or the 
system may be used with the driven element 
horizontal in which case the radiation is hori- 
zontally polarized and most of the directivity 
is in the vertical plane. With the antenna used 
as a horizontally polarized radiating system 
the array is a very good low-angle beam array 
although the nose of the horizontal pattern 
is still quite sharp. When the radiator is 
oriented vertically the corner reflector operates 
very Satisfactorily as a direction-finding an- 
tenna. 

Design data for the corner-reflector antenna 
is given in figure 14 and in the chart Corner- 
Reflector Design Data. The planes which make 
up the reflecting corner may be made of solid 
sheets of copper or aluminum for the u-h-f 
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Figure 14, 


CONSTRUCTION OF THE ‘CORNER 
REFLECTOR” ANTENNA. 


Such an antenna is capable of giving high 
gain with a minimum of complexity in the 
radiating system. It may be used either with 
horizontal or vertical polarization. Design data 
for the antenna is given in the Corner- 
Reflector Design Table. 


bands, although spaced wires with the ends 
soldered together at top and bottom may be 
used as the reflector on the lower frequenciés. 
Copper screen may also be used for the re- 
flecting planes. 

The values of spacing given in the corner- 
reflector chart have been chosen such that the 
center impedance of the driven element would 
be approximately 70 ohms. This means that 
the element may be fed directly with 70-ohm 
coaxial line, or a quarter-wave matching trans- 
former such as a “Q” section may be used to 
provide an impedance match between the 
center-impedance of the element and a 460- 
ohm line constructed of no. 12 wire spaced 2 
inches. 


CORNER-REFLECTOR DESIGN DATA 


Corner Freq. Feed Approx. 
Angle Band, Mc. R S H A L G Imped. Gain, db 
90 50 110” 82” 140” 200” 230” 18” 72 10 
60 50 110” 115” 140” 230” 230” 18” 70 12 
60 144 38” 40” 48” 100” 100” Se 70 12 
60 220 24.5” 25” 30” 72" 72” 3” 70 12 
60 420 13” 14” 18” 36” 36” screen 70 12 


NOTE: Refer to figure 14 for construction of corner-reflector antenna. 
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Figure 15. 
V-H-F RHOMBIC ANTENNA 
DESIGN CHART. 


The optimum tilt angle (see figure 16) for 
“zero-angle’’ radiation depends upon the 
length of the sides. 


15-8 VHF Horizontal 


Rhombic Antenna 


For v-h-f transmission and reception in a 
fixed direction, a horizontal rhombic permits 
10 to 16 db gain with a simpler construction 
than does a phased dipole array, and has the 
further advantage of being useful over a 
wide frequency range. 

Except at the upper end of the v-h-f range 
a rhombic array having a worthwhile gain is 
too large to be rotated. However, in locations 
75 to 150 miles from a large metropolitan 
area a rhombic array is ideally suited for work- 
ing into the city on extended (horizontally 
polarized) ground-wave while at the same 
time making an ideal antenna for TV re- 
ception. 

The useful frequency range of a v-h-f rhom- 
bic array is about 2 to 1, or about plus 40% 
and minus 30% from the design frequency. 
This coverage is somewhat less than that of 
a high-frequency rhombic used for sky-wave 
communication. For ground-wave transmis- 
sion or reception the only effective vertical 
angle is that of the horizon, and a frequency 
range greater than 2 to 1 cannot be covered 
with a rhombic array without an excessive 
change in the vertical angle of maximum 
radiation or response. 

The dimensions of a v-h-f rhombic array 
are determined from the design frequency and 
figure 15, which shows the proper tilt angle 
(see figure 16) for a given leg length. The 
gain of a rhombic array increases with leg 
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Figure 16. 
V-H-F RHOMBIC ANTENNA 
CONSTRUCTION. 


length. There is not much point in construct- 
ing a v-h-f rhombic array with legs shorter 
than about 4 wavelengths, and the beam width 
begins to become excessively sharp for leg 
lengths greater than about 8 wavelengths. A 
leg length of 6 wavelengths is a good compro- 
mise between beam width and gain. 

The tilt angle given in figure 15 is based 
upon a “wave angle” of zero degrees. For 
leg lengths of 4 wavelengths or longer, it will 
be necessary to elongate the array a few per 
cent (pulling in the sides slightly) if the 
horizon elevation exceeds about 3 degrees. 

Table I gives dimensions for two “dual 
purpose” rhombic arrays. One covers the 6- 
meter amateur band and the “low” television. 
band. The other covers the 2-meter amateur 
band, the “high” television band, and the 
114-meter amateur band. The gain is ap- 
proximately 12 db over a matched half wave 
dipole and the beam width is about 6 degrees. 


The Feed Line The recommended feed line 
is an open-wire line hav- 
ing a surge impedance between 450 and 600 
ohms. With such a line the VSWR will be 
less than 2 to 1. A line with two-inch spacing 
is suitable for frequencies below 100 Mc., but 
one-inch spacing (such as used in the “Gonset 
Line” for TV installations) is recommended 
for higher frequencies. 

Such a line can be fed directly into a tele-— 
vision receiver with 300-ohm input, because 
the match at the antenna end will be suff- 
ciently good to suppress ghosts due to “line 
echoes” even though there is a moderate mis- 
match at the receiver. If the array is to be 
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6 METERS 2 METERS, HIGH 
AND LOW BAND BAND TV, AND 
TV 1% METERS 


Ss 
(side) 32’ 


L i aa 
(length) 166’ 10 


Ww f ua a aa 
(Width) 67' 4 23’ 11 


S$=6 wavelenths at design frequency 
Tilt angle =—68° 


TABLE I. 


used only for receiving, 300-ohm ribbon line 
may be used if the feed line is not unusually 
long. For long line lengths an open-wire line 
is recommended for reception because of lower 
losses. 

The small rhombic of Table I can be strung 
inside the larger rhombic without bad effects. 
Separate feed lines are recommended with 
this arrangement. 


The Termination If the array is to be used 
only for reception, a suit- 
able termination consists of two 390-ohm- 
carbon resistors in series. If 2-watt resistors 
are employed, this termination also is suitable 
for transmitter outputs of 10 watts or less. 
For higher powers, however, resistors having 
greater dissipation with negligible reactance 
in the upper v-h-f range are not readily avail- 
able. 

For powers up to several hundred watts a 

suitable termination consists of a “lossy” line 
consisting of stainless steel wire (correspond- 
ing to no. 24 or 26 B&S gauge) spaced 2 
inches, which in turn is terminated: by two 
390-ohm 2-watt carbon resistors. The dissi- 
pative line should be at least 6 wavelengths 
long. 
Space Tapered Legs A slight improvement 
in the _ characteristics 
of a rhombic array can be realized by using 
two wires for each leg, spaced vertically at 
the side apices by means+of spreaders. The 
spacing at the side apices may be made about 
0.1 wavelength. 


CHAPTER SIXTEEN 


Rotatable Antenna Arrays 


The rotatable antenna array has become al- 
most standard equipment for operation on the 
28-Mc. and 50-Mc. bands and is very common- 
ly used on the 14-Mc. band and on those fre- 
quencies above 144 Mc. The rotatable array 
offers many advantages for both military and 
amateur use. The directivity of the antenna 
types commonly employed, particularly the 
unidirectional arrays, offers a worthwhile re- 
duction in interference from undesired direc- 
tions. Also, the increase in the ratio of low- 
angle radiation plus the theoretical gain of 
such arrays results in a relatively large increase 
in both the transmitted signal and the signal 
intensity from a station being received. 


A significant advantage of a rotatable an- 
tenna array in the case of the normal station is 
that a relatively small amount of space is re- 
quired for erection of the antenna system. In 
fact, one of the best types of installations uses 
a single telephone pole with the rotating 
structure holding the antenna mounted atop 
the pole. To obtain results in all azimuth 
directions from fixed arrays comparable to the 
gain and directivity of a single rotatable three- 
element parasitic beam would require several 
acres of surface. 


There ate two normal configurations of 
radiating elements which, when horizontally 
polarized, will contribute to obtaining a low 
angle of radiation. These configurations are the 
end-fire array and the broadside array. The 
conventional three- or four-element rotary 
beam may properly be called a unidirectional 
parasitic end-fre array, and is actually a type 


of yagi atray. The flat-top beam is a type of 
bidirectional end-fire array. The broadside type 
of array is also quite effective in obtaining 
low-angle radiation, and although widely used 
in FM and TV broadcasting has seen little use 
by amateur stations in rotatable arrays. All 
three of these types of arrays, and their use 
on rotating structures, will be described in this 
chapter. 


16-1 Unidirectional 


Parasitic End-Fire Arrays 
(Yagi Type) 


If a single parasitic element is placed on 
one side or the other of a driven dipole at a 
distance of from 0.1 to 0.25 wavelength the 
parasitic element can be tuned to make the 
array substantially unidirectional. 


Two-Element 
Array 


The optimum spacing for a 
reflector in a two-element array 
is approximately 0.15 wave- 
length and with optimum adjustment of the 
length of the reflector a gain of approximately 
5 db will be obtained, with a feed-point re- 
sistance of about 30 ohms. 

If the parasitic element is to be used as a 
director the optimum spacing between it and 
the driven element is 0.1 wavelength. The gain 
will theoretically be slightly greater than with 
the optimum adjustment for a reflector (about 
5.5 db) but the radiation resistance will be in 
the vicinity of 15 ohms. 
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Parasitic Arrays 


In both the case of the director and the 
reflector in a two-element array the point of 
adjustment for maximum forward gain will be 
found to be somewhat different from that for 
maximum front-to-back ratio. The two ad- 
justments are quite close together and either 
one may be chosen, depending upon the oper- 
ating conditions desired. A sacrifice of approxi- 
mately 1.0 db in forward gain is involved 
when the two-element array is adjusted for 
maximum front-to-back ratio. 

The two-element array is most frequently 
used on the 14-Mc. band where the size of 
the supporting structure would become pro- 
hibitive with a larger number of elements. A 
representative two-element 14-Mc. array with 
the parasitic element operating as a director at 
0.125 wavelength spacing is shown in figure 1. 


Length of 
the Elements 


Due to the mutual impedance 
between the driven element 
and the parasitic element, the 
resonant frequency of the driven element will 
be changed from that value which would exist 
if the parasitic element were not present. With 
a single parasitic dzrector, the driven element 
must be /onger than the usual length to obtain 
resonance. With a reflector, the driven element 
must be shorter than the usual length. Ap- 
propriate dimensions for the elements are 
given in figure 2. 


Three-Element 
Array 


The three-element array us- 
ing a director, driven ele- 
ment, and reflector will ex- 
hibit as much as 30 db front-to-back ratio and 
20 db front-to-side ratio for low-angle radia- 
tion. The theoretical gain is about 9 db over a 
dipole in free space. In actual practice, the 
array will often show 7 to 10 db apparent gain 
over a horizontal dipole placed the same height 
above ground (at 28 and 14 Mc.). 

The use of more than three elements is de- 
sitable when the length of the supporting 
structure is such that spacings of approximately 
0.2 wavelength between elements becomes pos- 
sible. Four-element arrays are quite common 
on the 28-Mc. and 50-Mc. bands, and five 
elements are sometimes used for increased gain 
and discrimination. As the number of elements 
is increased the gain and front-to-back ratio 
increases but the radiation resistance decreases 
and the bandwidth or frequency range over 
which the antenna will operate without reduc- 
tion in effectiveness is decreased. 


Material for 
Elements 


While the elements may con- 
sist of wire supported on a 
wood framework, self-support- 
ing elements of tubing are much to be pre- 
ferred. The latter type array is easier to con- 
struct, looks better, is no more expensive, and 
avoids the problem of getting sufficiently good 
insulation at the ends of the elements. The 
voltages reach such high values towards the 
ends of the elements that losses will be ex- 
cessive, unless the insulation is excellent. 
The elements may be fabricated of thin- 
walled steel conduit, or hard drawn thin- 
walled copper tubing, but dural tubing is much 
better. Or, if you prefer, you may purchase 
tapered copper-plated steel tubing elements 
designed especially for the purpose. Kits are 
available complete with rotating mechanism 
and direction indicator, for those who desire 
to purchase the whole system ready to put up. 
Element Spacing The optimum spacing for 
a two-element array is, as 
has been mentioned before, approximately 0.1 
wavelength for a director and 0.15 wavelength 
for a reflector. However, when both a director 
and a reflector are combined with the driven 
element to make up a three-element array the 
optimum spacing is established by the band- 
width which the antenna will be required to 
cover. Wide spacing (of the order of 0.25 
wavelength between elements) will result in 
greater bandwidth for a specified maximum 
standing-wave ratio on the antenna transmis- 
sion line. Smaller spacings may be used when 
boom length is an important consideration, 


Figure 1. 


TWO-ELEMENT 14-MC. ROTATABLE 
ARRAY WITH T-MATCH. 
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Figure 2. 
DESIGN CHART FOR PARASITIC ARRAYS. 


The values of gain and effective radiation resistance given for the multi-element arrays are 
subject to considerable variation as a result of the tuning of the elements, but the quantities given 
can be assumed to be average yalues. Dimensions are in feet. ¢ 


but for a specified standing-wave ratio and 
forward gain the frequency coverage will be 
smaller. Thus the Q of the antenna system will 
be increased as the spacing between the ele- 
ments is decreased, resulting in smaller fre- 
quency coverage, and at the same time the 
feed-point impedance of the driven element 
will be decreased. 

For broad-band coverage, such as the range 
from 26.96 to 29.7 Mc. or from 50 to 54 Mc., 
0.25 wavelength spacing from the driven ele- 
ment to each of the parasitic elements is recom- 
mended. For narrower bandwidth, such as 
would be adequate for the 14.0 to 14.4 Mc. 
band or the 144 to 148 Mc. band, the recom- 
mended lengths based on the experience of 
many operators is 0.1 wavelength spacing to 
the director and 0.2 wavelength spacing to the 
reflector. Design data on antennas using these 
spacings is given in the chart of figure 2. 


Length of the 
Driven Element 


Experience has shown that 
the driven element in a con- 
ventional three-element par- 
asitic array, assuming a diameter-to-length ratio 
of 200 to 400, will have just about the same 
length as a conventional half-wave antenna. 
Hence, the standard formula— L = 468/Fme. 
—will prove satisfactory for determining the 
length of the driven element. If the driven ele- 
ment consists of a cage. a folded dipole, or a 
yoke match for increasing the feed-point im- 
pedance of the element, the length of the ele- 
ment will be reduced up to several per cent 
as a result of the increased effective diameter 
of the driven element. 

The presence of the parasitic elements nor- 


mally will not result in any detuning of the 
driven element. This assumes that the parasitic 
elements are spaced approximately the same 
distance from the driven element if they are 
wide spaced (greater than 0.2 wavelength 
spacing), or that the director is somewhat 
closer than the reflector if the elements are 
close spaced (such as the 0.1D-0.2R or the 
0.1D-0.15R combinations). This also assumes 
that the parasitic elements are both detuned 
about the same amount from the resonant 
length of the driven element. Under such con- 
ditions the shortening effect of the director up- 
on the driven element will be just about 
compensated by the lengthening effect of the 
reflector upon the driven element. 


Length of Experience has shown that it is 
the Parasitic quite practical to cut the para- 
Elements sitic elements of a_three-ele- 


ment beam to length, using the 
formulas given in figure 2, before the installa- 
tion of such an antenna. Such an array will 
give good signal gain, adequate front-to-back 
ratio, and will give frequency coverage ap- 
proximately as discussed earlier. True, the per- 
formance at some specified frequency may be 
improved a few db by carefully pruning the 
elements for best front-to-back ratio or best 
forward gain, but such a procedure will almost 
invariably result in reduced bandwidth of the 
antenna system. 

The closer the lengths of the parasitic ele- 
ments are to the resonant length of the driven 
element, the lower will be the feed-point re- 
sistance of the driven element, and the lower 
will be the bandwidth of the array. Hence, for 
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wide frequency coverage the director should be 
considerably shorter, and the reflector con- 
siderably longer than the driven element. For 
example, the director should still be less than 
a resonant half wave at the upper frequency 
limit of the range wherein the antenna is to be 
operated, and the reflector should still be long 
enough to act as a reflector at the lower fre- 
quency limit. Another way of stating the same 
thing is to say, in the case of an array to cover 
a wide frequency range such as the amateur 
range from 26.96 to 29.7 Mc. or the width 
of a low-band TV channel, that the director 
should be cut for the upper end of the band 
and the reflector for the lower end of the band. 
In the case of the 26.96 to 29.7 Mc. range this 
means that the director should be about 8 per 
cent shorter than the driven element and the 
reflector should be about 8 per cent longer. 
Such an antenna will show a relatively con- 
stant gain of about 6 db over its range of 
coverage, and the pattern will not reverse at 
any point in the range. 

Where the frequency range to be covered 
is somewhat less, such as a high-band TV 
channel, the 14.0 to 14.4 Mc. amateur band, 
or the lower half of the amateur 28-Mc. phone 
band, the reflector should be about 5 per cent 
longer than the driven element, and the 
director about 4 per cent shorter. Such an an- 
tenna will perform well over its rated fre- 
quency band, will not reverse its pattern over 
this band, and will show a signal gain of 7 


to 8 db. 


More Than 
Three Elements 


A small amount of addition- 
al gain may be obtained 
through use of more than 
two parasitic elements, at the expense of re- 
duced feed-point impedance and_ lessened 
bandwidth. One additional director will add 
about 1 db, and a second additional director 
(making a total of five elements including the 
driven element) will add slightly less than one 
db more. In the v-h-f range, where the addi- 
tional elements may be added without much 
difficulty, and where required bandwidths are 
small, the use of more than two parasitic ele- 
ments is quite practicable. 


Stacking of 
Yagi Arrays 


Parasitic arrays (yagi’s) may 
be stacked to provide addi- 
tional gain in the same man- 
ner that dipoles may be stacked, as discussed 
in Chapter Fourteen. Thus if an array of six 


dipoles would give a gain of 10 db, the sub- 
stitution of yagi arrays for each of the dipoles 
would add the gain of ome yagi array to the 
gain obtained with the dipoles. However, the 
yagi arrays must be more widely spaced than 
the dipoles to obtain this theoretical improve- 
ment. As an example, if six 5-element yagi 
arrays having a gain of about 10 db were 
substituted for the dipoles, with appropriate 
increase in the spacing between the arrays, the 
gain of the whole system would approach the 
sum of the two gains, or 20 db. A group of 
arrays of yagi antennas, with recommended 
spacings and approximate gains, are illustrated 
in figure 3. 


16-2 Feed Systems for 


Parasitic (Yagi) Arrays 


The table of figure 2 gives, in addition to 
other information, the approximate radiation 
resistance referred to the center of the driven 
element of multi-element parasitic arrays. It is 
obvious, from these low values of radiation 
resistance, that especial care must be taken 
in materials used and in the construction of 
the elements of the array to insure that ohmic 
losses in the conductors will not be an ap- 
preciable percentage of the radiation resist- 
ance. It is also obvious that some method of 
impedance transformation must be used in 
many cases to match the low radiation resist- 
ance of these antenna arrays to the normal 
range of characteristic impedance used for an- 
tenna transmission lines. 


A group of possible methods of impedance 
matching is shown in figures 4, 5, 6, and 7. 
All these methods have been used but certain 
of them offer advantages over some of the 
other methods. Generally speaking it is not 
mechanically desirable to break the center of 
the driven element of an array for feeding the 
system. Breaking the driven element rules out 
the practicability of building an all-metal or 
“plumber’s delight” type of array, and imposes 
mechanical limitations with any type of con- 
struction. However, when continuous rotation 
is desired, an arrangement such as shown in 
figure 6D, utilizing a broken driven element 
with a rotatable transformer for coupling from 
the antenna transmission line to the driven 
element has proven to be quite satisfactory. 
In fact the method shown in figure 6D is 
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Figure 3. 
STACKED YAGI ARRAYS. 


It is possible to attain a relatively large amount of gain over a limited bandwidth with stacked 

yagi arrays. The two-section array at (A) will give a gain of about 12 db, while adding a third 

section will bring the gain up to about 15 db. Adding two additional parasitic directors to each 
section, as at (C), will bring the gain up to about 17 db. 


probably the most practicable method of feed- 
ing the driven element when continuous rota- 
tion of the antenna array is required. 

The feed systems shown in figure 4 will, 
under normal conditions, show the lowest 
losses of any type of feed system since the 
currents flowing in the matching network are 


the lowest of all the systems commonly used. 
The “Folded Element” match shown in figure 
4A and the “Yoke” match shown in figure 4B 
are the most satisfactory electrically of all 
standard feed methods. However, both methods 
require the extension of an additional con- 
ductor out to the end of the driven element 
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FOLDED-ELEMENT 


MATCH 


YOKE MATCH 


Figure 4. 


DATA FOR 
FOLDED-ELEMENT 
MATCHING SYSTEMS. 


In all normal applications 
of the data given the main 
element as shown is the 
driven element of a multi- 
element parasitic array. Di- 
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© RFEED = 9 
rectors and reflectors have RAD. 
not been shown for the sake 3-WIRE MATCH 
of clarity. 
© RFEED = approx. 25 
5-WIRE MATCH R RAD. 


as a poftion of the matching system. The 
folded-element match is best on the 50-Mc. 
band and higher where the additional section 
of tubing may be supported below the main 
radiator element without undue difficulty. The 
yoke-match is more satisfactory mechanically 
on the 28-Mc. and 14-Mc. bands since it is 
only necessary to suspend a wire below the 
driven element proper. The wire may be 
spaced below the self-supporting element by 
means of several small strips of polystyrene 
which have been drilled for both the main 
element and the small wire and threaded on 
the main element. 


The Folded-Element 
Match Calculations 


The calculation of the 
operating conditions of 
the folded-element 
matching system and the yoke match, as 
shown in figures 4A and 4B is relatively sim- 
ple. A selected group of operating conditions 
has been shown on the drawing of figure 4. 


In applying the system it is only necessary to 
multiply the ratio of feed to radiation resist- 
ance (given in the figures to the right of the 
suggested operating dimensions in figure 4) by 
the radiation resistance of the antenna system 
to obtain the impedance of the cable to be 
used in feeding the array. Approximate values 
of radiation resistance for a number of com- 
monly used parasitic-element arrays are given 
in figure 2. 

As an example, suppose a 3-element array 
with 0.1D-0.2R spacing between elements 
is to be fed by means of a 465-ohm line con- 
structed of no. 12 wire spaced 2 inches. The 
approximate radiation resistance of such an 
antenna array will be 20 ohms. Hence we need 
a ratio of impedance step up of 23 to obtain 
a match between the characteristic impedance 
of the transmission line and the radiation re- 
sistance of the driven element of the antenna 
array. Inspection of the ratios given in figure 
4 shows that the fourth set of dimensions 
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Figure 5. 
AVERAGE DIMENSIONS 
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“T’ MATCH. 


2% oF 75- OHM TWIN LINE 


4a 


300-600 M LINE 


given under figure 4B will give a 24-to-1 
step up, which is sufficiently close. So it is 
merely necessary to use a l-inch diameter driv- 
en element with a no. 8 wire spaced 1 inch 
centers (14 inch below the outside wall of 
the l-inch tubing) below the 1l-inch element. 
The no. 8 wire is broken and a 2-inch in- 
sulator placed in the center. The feed line then 
carries from this insulator down to the trans- 
mitter. The center insulator should be sup- 
ported rigidly from the 1-inch tube so that the 
spacing between the piece of tubing and the 
no. 8 wire will be accurately maintained. 


In many cases it will be desired to use the 
folded-element or yoke matching system’ with 
different sizes of conductors or different spac- 
ings than those shown on figure 4. Note, then, 
that the impedance transformation ratio of 
these types of matching systems is dependent 
both upon the ratio of conductor diameters and 
upon their spacing. The following equation 


has been given by Roberts (RCA Review, 
June, 1947) for the determination of the im- 
pedance transformation when using different 
diameters in the two sections of a folded ele- 
ment: 


Zit? 
Transformation ratio = (: + ) 
Z2 J 


In this equation Z: is the characteristic imped- 
ance of a line made up of the smaller of the 
two conductor diameters spaced the center-to- 
center distance of the two conductors in the 
antenna, and Z: is the characteristic imped- 
ance of a line made up of two conductors the 
size of the larger of the two. This assumes 
that the feed line will be connected in series 
with the smaller of the two conductors so that 
an impedance step up of greater than four will 
be obtained. If an impedance step up of less 
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Figure 6. 
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than four is desired, the feed line is connected 
in series with the Jarger of the two conductors 
and Zi in the above equation becomes the im- 
pedance of a hypothetical line made up of the 
larger of the two conductors and Z: is made 
up of the smaller. The folded unipole described 
in the previous chapter is a case where the 
feed line is connected in series with the larger 
of the two conductors. 

The conventional 3-wire match to give an 
impedance multiplication of 9 and the 5-wire 
match to give a ratio of approximately 25 are 
shown in figures 4C and 4D. The 4-wire 
match, not shown, will give an impedance 
transformation ratio of approximately 16. 


Delta Match and 
“T" Match 


The delta match and the 
“T” match are shown in 
figure 5. Both these sys- 
tems are widely used and can be adjusted to 


give a reasonable standing-wave ratio on 300 
to 600 ohm feed line. In the case of all three 
of the systems shown it will be necessary to 
make adjustments in the tapping distance along 
the driven radiator until minimum standing 
waves on the antenna transmission line are 
obtained. Since it is sometimes impracticable 
to eliminate completely the standing waves 
from the antenna transmission line when using 
these matching systems, it is common practice 
to cut the feed line, after standing waves have 
been reduced to a minimum, to a length 
which will give satisfactory loading of the 
transmitter over the desired frequency range 
of operation. 

In cases where it does not prove practicable 
to obtain a satisfactorily low standing wave 
ratio when using the ““T” match to the driven 
element the arrangement shown at figure 5C 
has proven very helpful. In those cases where 


360 Rotatable Antenna Arrays 


THE RADIO 


the standing-wave ratio cannot be reduced to 
a sufficiently low value it has been found that 
the impedance at the feed point in the “T” 
section is /ower than that of the antenna 
transmission line. Hence the inclusion of a 
quarter-wave transformer between this feed 
point and the feed line will present a higher 
impedance to the antenna transmission line. In 
all cases when using polyethylene-filled line 
for a matching transformer, the length of the 
transformer should be shorter than 14 wave. 
The physical length will be 14 wave times the 
velocity factor of the cable or line being used. 


Four methods of excit- 
ing the driven element 
of a parasitic array are 
shown in figure 6. The 
system shown at (A) has proven to be quite 
satisfactory in the case of an antenna-reflector 
two-element array or in the case of a three- 
element array with 0.2 to 0.25 wavelength 
spacing between the elements of the antenna 
system. The feed-point impedance of the center 
of the driven element is close enough to the 
characteristic impedance of the 52-ohm coaxial 
cable so that the standing-wave ratio on the 
52-ohm coaxial cable is less than 2-to-4. (B) 
shows an arrangement for feeding an array 
with a broken driven element from an open- 
wire line with the aid of a quarter-wave match- 
ing transformer. With 465-ohm line from the 
transmitter to the antenna this system will give 
a close match to a 12-ohm impedance at the 
center of the driven element. (C) shows an 
arrangement which uses an untuned trans- 
former with lumped inductance for matching 
the transmission line to the center impedance 
of the driven element. 


Feed Systems Using 
a Driven Element 
with Center Feed 


Rotary Link 
Coupling 


In many cases it is desirable to 
be able to allow the antenna 
atray to rotate continuously 
without regard to snarling of the feed line. If 
this is to be done some sort of slip rings or 
rotary joint must be made in the feed line. 
One relatively simple method of allowing un- 
restrained rotation of the antenna is to use the 
method of rotary link coupling shown in figure 
6D. The two coupling rings are 10 inches in 
diameter and are usually constructed of 14- 
inch copper tubing supported one from the 
rotating structure and one from the fixed struc- 
ture by means of standoff insulators. The 
capacitor C in figure 6D is adjusted, after the 


52-OHM COAXIAL 
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- 
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Figure 7. 
THE GAMMA AND COAX MATCHING 
SYSTEMS. 


Dimensions given are for the 28-Mc. band. 
Parasitic elements haye not been shown. 


antenna has been tuned, for minimum stand- 
ing-wave ratio on the antenna transmission 
line. The dimensions shown will allow opera- 
tion with either 14-Mc. or 28-Mc. elements, 
with appropriate adjustment of the capacitor 
C. The rings must of course be parallel and 
must lie in a plane normal to the axis of rota- 
tion of the rotating structure. 


The Gamma Match The use of coaxial cable 
and the to feed the driven ele- 
Coax Match ment of a yagi array is 

becoming increasingly 
popular. One reason for this increased popu- 
larity lies in the fact that the TVI-reduction 
problem is simplified when coaxial feed line is 
used from the transmitter to the antenna sys- 
tem. Radiation from the feed line is minimized 
when coaxial cable is used, since the outer 
conductor of the line may be grounded at 
several points throughout its length and since 
the intense field is entirely confined within the 
outer conductor of the coaxial cable. Other 
advantages of coaxial cable as the antenna feed 
line lie in the fact that coaxial cable may be 
run within the structure of a building without 
danger, or the cable may be run underground 
without disturbing its operation. Also, trans- 
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Figure 8. 
CONSTRUCTIONAL DRAWING OF THE COAX MATCH. 


mitting-type low-pass filters for a 52-ohm im- 
pedance are more widely available and are less 
expensive than equivalent filters for two-wire 
line. 

The simple feed method shown in figure 6A 
may be used with coaxial cable when the 
center of the driven element may be broken, 
and when the feed-point resistance is fairly 
close to the characteristic impedance of the 
coaxial cable to be used. Two alternative feed 
methods for use with coaxial cable when the 
driven element may not be broken, and when 
the feed-point resistance may be considerably 
different from the line impedance are illus- 
trated in figure 7. The method using a single 
parallel conductor illustrated in figure 7A is 
commonly called the “gamma” match, while 
the method using coaxial sections illustrated 
in figure 7B is called the “coax” match. 

A drawing of the coax matching section, 
which slides over the driven element of the 
parasitic array, is illustrated in figure 8. Shown 
in figure 9 is a photograph of the end of the 
coax-match section which attaches to the sup- 
port boom of the array by means of an in- 
sulator fabricated from polystyrene or other 
plastic material. A four-element parasitic array 
for the 28-Mc. band which uses the coax match 
system is described and illustrated in Section 
16-5 of this chapter. 


16-3 


Unidirectional 
Driven Arrays 


Three types of unidirectional driven arrays 
are illustrated in figure 10. The array shown 


in figure 10A is an end-fire system which may 
be used in place of a parasitic array of similar 
dimensions when greater frequency coverage 
than is available with the yagi type is desired. 
Figure 10B is a combination end-fire and 
colinear system which will give approximately 
the same gain as the system of figure 10A, but 
which requires less boom length and greater 
total element length. Figure 10C illustrates the 
familiar lazy-H with driven reflectors (or 
directors, depending upon the point of view) 
in a combination which will show wide band- 
width with a considerable amount of forward 
gain and good front-to-back ratio over the en- 
tire frequency coverage. 


Figure 9. 


SHOWING THE BOOM END OF THE 
COAX MATCHING SECTION. 
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UNIDIRECTIONAL ALL-DRIVEN 
ARRAYS. 


A unidirectional all-driven end-fire array is 
shown at (A). (B) shows an array with two 
half waves in phase with driven reflectors. 
A Lazy-H array with driven reflectors is shown 
at (C),. Note that the directivity is through the 
elements with the greatest total feed-line 
length in arrays such as shown at (B) and (C). 


Unidirectional Stacked 
Broadside Arrays 


Three practicable 
types of unidirec- 
tional stacked broad- 
side arrays are shown in figure 11. The first 
type, shown at figure 11A, is the simple “lazy 


H” type of antenna with parasitic reflectors for 
each element. (B) shows a simpler antenna 
array with a pair of folded dipoles spaced 
one-half wave vertically, operating with re- 
flectors. In figure 11C is shown a more com- | 
plex array with six half waves and six re- 
flectors which will give a very worthwhile 
amount of gain. 

In all three of the antenna arrays shown the 
spacing between the driven elements and the 
reflectors has been shown as one-quarter wave- 
length. This has been done to eliminate the 
requirement for tuning of the reflector, as a 
result of the fact that a half-wave element 
spaced exactly one-quarter wave from a driven 
element will make a unidirectional array when 
both elements are the same length. Using this 
procedure will give a gain of 3 db with the 
reflectors over the gain without the reflectors, 
with only a moderate decrease in the radiation 
resistance of the driven element. Actually, the 
radiation resistance of a half-wave dipole goes 
down from 73 ohms to 60 ohms when an 
identical half-wave element is placed one- 
quarter wave behind it. 

A very slight increase in gain for the entire 
atray (about 1 db) may be obtained at the 
expense of lowered radiation resistance, the 
necessity for tuning the reflectors, and de- 
creased bandwidth by placing the reflectors 
0.15 wavelength behind the driven elements 
and making them somewhat longer than the 
driven elements. The radiation resistance of 
each element will drop approximately to one- 
half the value obtained with untuned _half- 
wave reflectors spaced one-quarter wave behind 
the driven elements. 

Antenna arrays of the type shown in figure 
11 require the use of some sort of lattice work 
for the supporting structure since the arrays 
occupy appreciable distance in space in all 
three planes. 
Feed Methods The requirements for the feed 
systems for antenna arrays of 
the type shown in figure 11 are less critical 
than those for the close-spaced parasitic arrays 
shown in the previous section. This is a natural 
result of the fact that a larger number of the 
radiating elements are directly fed with energy, 
and of the fact that the effective radiation re- 
sistance of each of the driven elements of the 
array is much higher than the feed-point 
resistance of a parasitic array. As a consequence 
of this fact, arrays of the type shown in figure 
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11 can be expected to cover a somewhat 
greater frequency band for a specified value of 
standing-wave ratio than the parasitic type of 
array. 

In most cases a simple open-wire line may 
be coupled to the feed point of the array with- 
out any matching system. The standing-wave 
ratio with such a system of feed will often be 
less than 2-to-1. However, if a more accurate 
match between the antenna transmission line 
and the array is desired a conventional quarter- 
wave stub, or a quarter-wave matching trans- 
former of appropriate impedance, may be used 
to obtain a low standing-wave ratio. 


16-4 Bi-Directional 


Rotatable Arrays 


The bi-directional type of array is sometimes 
used on the 28-Mc. and 50-Mc. bands where 
signals are likely to be coming from only one 
general direction at a time. Hence the sacrifice 
of discrimination against signals arriving from 
the opposite direction is likely to be of little 
disadvantage. Figure 12 shows two general 
types of bi-directional arrays. The flat-top 
beam, which has been described in detail in 
Chapter Fourteen, is well adapted to installa- 
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tion atop a rotating structure. When self- 
supporting elements are used in the flat-top 
beam the problem of losses due to insulators 
at the ends of the elements is somewhat fe- 
duced. With a single-section flat-top beam 
a gain of approximately 4 db can be expected, 
and with two sections a gain of approximately 
6:-db can be obtained. 

Another type of bi-directional array which 
has seen less use than it deserves is shown in 
figure 12B. This type of antenna system has a 
relatively broad azimuth or horizontal beam, 
being capable of receiving signals with little 
diminution in strength over approximately 
40°, but it has a quite sharp elevation pattern 
since substantially all radiation is concentrated 
at the lower angles of radiation if more than 
a total of four elements is used in the antenna 
system. Figure 12B gives the approximate 
gain over a half-wave dipole at the height of 
the center of the array which can be expected. 


Also shown in this figure is a type of “rotating 
mast” structure which is well suited to rotation 
of this type of array. 

If six or more elements are used in the type 
of array shown in figure 12B no matching 
section will be required between the antenna 
transmission line and the feed point of the 
antenna. When only four elements are used 
the antenna is the familiar “lazy H” and a 
quarter-wave stub should be used for feeding 
from the antenna transmission line to the feed 
point of the antenna system. 

If desired, and if mechanical considerations 
permit, the gain of the arrays shown in figure 
12B may be increased by 3 db by placing a 
half-wave reflector behind each of the elements 
at a spacing of one-quarter wave. The array 
then becomes essentially the same as that 
shown in figure 11C and the same consider- 
ations in regard to reflector spacing and tuning 
will apply. However, the factor that a bi- 
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directional array need be rotated through an 
angle of less than 180° should be considered 
in this connection. 


16-5 Construction of 


Rotatable Arrays 


A considerable amount of ingenuity may be 
exercised in the construction of the supporting 
structure for a rotatable array. Every person 
has his own ideas as to the best method of 
construction. Often the most practicable 
method of construction will be dictated by the 
availability of certain types of constructional 
materials. But in any event be sure that sound 
mechanical engineering principles are used in 
the design of the supporting structure. There 
are few things quite as discouraging as the 
picking up of pieces, repairing of the roof, 
etc., when a newly constructed rotary comes 
down in the first strong wind. If the principles 
of mechanical engineering are understood it is 
wise to calculate the loads and torques which 
will exist in the various members of the struc- 
ture with the highest wind velocity which may 
be expected in the locality of the installation. 
If this is not possible it will usually be worth 
the time and effort to look up a friend who 
understands these principles. 


Radiating 
Elements 


One thing more or less standard 
about the construction of rotat- 
able antenna arrays is the use of 
dural tubing for the self-supporting elements. 
Other materials may be used but an alloy 
known as 24ST has proven over a period of 
time to be quite satisfactory. Copper tubing is 
too heavy for a given strength, and ‘steel tub- 
ing, unless copper plated, is likely to add an 
undesirably large loss resistance to the array. 
Also, steel tubing, even when plated, is not 
likely to withstand salt atmosphere such as en- 
countered along the seashore for a satisfactory 
period of time. Do not use a soft aluminum 
alloy for the elements unless they will be quite 
short; 24ST is a hard alloy and is best al- 
though there are several other alloys ending in 
“ST” which will be found to be satisfactory. 
Do not use an alloy ending in “SO” or “S” 
in a position in the array where structural 
strength is important, since these letters desig- 
nate a metal which has not been heat treated 
for strength and rigidity. However, these softer 
alloys, and aluminum electrical conduit, may 


be used for short radiating elements such as 
would be used for the 50-Mc. band or as 
interconnecting conductors in a stacked array. 


“‘Plumber’s Delight’’ It is characteristic of 
Construction the conventional type 

of multi-element para- 
sitic array such as discussed previously and out- 
lined in figure 2 that the centers of all the 
elements are at zero r-f potential with respect 
to ground. Hence it is possible to use a 
metallic structure without insulators for sup- 
porting the various elements of the array. A 
28-Mc. three-element array of this type is 
shown in figure 13. Mechanical information 
on the construction of this particular array is 
given in figure 14. In this particular array 
pipe-fitting “T’s” have been used at either end 
to support the l-inch dural tubing reflector 
and director, with pieces of standard water 
pipe as spacers on either side between the 
parasitic elements and the driven element. The 
fitting at the center of the structure was made 


Figure 13. 
A “PLUMBER’S DELIGHT” 
ARRAY FOR 28 MC. 


Dimensions for the array are given in figure 14. 
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Figure 14. 
AN APPLICATION OF 
THE “DELTA MATCH” 
SYSTEM FOR FEEDING 
A THREE-ELEMENT 
“PLUMBER’S DELIGHT” 
TYPE OF ROTATABLE 
ARRAY. 


28 MC. BAND 


especially for the purpose, with threads at the 
bottom for the steel pipe which supports the 
entire structure, threads on two sides for re- 
ceiving the two pieces of l-inch water pipe 
which support the reflector and director, and 
another hole at right angles through which the 
driven element is passed. The parasitic ele- 
ments are held fast in the T’s at either end by 
splitting the top of the T the long way and 
running a bolt through the T and the dural 
element at each end of the T. The center ele- 
ment is held in position in the center piece 
by means of two bolts tapped into the center 
piece which are tightened down against the 
driven element. 


The center piece in this particular array was 
turned from a large piece of rod and later 
drilled and tapped. A somewhat less expensive 
center piece of adequate strength could be con- 
structed by welding an appropriate flange to 
the bottom of a steel plate, welding a piece of 
pipe to the top to hold the driven element, and 
welding either two pieces of pipe, or fittings to 
receive them, for the two members which sup- 
port the parasitic elements. 


A piece of hardened steel drill rod such as 
used in oil-well construction was used as the 
rotating-mast support for the array shown in 
figure 13. The rotating mast is supported a 
little more than half way up by a radial-load 
bearing attached to a telephone pole, and a 
heavy thrust bearing is used at the bottom. 


The Simple Girder 
Supporting Structure 


In many cases when 
metal-working tools are 
not available a relative- 
ly simple supporting structure made of wood 


is used to hold the radiating elements. Figures 
15, 16, 17, and 18 show photographs and con- 
structional details for two 50-Mc. arrays in 
which a single piece of wood is used to hold 
the radiating elements. The main problem in 
constructing this type of a structure is to make 
sure that the holes through the supporting 
member are drilled true. If the holes are out 
of alignment the completed array is likely to 
have a somewhat haphazard appearance, al- 
though its operation probably will not be im- 
paired. The array shown in figures 15 and 16 
is a very simple affair which may be con- 
structed in a relatively short period of time. 


The antenna array shown in figures 17 and 
18 is an answer to the problem of providing 
both horizontally-polarized and vertically-pol- 
arized operation with the same directive array. 
The supporting structure is constructed so as 
to be capable of rotation in a plane perpen- 
dicular to the axis of the member so that the 
elements may be either horizontal or vertical. 
A pair of ropes attached to a bridle bolted to 
the supporting member make it possible to 
change the polarization of the array without 
changing the direction of radiation. 


Figure 19 is a drawing of a relatively simple 
three-element vertically-polarized array for the 
50-Mc. band. The basis of the array is a 
“hypodermic” or sleeve-type dipole radiator. 
This array, as well as those shown in figures 
15 and 17, is directly fed at the center of the 
driven element by means of 52-ohm coaxial 
cable. 


Although a very simple wood structure can 
be used to support the elements of a 50-Mc. 
array, a somewhat more rigid structure must be 
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Figure 15. 


DRAWING OF A SIMPLE 
THREE-ELEMENT 
ARRAY SUITABLE FOR 
50-MC. OPERATION. 
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used as the main boom in a 28-Mc. or 14-Mc. 
antenna. Figure 20 shows two commonly used 
types of center main boom for a larger array 
such as is required on the lower-frequency 
bands. Figure 20A shows a metal-boom type 
of construction which is quite satisfactory for 
construction of a plumber’s delight type of 
structure. If the rectangular type of tubing is 
available it will be found somewhat easier to 
manage than the round dural tubing, but both 
types are relatively simple to use in making 
such a structure. For anchoring the radiating 


Figure 16. 


PHOTOGRAPH OF THE ARRAY 
OF FIGURE 15. 


elements to the dural boom either a set of 
collars on either side of the boom may be 
used, or bolts may be run through both the 
boom and the elements. Any of the shunt 
feeding systems shown in figures 4, 5 or 7 
may be used to feed an array of this type. 

A conventional ladder makes a satisfactory 
supporting boom for an array in the general 
manner illustrated in figure 20B. Ladders are 
relatively inexpensive, and produce a strong 
and stable type of mounting platform. The lad- 
der, and for that matter any type of wood 
supporting structure, should be given several 
coats of a good grade of outside paint to pro- 
tect it from the elements. 

Supporting structures for more complex 
arrays involving elements in several planes 
may effectively be constructed of lattice work. 
Main members should be constructed of well- 
seasoned pieces of straight lumber. The entire 
structure should be both glued (using a water- 
proof glue) and bolted into place. 


Four-Element Array 
Using the 
Coax Match 


Figures 21 and 22 il- 
lustrate a four-element 
close-spaced array for 
the 28-Mc. band which 
uses the coax match for: feeding the array from 
52-ohm coaxial cable. The matching system is 
discussed in Section 16-2 and illustrated in 
figure 7B and figure 8. The complete array, 
which had 0.1-wavelength spacing between ele- 
ments, showed a standing-wave ratio of 1:1 at 
28.6-Mc., and the s.w.r. was below 2:1 over 
the range from 28 to 29.2-Mc. The final ele- 
ment lengths were: reflector, 17'3”; driven 
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Figure 17. 
DRAWING OF A “’TIPP- 
ABLE” FOUR-ELEMENT 

ARRAY FOR THE 
50-MC. BAND. 


element, 16’7”; outer tube of matching sec- 
tion, 4338”; first director, 15'9”; second 
director, 15'9”. 

A closeup of the matching section is shown 
in figure 22, and is sketched in figure 8. If 
two sizes of tubing in the range between 114 
and 114 inches which will nest can be found, 


Figure 18. 


PHOTOGRAPH OF THE ‘‘TIPPABLE” 
50-MC. ARRAY IN THE HORIZONTAL 
POSITION. 


construction will be much simplified. But in 
constructing the model illustrated the only 
size available was about 138” i.d. Hence it was 
necessary to cut a slot about 5/16” wide from 
the wall of one section of tubing so that it 
would slide inside the other piece. After the 
correct length of the matching section has 
been found, a single section of tubing the cor- 
rect length may be substituted for the nested 
lengths. 

The 14” thick aluminum disc at the end 
of the matching section, and the compression 
clamp at the end of the rigidly mounted sec- 
tion of tubing posed no problem. But the in- 
sulator at the boom end of the matching sec- 
tion, as shown in figures 8 and 9, was fabri- 
cated from two sections of 14” thick poly- 
styrene sheet, cemented together with poly- 
styrene cement. However, since the r-f voltage 
at this point is quite low, material such as 
micarta or laminated bakelite would be quite 
adequate from the standpoint of losses. A 
clearance hole for the antenna element is 
drilled through both sections of the insulator, 
and small holes for sheet-metal screws to hold 
the end of the matching section are drilled in 
the outer piece of the assembled insulator. 

Before the tubing which makes up the 
matching section is slid over the antenna ele- 
ment, the large “solder pot” type of lug which 
will take the center conductor of the coaxial 
cable should be mounted. The lug should be 
fastened with a screw whose head is inside the 
tubing, and with a nut and lockwasher so that 
the screw will not loosen. The matching sec- 
tion may then be slid on the antenna element 
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Figure 19. 
DRAWING OF A THREE-ELEMENT VERTICALLY-POLARIZED ARRAY. 


and the coaxial cable connected as shown in 
figure 8. After assembly, the end of the coaxial 
cable should be wrapped tightly with “Scotch” 
electrical tape to prevent the entry of moisture. 


Dual-Band Array for 
28 and 50 Mc. 


Figure 23 shows a dual-band 11-10 meter 
and 6-meter antenna array. The antenna sys- 
tem is an excellent example of the neat and 
lightweight structure which can result from 
careful overall planning of the entire structure. 
The system represents a very moderate cash 
outlay, yet gives excellent results over both 
frequency ranges. 


The antenna structure is of the rotating- 
mast type, with coaxial feed lines for both 
antennas being fed from the base of the 
structure to the driven elements of the arrays 
through the rotating mast. Constructional de- 


tails on the rotating-mast structure are given 
in figure 28. 

Construction details of the antenna system 
are given in figure 24. It may be seen that 
the 28-Mc. array is mounted to a short length 
of l-inch galvanized iron pipe. Two angle- 
iron brackets are welded to this short length 
of pipe, and the boom for the antenna then 
is welded to the lengths of angle iron. This 
length of pipe then is joined to the main 1- 
inch support pipe, with lock nuts thoroughly 
tightened to keep the assembly from unscrew- 
ing with use or in a heavy wind. It was 
found most convenient to drill the angle irons 
to pass quatter-inch carriage bolts before the 
irons are welded to the short length of pipe. 

All materials used in the antenna system 
are widely available, since standard plumbing 
supplies are used throughout. No machine 
work is required, and the welding may be done 
anywhere. If it is desired to install a 50-Mc. 
array atop the one for 28-Mc., the smaller 
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array may be supported about 4 feet above the 
larger antenna by means of a length of 14-inch 
pipe. The 14-inch pipe is screwed to the stub 


of the l-inch pipe projecting above the larger 


array by means of a standard l-inch to 14-inch 
pipe reducer. If the smaller array is not to be 
used, a l-inch pipe cap may be placed over the 
end of the 1-inch stub of pipe. All pipe joints 
should be treated with pipe compound to pre- 
vent rusting of the threads, and all lock nuts 
must be thoroughly tightened. 


Construction of 
the Antenna 


The boom longerons were 
made from a single length 
of 1” by 4” selected stock in 
each case. After the length is selected for each 
boom at the lumber yard, have each length 
ripped to make two matched 1” by 2” pieces. 
When the two pieces thus obtained are placed 
on edge it will probably be found that they 
have a slight curve, but the curve should be 


WOOD PLATE BOLTED TO BOTTOM 
TO ANCHOR TO ROTATING STRUCT, 


Figure 20. 
ALTERNATIVE 
SUPPORTING BOOM 
ARRANGEMENTS. 


(A) shows the use of a sec- 
tion of dural tubing (either 
rectangular or round cross 
section) for supporting a 
moderate size array. At (B) 
is shown the use of a lad- 
der for supporting a rela- 
tively large array. 


matched for both pieces. Place the two pieces 
so that the curve is in an upward direction 
at the ends. Then the weight of the parasitic 
elements will just about compensate for the 
initial droop in the boom. Strips of 14-inch 
oak flooring material will make good mount- 
ings at the ends of the boom for the parasitic 
elements. 


The boom length in each case is equal to 
one-half wavelength. Stiffening blocks half- 
way out on each side are used on the 28-Mc. 
boom, while no stiffening blocks are required 
for the 50-Mc. array. With quarter-wave 
spacing of the parasitic elements as used in 
these antennas, the frequency response is quite 
broad. The lengths are cut to standard di- 
mensfons as given in figure 2. (Driven ele- 
ment, 468/F; reflector, 495/F; and director, 
450/F, with frequencies in megacycles and 
lengths in feet.) Satisfactory operation over 
the active portion of the 50-Mc. band, and 


Figure 21. 
FOUR-ELEMENT 
28-MC. ARRAY WITH 
COAX MATCHING 
SECTION. 


Dimensions for this array 
are given in the accompany- 
ing text. 


over the entire 26.96 to 29.7 Mc. range is thus 
obtained, thanks to the relatively wide spacing 
of the parasitic elements. 

Experience has shown that the elements 
may be constructed of the relatively soft but 
easily available electrical conduit. The ten- 
foot lengths may be used as the center por- 
tions of the 28-Mc. elements, with the adjust- 
able ends made of aluminum tubing of the 
next smaller size. Both antennas are quite 
light in weight. It is not difficult to install 
the 28-Mc. array atop the rotating pipe, after 
the pipe has been lowered as far as it will 
travel. Then the 50-Mc. array may be in- 
stalled, and all the appropriate lock nuts tight- 
ened. The installation is essentially a one-man 
job, but some help may be needed to pull the 


coaxial feed lines down the pipe as the an- 
tennas are being lifted into place. 

The driven element of both arrays is split 
in the center, with each half being supported 
by a pair of standoff insulators. The driven 
element then is fed directly by the 52-ohm 
RG-8/U coaxial line; the inner conductor is 
connected directly to one side of the radiator 
while the outer conductor of the coaxial line 
is connected to the other side. The feed-point 
impedance of such a three-element array is 
close enough to 52 ohms to give a very low 
s.w.t. on the coaxial line. 


8-Element Figures 25, 26, and 27 
“Tippable”’ Array illustrate an 8-element 
for 144 Mc. rotatable array for use 


Figure 22. 


CLOSE-UP PHOTO GRAPH OF THE COAX MATCHING SECTION, THE BOOM, AND THE 
DRIVEN ELEMENT OF THE ARRAY ILLUSTRATED IN FIGURE 21. 
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Figure 23. 
LIGHTWEIGHT DUAL 28-MC. AND 50-MC. ANTENNA ARRAY. 


Both antennas are supported by the lightweight rotating mast structure illustrated in figure 28. 
The two coaxial feed lines pass down the rotating support pipe to the operating position. 


on the 144-Mc. amateur band which is 
“tippable” to obtain either horizontal or ver- 
tical polarization. It is necessary that the 
transmitting and receiving station use the 
same polarization for the ground-wave signal 
propagation which is characteristic of this 
frequency range. Although polarization has 
been loosely standardized in various areas of 
the country, exceptions are frequent enough 
so that it is desirable that the polarization 
of antenna radiation be easily changeable from 
horizontal to vertical. 

The antenna illustrated has shown a signal 
gain of about 13 db, representing a power 
gain of about 20. Although the signal gain of 
the antenna is the same whether it is oriented 
for vertical or horizontal polarization, the 


horizontal beam width is smaller when the 
antenna is oriented for vertical polarization. 
Conversely, then, the vertical pattern is the 
sharper when the antenna system is oriented 
for horizontal polarization. 

The changeover from one polarization to 
the other is accomplished simply by pulling 
on the appropriate cord. Hence, the operation 
is based on the offset head sketched in figure 
25. Although a wood mast has been used, the 
same system may be used with a pipe mast. 

The 40-inch lengths of RG-59/U cable 
(electrically 34 wavelength) running from the 
center of each folded dipole driven element to 
the coaxial T-junction allow enough slack to 
permit free movement of the main boom when 
changing polarity. Type RG-8/U cable is run 
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Figure 24. 
CONSTRUCTIONAL DETAILS OF THE LIGHTWEIGHT ARRAY. 


from the T-junction to the operating position. 
Measured standing-wave ratio was less than 
2:1 over the 144 to 148 Mc. band, with the 
lengths and spacings given in figure 25. 


Most of the constructional 
aspects of the antenna array 
are self-evident from figure 
25. However, the pointers given in the follow- 
ing paragraphs will be of assistance to those 
wishing to reproduce the array. 

The drilling of holes for the small elements 
should be done carefully on accurately marked 
centers. A small angular error in the drilling 
of these holes will result in a considerable 
misalignment of the elements after the array is 
assembled. The same consideration is true of 
the filing out of the rounded notches in the 
ends of the main boom for the fitting of the 
two antenna booms. 

Short lengths of wood dowel are used freely 
in the construction of the array. The ends of 
the small elements are plugged with an inch or 
sc of dowel, and the ends of the antenna 
booms are similarly treated with larger discs 
pressed into place. A nice touch is added to 


Construction of 
the Array 


these points and to the junctions of the ele- 
ments and the antenna booms by the use of 
“Plastic Metal” for filling. The material is 
available from auto supply stores, and is used 
for filling fender dents before repainting. 

The wood plugs in the ends of the elements 
and booms are pressed in about an eighth inch 
past the ends of the tubing. Then the filling 
compound is brushed in, layer by layer, until 
a smoothly rounded end is obtained. Similarly, 
the element junctions, which have been aligned 
and the element held in place with a single 
sheet-metal screw, are brushed with the com- 
pound, allowing each layer to dry, until the 
desired thickness and contour has been ob- 
tained. When thoroughly dry the built-up 
compound may be dressed smooth with fine 
sandpaper to give an appearance similar to a 
wiped solder joint. 

The ends of the folded dipoles are made in 
the following manner: Drive a length of dowel 


into the short connecting lengths of aluminum 


tubing. Then drill down the center of the 
dowel with a clearance hole for the connecting 
screw. Then shape the ends of the connecting 
pieces to fit the sides of the element ends. 
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Figure 25. 
CONSTRUCTIONAL DRAWING OF AN EIGHT-ELEMENT TIPPABLE 144-MC. ARRAY. 


After assembly the junctions may be dressed 
with a file and sandpaper until a smooth fit 
is obtained. 

The mast used for supporting the array is 
a 30-foot spliced 2 by 2. A large discarded 
ball bearing is used as the radial load bearing 
and guy-wire termination. Enough of the 
upper-mast corners were removed with a draw- 
knife to permit sliding the ball bearing down 


about 9 feet from the top of the mast. The 
bearing then was encircled by an assembly of 
three pieces of dural ribbon to form a clamp, 
with ears for tightening screws and attachment 
of the guy wires. The bearing then was greased 
and covered with a piece of auto inner tube 
to serve as protection from the weather. An- 
other junk-box bearing was used at the bottom 
of the mast as a thrust bearing. 
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The main booms were made from 34-inch 
aluminum electrical conduit. Any size of small 
tubing will serve for making the elements. 
Note that the main boom is mounted at the 
balance center and not necessarily at the 
physical center. The pivot bolt in the offset 
head should be tightened sufficiently that there 
will be adequate friction to hold the array in 
position. Then an additional nut should be 
placed on the pivot bolt as a lock. 


In connecting the phasing sections between 
the T-junction and the centers of the folded 
dipoles, it is important that the center con- 
ductors of the phasing sections be connected 
to the same side of the driven elements of the 
antennas. In other words, when the antenna is 
oriented for horizontal polarization and the 
center of the coaxial phasing section goes to 
the left side of the top antenna, the center 
conductor of the other coaxial phasing section 
should go to the left side of the bottom an- 
tenna. 


16-6 Tuning the Array 


Although many arrays may be constructed, 
installed, and operated with substantially no 
tuning process, there is always some doubt in 
the mind of the operator as to whether or not 
the array is delivering optimum results. So 
many operators make a check on the opera- 
tion of the array before calling the job com- 
plete. 


The process of tuning an array may fairly 
satisfactorily be divided into two more or less 
distinct steps: the actual tuning of the array 
for best front-to-back ratio or for maximum 
forward gain, and the project of obtaining the 
best possible impedance match between the an- 
tenna transmission line and the feed point of 
the array. 


Tuning the The actual tuning of the array 
Array Proper for best front-to-back ratio or 

maximum forward gain may 
best be accomplished with the aid of a low- 


Figure 26. 


SHOWING THE TIPPABLE 144-MC. 
ARRAY IN THE HORIZONTAL 
POSITION. 


The radial-load bearing may be seen in this 
photograph. 
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power transmitter feeding a dipole antenna: 


(polarized the same as the array being tuned) 
at least four or five wavelengths away from the 
antenna being tuned. A _ calibrated field- 
strength meter of the remote-indicating type 
is then coupled to the feed point of the an- 
tenna array being tuned. The transmissions 
from the portable transmitter should be made 
as short as possible and the call sign of the 
station making the test should be transmitted 
at least every ten minutes. 

It is, of course, possible to tune an array 
with the receiver connected to it and with a 
station a mile or two away making transmis- 
sions on your request. But this method is more 
cumbersome and is not likely to give complete 
satisfaction. It is also possible to carry out the 
tuning process with the transmitter connected 


to the array and with the field-strength meter 
connected to the remote dipole antenna. In this 
event the indicating instrument of the remote- 
indicating field-strength meter should be vis- 
ible from the position where the elements are 
being tuned. However, when the array is being 
tuned with the transmitter connected to it there 
is always the problem of making continual 
adjustments to the transmitter so that a con- 
stant amount of power will be fed to the array 
under test. Also, if you use this system, use 
very low power (5 or 10 watts of power is 
usually sufficient) and make sure that the an- 
tenna transmission line is effectively grounded 
as far as d-c plate voltage is concerned. The 
use of the method described in the previous 
paragraph of course eliminates these problems. 

One satisfactory method for tuning the 


Figure 27. 
SHOWING THE TIPPABLE 144-MC. ARRAY IN THE VERTICAL POSITION. 
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array proper, assuming that it is a system with 
several parasitic elements, is to set the directors 
to the dimensions given in figure 2 and then 
to adjust the reflector for maximum forward 
signal. Then the first director should be varied 
in length until maximum forward signal is 
obtained, and so on if additional directors are 
used. Then the array may be reversed in direc- 
tion and the reflector adjusted for best front- 
to-back ratio. Subsequent small adjustments 
may then be made in both the directors and 
the reflector for best forward signal with a 
reasonable ratio of front-to-back signal. The 
adjustments in the directors and the reflector 
will be found to be interdependent to a certain 
degree, but if small adjustments are made after 
the preliminary tuning process a satisfactory 
set of adjustments for maximum performance 
will be obtained. It is usually best to make the 
end sections of the elements smaller in diam- 
eter so that they will slip inside the larger 
tubing sections. The smaller sliding sections 
may be clamped inside the larger main sec- 
tions. 

In making the adjustments described, it is 
best to have the rectifying element of the 
remote-indicating field-strength meter directly 
at the feed point of the array, with a resistor 
at the feed point of the estimated value of 
feed-point impedance for the array. 


Matching to 
the Antenna 
Transmission Line 


The problem of matching 
the impedance of the an- 
tenna transmission line to 
the array is much simpli- 
fied if the process of tuning the array is made 
a substantially separate process as just de- 
scribed. After the tuning operation is com- 
plete, the resonant frequency of the driven ele- 
ment of the antenna should be checked, direct- 
ly at the center of the driven element if prac- 
ticable, with a grid-dip meter. It is important 
that the resonant frequency of the antenna be 
at the center of the frequency band to be 
covered. If the resonant frequency is found to 
be much different from the desired frequency, 
the length of the driven element of the array 
should be altered until this condition exists. 
A relatively small change in the length of the 
driven element will have only a second order 
effect on the tuning of the parasitic elements 
of the array. Hence, a moderate change in the 
length of the driven element may be made 
without repeating the tuning process for the 
parasitic elements. 


When the resonant frequency of the an- 
tenna system is correct, the antenna transmis- 
sion line, with the calculated value of imped- 
ance-matching transformer or network be- 
tween the line and antenna feed point, is then 
attached to the array and coupled to a low- 
power exciter unit or transmitter. Then, pre- 
ferably, a standing-wave meter is connected in 
series with the antenna transmission line at a 
point relatively much more close to the trans- 
mitter than to the antenna. However, for best 
indication there should be 10 to 15 feet of line 
between the transmitter and the standing-wave 
meter. If a standing-wave meter is not avail- 
able the standing-wave ratio may be checked 
approximately by means of a neon lamp or a 
short fluorescent tube if twin transmission 
line is being used, or it may be checked with 
a thermomilliammeter and a loop, a neon 
lamp, or an r-f ammeter and a pair of clips 
spaced a fixed distance for clipping onto one 
wire of a two-wire open line. 

If the standing-wave ratio is below 2 to 1 
it is satisfactory to leave the installation as it 
is. If the ratio is greater than this range it 
will be best when twin line or coaxial line is 
being used, and advisable with open-wire line, 
to attempt to decrease the s.w.r. 

The condition of the match may be checked 
in the following manner with open line: 
measure the current in one leg of the feeder 
starting directly at the point where the antenna 
transmission line connects to the antenna (or 
antenna matching system such as the delta, 
“T,” or yoke) and check the current values as 
you proceed toward the transmitter. If the cur- 
rent zmcreases as you proceed away from the 
antenna the feed-point impedance is higher 
than that of the transmission line. If the cur- 
rent decreases as you proceed toward the trans- 
mitter the feed-point impedance is /ower than 
the characteristic impedance of the transmis- 
sion line. The ratio of the current maximum to 
the current minimum should be noted as the 
standing-wave ratio 1. 

Since the points of minimum current can 
be found with more accuracy than the points 
of maximum current, measure the distance 
from the antenna end of the feed line to the 
first current minimum. If this distance is one- 
half wavelength the feed line is operating into 
a pure resistance of r times the characteristic 
impedance of the feed line; in other words, 
the load impedance which the transmission 
line “sees” is resistive, meaning that the an- 
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tenna is resonant, and is greater than the char- 
acteristic impedance of the transmission line by 
the value of the standing-wave ratio. If the 
distance to the first minimum is one-quarter 
wavelength the antenna is also resonant and is 
presenting a resistive load to the line but the 
value of this resistance is equal to the char- 
acteristic impedance of the transmission line 
divided by r (the s.w.t. on the line). If the 
distance from the antenna end of the trans- 
mission line to the first current minimum is 
any value other than 14 wave or 14 wave the 
antenna system is presenting a reactive load to 
the antenna transmission line; hence the an- 
tenna should be retuned to resonance before 
proceeding further. 


Assuming that the antenna system is pre- 
senting a resistive load of the wrong value to 
the antenna feed line, and assuming also that 
all adjustments have been made on the delta 
match, “I” match, yoke match, or folded-ele- 
ment match in an effort to obtain the lowest 
possible value of standing-wave ratio, the 
easiest procedure for obtaining an accurate 
impedance match is to insert a quarter-wave 
transformer into the feed line. The feed line 
should be cut at a point of current maximum; 
the points of current maximum are of course 
14 wave in either direction from the more 
easily measured points of current minimum. 
If the current minimum is one-quarter wave 
from the antenna the current maximum will 
be directly at the point where the feed line 
connects to the antenna system. If the current 
minimum is one-half wave from the end of 
the transmission line the feeder should be cut 
one-quarter wave from the antenna since this 
will be a point of current maximum. A 
quarter-wave section of transmission line 
should then be inserted at this point. The im- 
pedance of this quarter-wave section should 
be equal to the geometric mean between the 
characteristic impedance of the main feed line 
and the impedance that the feed line is “see- 
ing’ at the point where it was cut. However, 
the required impedance for the feed line can 
also be determined very easily from the stand- 
ing-wave ratio r and the characteristic imped- 
ance of the main antenna feed line Zo. The 
expression for determining the proper value 
of impedance for the quarter-wave section, 
Za, is as follows: 


iy a / Zar 
r 


To take an example, suppose a 465-ohm 
line constructed of no. 12 wire on 2” feeder 
spreaders is being used to feed a rotary affair 
with “T” match. The first current minimum 
on the feed line came just one-quarter wave 
from the “T” and the standing-wave ratio of 
current measured on the line was found to be 
4-to-1. The proper impedance of the quarter- 
wave section Ze would then be: 


Zq = VRE = V 54,056 = 232 ohms 


Since the first current minimum came one- 
quarter wave from the “T,” the first current 
maximum is right at the “T” so the 465-ohm 
feed line should be removed from the “T” and 
a quarter-wave section of 232-ohm transmis- 
sion line inserted. This line may be made up 
in the same manner as a set of “Q” bars with 
14-inch aluminum tubing spaced 134”, or a 
four-wire line, as described in Chapter Twelve, 
may be made up with four no. 14 wires equally 
spaced around a 3.44” circle; the spacing be- 
tween wires on the corners would be 2-7/16 
inches. 


Matching When 
the Feed Point 
is Reactive 


If the antenna is presenting 
a reactive load to the trans- 
mission line at its feed 
point, an attempt should 
first be made to make the antenna perfectly 
resonant. This will probably involve a slight 
adjustment in the length of the driven ele- 
ment in a parasitic array, or a change in the 
dimensions of all the driven elements in a 
stacked array. If the reactance cannot be elimi- 
nated the antenna system may still be made 
to present a resistive load to the transmission 
line in the following manner: Measure the 
standing-wave ratio r as before. Locate the 
current maximum on the feed line which is 
closest to the antenna. As before the current 
maximums will be located one-quarter wave 
from the current minimums, and when the 
approximate location of the current maximum 
has been found, determine accurately the loca- 
tion of the closest current minimum and 
measure one-quarter wave from the minimum 
to obtain the accurate location of the current 
maximum. Cut the main antenna transmission 
line at the point of this current maximum, 
and insert a quarter-wave section of trans- 
mission line having a characteristic impedance 
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determined in the same manner from the Zo 
of the main transmission line and the s.w.r. r 
as discussed in the previous paragraph. In 
other words, the antenna system is presenting 
a pure resistive load at a point of current 
maximum on the main feed line so we can use 
the same procedure, with this point as refer- 
ence, as was discussed in the previous para- 
graph. 


Matching with Feeder 
other than Open- 
Wire Line 


The problem of 
matching the feed 
line to the antenna 
is simplest when us- 
- ing open-wire line. When twin line is being 
used it is sometimes possible to obtain a 
satisfactory indication of the relative current 
values in the line through the use of a flat 
loop of wire about 6” long attached to a 
thermomilliammeter, with the straight part of 
the loop placed on the side of the twin line 
directly alongside one of the conductors. A 
relative indication may be obtained through 
the use of a fluorescent tube placed against the 
flat of the line. In this case the length of the 
glow will be approximately equal to the volt- 
age between the two conductors making up 
the line. 

When coaxial cable is being used as feed 
line on the v-h-f and u-h-f bands a slotted line 
may be used to measure standing-wave ratio 
and the position of the current maxima and 
minima. But the use of a slotted line is im- 
practicable due to the size required on fre- 
quencies below perhaps 144 Mc. 

Standing-wave meters may be used with 
coaxial line, twin line, or open-wire line. These 
instruments are very satisfactory for determin- 
ing the magnitude of the s.w.r., but they do 
not indicate the position of the current maxi- 
mums and minimums on the line. Sometimes 
a s-w-f meter may be used in conjunction 
with a fluorescent tube in the tuning process 
with ribbon-type line. The fluorescent tube 
will indicate the position of the voltage maxi- 
ma and minima and the s-w-r meter will give 
the magnitude of the s.w.r. on the line, thus 
giving all the information necessary to obtain 
an accurate match between the antenna system 
and the transmission line. 


Raising and Lower- 
ing the Array 


A practical problem al- 
ways present when tun- 
ing up and matching an 
array is the physical location of the structure. 


If the array is atop the mast it is inaccessible 
for adjustment, and if it is located on step- 
ladders where it can be adjusted easily it can- 
not be rotated. One encouraging factor in this 
situation is the fact that experience has shown 
that if the array is placed 6 or 8 feet above 
ground on some step-ladders for the prelim- 
inary tuning process, the raising of the system 
to its full height will not produce a serious 
change in the adjustments. So it is usually 
possible to make preliminary adjustments with 
the system located slightly greater than head 
height above ground, and then to raise the an- 
tenna to a position where it may be rotated 
for final adjustments. If the position of the 
sliding sections as determined near the ground 
is marked so that the adjustments will not be 
lost, the array may be raised to rotatable height 
and the fastening clamps left loose enough so 
that the elements may be slid in by means of a 
long bamboo pole. After a series of trials a 
satisfactory set of lengths can be obtained. 
But the end results usually come so close to 
the figures given in figure 2 that a subsequent 
array is usually cut to the dimensions given 
and installed as is. 

The matching process does not require ro- 
tation, but it does require that the antenna 
proper be located at as nearly its normal oper- 
ating position as possible. However, on a par- 
ticular installation the positions of the current 
minimums on the transmission line near the 
transmitter may be checked with the array in 
the air, and then the array may be lowered to 
ascertain whether or not the positions of these 
points have moved. If they have not, and in 
most cases if the feeder line is strung out back 
and forth well above ground as the antenna is 
lowered they will not change, the positions of 
the last few toward the antenna itself may be 
determined. Then the calculation of the match- 
ing quarter-wave section may be made, the 
section installed, the standing-wave ratio again 
checked, and the antenna re-installed in its 
final location. 


16-7 Antenna Rotation 
Systems 


Structures for the rotation of antenna arrays 
may be sub-divided into two general classes: 
the rotating mast and the rotating platform. 
The rotating-mast type of structure is probably 
the most satisfactory arrangement for a home 
constructed system. 
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Figure 28. 
ALL-PIPE ROTATING-MAST STRUCTURE FOR ROOF INSTALLATION. 


An installation suitable for a building with a pitched roof is shown at (A). At (B) is shown a 

similar installation for a flat or shed roof. The arrangement as shown is strong enough to support 

a lightweight 3-element 28-Mc. array and a light 3-element 50-Mc. array above the 28-Mc. array 
on the end of a 4-foot length of 12-inch pipe. 


The lengths of pipe shown were chosen so that when the system is in the lowered position one 

can stand on a household ladder and put the beam in position atop the rotating pipe. The lengths 

may safely be revised upward somewhat if the array is of a particularly lightweight design with 

low wind resistance. The several types of antennas shown in this chapter with pipe flange mount- 
ing provision all have been used with this type of mast and rotating structure. 


Just before the mast is installed it is a good idea to give the rotating pipe a good smearing of 

cup grease or waterproof pump grease. To get the lip of the top of the stationary section of 

11/4,-inch pipe to project above the flange plate, it will be necessary to have a plumbing shop cut 

a slightly deeper thread inside the flange plate, as well as cutting an unusually long thread on 

the end of the 14-inch pipe. It is relatively easy to waterproof this assembly through the roof 

since the 114-inch pipe is stationary at all times. Be sure to use pipe compound on all the joints 
and then really tighten these joints with a pair of pipe wrenches. 
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The rotating-platform system is probably 
best if the rotating device is to be purchased. 
A number of excellent rotating platform de- 
vices are available on the market for varying 
prices. The larger and more expensive rotating 
devices are suitable for the rotation of a rather 
sizeable array for the 14-Mc. band while the 
smaller structures, such as those designed for 
rotating a TV antenna are designed for less 
load and should be used only with a 28-Mc. 
or 50-Mc. array. Most common practice is to 
install the rotating device atop a platform 


built at the top of a telephone pole or on the 
top of a lattice mast of sizeable cross section 
so that the mast will be self-supporting and 
capable of withstanding the torque imposed 
upon it by the rotating platform. 


Turning the Rotat- 
ing Structure 


If the rotating-mast type 
of structure is used it is 
a relatively simple pro- 
cess to work out a drive method. If the rotat- 
ing mast comes down through the top of the 
radio shack as does the mast of the antenna 
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Figure 29. 
SCHEMATIC OF THE COMPLETE ANTENNA CONTROL SYSTEM. 


system shown in figure 23, a very satisfactory 
arrangement is merely to install a large steer- 
ing wheel on the bottom of the rotating mast, 
with the thrust bearing for the structure lo- 
cated above the roof. This system is sketched 
in figure 28. In the example shown a piece of 
114-inch pipe is fixed permanently to the roof 
of the shack and the rotary array is mounted 
on a piece of 1l-inch pipe which comes down 
into the shack through the larger diameter 
pipe. 

If the rotating mast is located a reasonable 
distance from the operating position a system 
of pulleys and ropes may be used to drive 
the antenna. Of course the most satisfactory 
drive system is that which uses an electric 
motor. 

A system which is widely used for driving 
rotatable antennas for radar work uses a 
servomechanism for accomplishing the actual 
rotation of the antenna. In this type of system 
a small synchro (or Selsyn) motor (5G for 
example) is coupled to a handwheel and an 
indicator dial. The output of the control syn- 
chro is coupled to another synchro of special 
design (SCT for example) in the base of the 
pedestal or rotating structure of the antenna in 


such a manner that any error between the 
relative position of the two synchros is coupled 
into an electronic device called a servoamplifier. 
The output of the servoamplifier system is 
then fed to a motor in the base of the pedestal 
of the antenna. The polarity and strength of 
the energy fed from the servoamplifier to the 
driving motor are such that the motor will 
turn the rotating structure until the synchro 
(which is geared to the rotating platform) is 
in the same relative position as the rotor of 
the synchro which is geared to the handwheel. 
This type of drive for a rotatable antenna is 
ideal since only the slightest force on the 
handwheel is adequate to position even the 
largest rotatable antenna to the exact direction 
indicated by the pointer on the driving syn- 
chro. However, such systems are complex and 
expensive. Nevertheless a number of the com- 
ponents for such a driving system are avail- 
able on the surplus market and may be adapted 
to the job of driving an amateur rotatable 
array. 


Indication of 
Direction 


The most satisfactory method 
for indicating the direction of 
transmission of a rotatable 
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array is that which uses Selsyns or synchros for 
the transmission of the data from the rotating 
structure to the indicating pointer at the oper- 
ating position. A number of synchros and 
Selsyns of various types are available on the 
surplus market. Some of them are designed for 
operation on 115 volts at 60 cycles, some are 
designed for operation on 60 cycles but at a 
lowered voltage, and some are designed for 
operation from 400-cycle or 800-cycle energy. 
This latter type of high-frequency synchro is 
the most generally available type, and the high- 
frequency units are smaller and lighter than 
the 60-cycle units. Since the indicating synchro 
must deliver an almost negligible amount of 
power to the pointer which it drives, the high- 
frequency types will operate quite satisfactorily 
from 60-cycle power if the voltage on them 
is reduced to somewhere between 6.3 and 20 
volts. In the case of many of many of the 
units available, a connection sheet is provided 
along with a recommendation in regard to 
the operating voltage when they are run on 
60 cycles. In any event the operating voltage 
should be held as low as it may be and still 
give satisfactory transmission of data from the 
antenna to the operating position. Certainly it 
should not be necessary to run such a voltage 
on the units that they become overheated. 
Systems using a potentiometer capable of 
continuous rotation and a milliammeter, along 
with a battery or other source of direct current, 
may also be used for the indication of direc- 
tion. A commercially-available potentiometer 


(Ohmite RB-2) may be used in conjunction 
with a 0-1 d-c milliammeter having a hand- 
calibrated scale for direction indication. 


Rotary-Beam Control System 


The following description gives the circuit 
details and some of the mechanical considera- 
tions of a more or less standard rotary-beam 
antenna control system. The installation uses 
the common propeller pitch-change motor as 
the driving motor and reduction gear. A pair 
of 115-volt synchros (Selsyns) repeat back 
antenna position information to the operating 
position. 

The installation consists of three units: the 
motor and synchro generator at the base of 
the antenna, the control box, and the rotating- 
globe direction indicator. An 8-wire cable 
runs a distance of about 50 feet from the 
control box to the base of the antenna, and 
a 5-wire cable runs from the control box to 
the direction indicator. Power for the instal- 
lation is obtained through a standard line cord 
from the control box which plugs into an out- 
let. 


The components which go to make up the 
installation are illustrated in figures 29, 30, 
and 31. The three-element 28-Mc. antenna is 
supported by a rotating mast of 114-inch 
diameter steel tubing with a radial load bear- 
ing about 10 feet above the ground. The thrust 


Figure 30. 


CONTROL BOX FOR THE 
ANTENNA ROTATION SYSTEM. 
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of the antenna system is taken by the pitch- 
change mechanism at the base of the mast. 

The rotating support mast for the array is 
constructed of sections from a surplus steel- 
tubing mast. The mast comes in 5-foot sec- 
tions with the end 6 inches of each section 
reduced in diameter so that successive sections 
may be telescoped together. Quarter-inch holes 
are drilled through each junction between sec- 
tions so that a bolt may be run through the 
junction. The bolt serves to tighten the junc- 
tion and to pin the sections together so that 
torque from the rotator at the base will be 
transmitted to the antenna at the top. 

The 114-inch diameter of the base of the 
mast fits neatly in the center of the rotating 
portion of the pitch-change motor. Also, holes 
are conveniently provided in this portion of 
the pitch-change motor for pinning to the base 
of the mast, by drilling matching holes in the 
bottom section of tubing. 

The Control Box A photograph of the con- 
trol box is given in figure 
30, while the schematic diagram of the control 
box is given at the left in figure 29. The con- 
trol box includes a main switch, fuse, pilot 
light, and the direction control for antenna 
rotation. When the main switch is turned on 
the pilot lamp lights and primary voltage is 
applied to the two synchro units in the in- 
dicator system. The two synchros tend to pull 
into step as soon as voltage is applied to their 
primary windings. The rotor of the synchro 
at the base of the antenna is fixed, since it is 
geared to the rotating mast of the antenna, 
so the synchro which is connected to the ro- 
tating globe indicator will rotate until its 
rotor is in the same relative position as the 
rotor of the synchro at the base of the antenna. 

The direction control is a three-way toggle 
switch. It is spring loaded so that as soon 
as the force is released the switch returns to 
the off position. Note that the switch con- 
tacts are not required to carry the rather heavy 
current in the 24-volt a-c line. One section 
of the switch applies voltage to the primary 
of the 24-volt transformer in either of the 
LEFT (counter-clockwise) or the RIGHT 
(clockwise) positions. The second section of 
the switch actuates a s.p.dt. relay with the 
115-volt line in the LEFT position, but leaves 
the relay unactuated in the RIGHT position. 
In the unactuated position the relay feeds 
current to the RIGHT (clockwise) lead of 


the motor; the common lead of the motor 
being connected at all times. When the relay 
is actuated by placing the control switch in 
the LEFT position, current is fed to the LEFT 
lead of the motor. 
Cables Cables are run between the major 
units of the control and indicator 
system. The use of cables and plugs allows 
rapid and convenient interconnection or sepa- 
ration of the units. An 8-wire cable with 8- 
contact plugs at each end, runs from the con- 
trol box to the antenna rotator. The plugs 
and receptacles are Jones P-408 series. Simi- 
larly, a 5-wire cable is run from the control 
box to the rotating-globe direction indicator. 
Amphenol type 86 series plugs and connectors 
are used on the indicator cable. 

Note that the “hot” receptacles or ends of 
cables always are terminated in female plugs 


Figure 31. 


THE ROTATING-GLOBE 
DIRECTION INDICATOR. 
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or receptacles, while the “cold” ends always 
are terminated in the appropriate male fit- 
tings. Through this procedure in the use of 
cable connectors it is always safe to handle 
a cable or a connector without the danger of 
electrical shock. 


The Rotating-Globe 
Indicator 


The use of a rotating- 
globe type of direc- 
tion indicator is con- 
venient in that it immediately gives an idea 
of the optimum direction and of the coverage 
of the directional antenna. Also, the indica- 
tion is given in terms of the familiar globe 
rather than in terms of a great-circle projec- 
tion with its attendant distortion in the rela- 
tive areas of the land and ocean masses. 


The unit illustrated in figure 31 was con- 
structed from a 12-inch globe obtained from 
a book store. The globe was dismounted from 
its carrier and a small hole drilled at the 
home city of the station. Then another small 
hole was drilled at exactly the opposite point 
on the globe, and both holes enlarged to clear 
a 14-inch screw. An adapter 1l-inch in diame- 
ter and about 114 inches long was machined 
of dural rod by a machine shop. One end of 
the adapter was machined to take the shaft 
of the synchro motor and the other end was 
bored to take a %4-inch rod. Provision for 
set screws at each end of the adapter was 
made by the machine shop. 


The shaft for the rotating globe is a 14- 
inch length of 14-inch welding rod, with one 
end of the rod threaded about 114 inches. 
The shaft then was assembled to the globe 
with rubber washers at each end, using shellac 
to cement the rubber washers to the globe. 


The mounting box for the globe, which 
has the synchro motor mounted inside and the 
cable fitting on the rear, was constructed of 
34-inch plywood. A false bottom inside the 
mounting box holds the flange for mounting 
the synchro motor. The marker and top bear- 
ing is made of 14-inch Plexiglas. The Plexi- 
glas first was cut and filed to shape, and the 
hairline marker drawn. Then the material was 
heated in the oven and bent to shape around 
a drum which worked out to give the correct 
clearance of about one-half inch between the 
marker and the globe. Holes were drilled in 
the completed marker and the base was ce- 
mented to the marker with Plexiglas cement. 
Alignment The alignment of the indicator 
system was accomplished by 
pointing the antenna at the north star, with 
the voltage applied to both synchros. Then 
the set screw in the adapter which holds the 
motor shaft was loosened and the globe ro- 
tated by hand until the marker aligned with 
north. Then the set screw was tightened. The 
two synchros used in the indicator system 
are of the 115-volt 60-cycle type. 


CHAPTER SEVENTEEN - 


Television and Broadcast 
Interference 


The problem of interference to television 
reception is one of the most difficult and 
most serious ever to confront the radio ama- 
teur. But the problem can be solved if tackled 
in an orderly manner, as is attested by the 
fact that thousands of amateurs have elimi- 
nated the TV interference originally caused 
by their transmitters. 

In an area of high TV-signal field intensity 
the TVI problem is capable of complete solu- 
tion with the taking of routine measures both 
at the amateur transmitter and at the affected 
receivers. But in fringe areas of low TV- 
signal field strength the complete elimination 
of TVI is a difficult and challenging problem. 
But, as is attested by the work of W1DBM 
and many others, it still is a problem capable 
of solution. An extensive bibliography of ma- 
terial pertaining to TVI is included at the end 
of this chapter. 


17-1 Types of Television 


Interference 


There are three main types of TVI which 
may be caused singly or in combination by the 
emissions from an amateur transmitter. These 
types of interference are: 

(1) Overloading of the TV set by the 

transmitter fundamental 

(2) Impairment of the picture by spu- 

rious emissions 

(3) Impairment of the picture by the 

radiation of harmonics 
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TV Set 
Overloading 


Even if the amateur transmitter 
were perfect and had no har- 
monic radiation or spurious 
emissions whatever, it still would be likely to 
cause overloading of TV sets whose antennas 
were within a few hundred feet of the trans- 
mitting antenna. This type of overloading is 
essentially the same as the common type of 
BCI encountered when operating a medium- 
power or high-power amateur transmitter with- 
in a few hundred feet of the normal type of 
BCL receiver. The field intensity in the im- 
mediate vicinity of the transmitting antenna 
is sufficiently high that the amateur signal will 
get into the BC or TV set either through over- 
loading of the front end, or through the i-f, 
video, or audio system. A characteristic of 
this type of interference is that it always will 
be eliminated when the transmitter temporarily 
is operated into a dummy antenna. Another 
characteristic of this type of overloading is 
that its effects will be substantially continuous 
over the entire frequency coverage of the BC 
or TV receiver. Channels 2 through 13 will 
be affected in approximately the same manner. 


With the overloading type of interference 
the problem is simply to keep the funda- 
mental of the transmitter out of the affected 
receiver. Other types of interference may or 
may not show up when the fundamental is 
taken out of the TV set (they probably will 
appear), but at least the fundamental must 
be eliminated first. 

The elimination of the transmitter funda- 
mental from the TV set is normally the only 


386 TV and Broadcast Interference 


THE RADIO 


Ci 
| Z| Li | 
300-OHM TO INPUT 
LINE FROM TERMINALS 
ANTENNA 
Ci 
ese 


OF TV SET 


TO TV ANTENNA 
L2 | TO ANTENNA 
TERMINALS 
OF TV SET 
SP 
Figure 1. 


TUNED TRAPS FOR THE 
TRANSMITTER FUNDAMENTAL. 


The arrangement at (A) has proven to be 
effective in eliminating the condition of gen- 
eral blocking as caused by a 28-Mc. trans- 
mitter in the vicinity of a TY receiver. The 
tuned circuits L;-C; are resonated separate- 
ly to the frequency of transmission. The 
adjustment may be done at the station, or 
it may be accomplished at the TV receiver 
by tuning for minimum interference on the 
TV screen. 


Shown at (B) is an alternative arrangement 
with a series-tuned circuit across the antenna 
terminals of the TV set. The tuned circuit 
should be resonated to the operating fre- 
quency of the transmitter. This arrange- 
ment gives less attenuation of the interfering 
signal than that at (A); the circuit has proven 
effective with interference from transmitters 
on the 50-Mc. band, and with low-power 28- 
Mc. transmitters. 


operation performed on or in the vicinity 
of the TV receiver. After the fundamental 
has been eliminated as a source of inter- 
ference to reception, work may then be begun 
on or in the vicinity of the transmitter toward 
eliminating the other two types of interfer- 
ence. 


Taking Out 
the Fundamental 


More or less _ standard 
BC]I-type practice is most 
commonly used in tak- 
ing out fundamental interference. Wavetraps 
and filters are installed, and the antenna sys- 
tem may or may not be modified so as to 
offer less response to the signal from the 
amateur transmitter. In regard to a compari- 
son between wavetraps and filters, the same 


considerations apply as have been effective 
in regard to BCI for many years; wavetraps 
are quite effective when properly installed and 
adjusted, but they must be readjusted when- 
ever the band of operation is changed, or 
even when moving from one extreme end 
of a band to the other. Hence, wavetraps are 
not recommended except when operation will 
be confined to a relatively narrow portion of 
one amateur band. However, figure 1 shows 
two of the most common signal trapping ar- 
rangements. 
High-Pass Filters | High-pass filters in the 
antenna lead of the TV 
set have proven to be quite satisfactory as a 
means of eliminating TVI of the overloading 
type. In many cases when the interfering trans- 
mitter is operated only on the bands below 
7.3 Mc., the use of a high-pass filter in the 
antenna lead has completely eliminated all 
TVI. In some cases the installation of a high- 
pass filter in the antenna transmission line and 
an a-c line filter of a standard variety has 
proven to be completely effective in eliminat- 
ing the interference from a transmitter operat- 
ing in one of the lower frequency amateur 
bands. 

In general, it is suggested that commercially 
manufactured high-pass filters be purchased. 
Such units are available from a number of 
manufacturers at a relatively moderate cost. 
However, such units may be home constructed; 
suggested designs are given in figures 2 and 3. 
Types for use both with coaxial and with 
balanced transmission lines have been shown. 
In most cases the filters may be constructed in 
one of the small shield boxes which are now 
on the market. Input and output terminals 
may be standard connectors, or the inexpensive 
type of terminal strips usually used on BC and 
TV sets may be employed. Coaxial terminals 
should of course be employed when a coaxial 
feed line is used to the antenna. In any event 
the leads from the filter box to the TV set 
should be very short, including both the an- 
tenna lead and the ground lead to the box 
itself. If the leads from the box to the set have 
much length, they may pick up enough signal 
to nullify the effects of the high-pass filter. 


Blocking from 
50-Mc. Signals 


Operation on the 50-Mc. 
amateur band in an area 
where channel 2 is in use 
for TV imposes a special problem in the 
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HIGH-PASS TRANSMISSION 
LINE FILTERS. 


The arrangement at (A) will stop the passing 
of all signals below about 45 Mc. from the 
antenna transmission line into the TV set. 
Coils L: are each 1.2 microhenrys (17 turns 
no. 24 enam. closewound on 1/44-inch dia. 
polystyrene rod) with the center tap grounded. 
It will be found best to scrape, twist, and 
solder the center tap before winding the coil. 
The number of turns each side of the tap 
may then be varied until the tap is in the 
exact center of the winding. Coil Lz is 0.6 
microhenry (12 turns no. 24 enam. closewound 
on 14-inch dia. polystyrene rod). The capaci- 
tors should be about 16.5 yuufd., but either 
15 or 20 pwyufd. ceramic capacitors will give 
satisfactory results. A similar filter for co- 
axial antenna transmission line is shown at 
(B). Both coils should be 0.12 microhenry 
(7 turns no. 18 enam. spaced to Jf inch 
on 14-inch dia. polystyrene rod). Capacitors 
C, should be 75 uutfd. midget ceramics, while 
C; should be a 40-uufd. ceramic. 


matter of blocking. The input circuits of most 
TV sets are sufficiently broad so that an ama- 
teur signal on the 50-Mc. band will ride 
through with little attenuation. Also, the nor- 
mal TV antenna will have a quite large re- 
sponse to a signal in the 50-Mc. band since 
the lower limit of channel 2 is 54 Mc. 


High-pass filters of the normal type sim- 
ply are not capable of giving sufficient at- 
tenuation to a signal whose frequency is so 
close to the necessary pass band of the filter. 
Hence, a resonant circuit element, as illustrated 
in figure 1, must be used to trap out the 
amateur field at the input of the TV set. 
The trap must be tuned or the section of 
transmission line cut, if a section of line is to 


3 C5 
Figure 3. 
SERIES-DERIVED HIGH-PASS 
FILTER. 


This filter is designed for use in the 300-ohm 
transmission line from the TV antenna to the 
TV receiver. Nominal cutoff frequency is 36 
Mc. and maximum rejection is at about 29 Mc. 

C;,Cc:\—15-uufd. zero-coefficient ceramic 

C2,C3,C1,Cs—20-uyfd. zero-coefficient ceramic 

Li,Ls—2.0 wh. About 24 turns no. 28 d.c.c. wound to 
54” on 14” diameter polystyrene rod. Turns should 
be adjusted until the coil resonates to 29 Me. 
with the associated 15-yyufd. capacitor. 

L2—0.66 uwh., 14 turns no. 28 d.c.c. wound to 5@” 
on 4%” dia. polystyrene rod. Adjust turns to 
resonate externally to 20 Me. with an auxiliary 
100-yufd. capacitor whose value is accurately 
known. 


be used for a particular frequency in the 
50-Mc. band—and this frequency will have to 
be near the lower frequency limit of the 50- 
Mc. band to obtain adequate rejection of the 
amateur signal while still not materially af- 
fecting the response of the receiver to channel 
2; 


Elimination of All 
Spurious Emissions 


spurious emissions 
from amateur transmit- 
ters (ignoring harmonic 
signals for the time being) must be eliminated 
to comply with FCC regulations. But in the 
past many amateur transmitters have emitted 
spurious signals as a result of key clicks, para- 
sitics, and overmodulation transients. In most 
cases the operators of the transmitters were 
not aware of these emissions since they were 
radiated only for a short distance and hence 
were not brought to his attention. But with 
one or more TV sets in the neighborhood it 
is probable that such spurious signals will be 
brought quickly to his attention. 

The elimination of parasitic oscillation and 
overmodulation transients has been discussed 
in detail in Chapter Eleven with further in- 
formation given in Chapters Five and Ten. 

Two new wrinkles recently suggested for 
the elimination of self-oscillation and para- 
sitic oscillation from beam tetrode amplifier 
stages are illustrated in figure 4. The use of 
a short section of coaxial transmission line as 
an additional means of holding the screen at 
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ground potential is shown in figures 4A and 
4B. This measure has proven effective, with a 
6 to 15 inch length of coaxial cable at Z, in 
the taming of a single-ended 807 stage operat- 
ing in the v-h-f range. A means of raising 
the resonant frequency of the grid circuit for 
eliminating parasitics is shown at figure 4C. 
Harmonic Radiation After any condition of 
blocking at the TV re- 
ceiver has been eliminated, and when the 
transmitter is completely free of transients and 
parasitic oscillations, it is probable that TVI 
will be eliminated in certain cases. Certainly 
general interference should be eliminated, par- 
ticularly if the transmitter is a well designed 
affair operated on one of the lower frequency 
bands, and the station is in a high-signal TV 
area. But when the transmitter is to be oper- 
ated on one of the higher frequency bands, 
and particularly in a marginal TV area, the 
job of TVI-proofing will just have begun. The 
elimination of harmonic radiation from the 
transmitter is a difficult and tedious job which 
must be done in an orderly manner if com- 
pletely satisfactory results are to be obtained. 
First it is well to become familiar with the 
TV channels presently assigned, with the TV 
intermediate frequencies commonly used, and 
with the channels which will receive inter- 
ference from harmonics of the various ama- 
teur bands. Figures 5 and 6 give this infor- 
mation. . 
Even a short inspection of figures 5 and 6 
will make obvious the seriousness of the in- 
terference which can be caused by harmonics 
of amateur signals in the higher frequency 
bands. With any sort of reasonable precau- 
tions in the design and shielding of the trans- 
mitter it is not likely that harmonics higher 
than the 6th will be encountered. Hence the 
main offenders in the way of harmonic in- 
terference will be those bands above 14-Mc. 


Nature of 
Harmonic Interference 


Investigations into 
the nature of the in- 
terference caused by 
amateur signals on the TV screen, assuming 
that blocking has been eliminated as described 
earlier in this chapter, have revealed the fol- 
lowing facts: 

1. An unmodulated carrier, such as a c-w 
signal with the key down or an AM 
signal without modulation, will give a 
cross-hatch or herringbone pattern on 


Figure 4. 
ANTI-PARASITIC 
CIRCUIT SUGGESTIONS. 


Shown at (A) is the combination of a low- 
pass filter in the grid circuit plus a de- 
tuning trap in the screen return. Cz should 
be a small ceramic capacitor of about 15 
uufd. connected directly from grid to cath- 
ode on the tube socket. A starting value for 
Lz is 6 turns of no. 18 enam. wound on a 
Y4-inch diameter insulating rod. The largest 
inductance which will still permit full ex- 
citation on the highest frequency band should 
be employed. Suggestions for the short sec- 
tion of coaxial line at Z as a means of de- 
tuning the screen circuit are included in the 
text. At (C) is shown the use of a 15-yyufd. 
series ceramic capacitor as C; for raising the 
resonant frequency of the grid circuit as a 
means of stopping parasitic oscillations. Also 
shown at (C) is the use of a double screen by- 
pass system. Capacitor C, may be a small 
ceramic trimmer capacitor of about 50 wyufd. 
maximum, R may be a 10-ohm 2-watt carbon, 
while R: is the conventional grid leak for the 
stage. Capacitor C; is the conventional 0.002- 
utd. to 0.01-ufd. mica. 
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2: 


the TV screen. This same general type 
of picture also will occur in the case 
of a narrow-band FM signal either with 
or without modulation. 

A frelatively strong AM signal will give 
in addition to the herringbone a very 
serious succession of light and dark 
bands across the TV picture. 
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Figure 5. 
FREQUENCIES OF THE V-H-F TV CHANNELS. 


Showing the frequency ranges of TV channels 2 through 13, with the picture carrier and 
sound carrier frequencies also shown. 


3. A moderate strength c-w signal without 
transients, in the absence of overload- 
ing of the TV set, will result merely in 
the turning on and off of the herring- 
bone on the picture. 

To discuss condition (1) above, the her- 
ringbone is a result of the beat note between 
the TV video carrier and the amateur har- 
monic. Hence the higher the beat note the 
less obvious will be the resulting cross-hatch. 
Further, it has been shown that a much strong- 
er signal is required to produce a discernible 
herringbone when the interfering harmonic 
is as far away as possible from the video car- 
rier, without running into the sound carrier. 
Thus, as a last resort, or to eliminate the last 
vestige of interference after all corrective 
measures have been taken, operate the trans- 
mitter on a frequency such that the interfer- 
ing harmonic will fall as far as possible from 
the picture carrier. The worst possible inter- 
ference to the picture from a continuous car- 
rier will be obtained when the interfering 
signal is very close in frequency to the video 
carrier. 


Isolating 
the Source of 
the Interference 


Throughout the _ testing 
procedure it will be nec- 
essary to have some sort 
of indicating device as a 


means of determining harmonic field intensi- 
ties. The best indicator for field intensities 
some distance from the transmitting antenna 
will probably be the TV receiver of some 
neighbor with whom friendly relations are 
still maintained. This person then will be able 
to give a check, occasionally, on the relative 
nature of the interference. But it will prob- 
ably be necessary to go and check yourself 
periodically the results obtained, since the 
neighbor probably will not be able to give 
any sort of a quantitative analysis of the 
progress which has been made. 

An additional device for checking relative- 
ly high field intensities in the vicinity of the 
transmitter will be almost a necessity. A simple 
indicating wavemeter (made from a Silver 903 
wavemeter, a 1N34, and a microammeter ) 
will accomplish this function. Also, it will be 
very helpful to have a receiver, with an S 
meter, capable of covering at least the 50 to 
100 Mc. range and preferably the range to 
216 Mc. This device may consist merely of the 
station receiver and a simple converter using 
the two halves of a 6J6 as oscillator and 
mixer. 


The first check can best be made with the 
neighbor who is receiving the most serious 
or the most general interference. Turn on 
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Figure 6. 
HARMONICS OF THE AMATEUR BANDS. 


Shown are the harmonic frequency ranges of the amateur bands between 7 and 54 Mc., 

with the TV channels (and TV i-f systems) which are most likely to receive interference 

from these harmonics. Under certain conditions amateur signals in the 1.8 and 3.5 Mc. 

bands can cause interference as a result of direct pickup in the video systems of TV 
receivers which are not adequately shielded. 


the transmitter and check all channels to deter- 
mine the extent of the interference and the 
number of channels affected. Then disconnect 
the antenna and substitute a group of 100- 
watt lamps as a dummy load for the trans- 
mitter. Experience has shown that 8 100-watt 
lamps connected in two seriesed groups of 
four in parallel will take the output of a kilo- 
watt transmitter on 28 Mc. if connections are 
made symmetrically to the group of lamps. 
Then note the interference. Now remove plate 
voltage from the final amplifier and deter- 
mine the extent of interference caused by the 
exciter stages. 


In the average case, when the final ampli- 
fier is a beam tetrode stage and the exciter 
is relatively low powered and adequately 
shielded, it will be found that the interfer- 
ence drops materially when the antenna is 
removed and a dummy load substituted. It 
will also be found in such an average case 
that the interference will stop when the ex- 
citer only is operating. 


General Consider- 
ations for Reduced 
Harmonic Radiation 


It might be well at 
this point to discuss the 
general conditions 
which will result in re- 
duced harmonic generation in the amateur 
transmitter. In the first place, it is best to have 
only one high-level r-f range in the transmit- 
ter. This consideration has been discussed in 
some detail in Chapter Ten, but it should be 
obvious that if there is only one high-level 
stage in the transmitter and all low-level 
stages are shielded, there will be only one 
stage from which harmonic signals of any 
sizeable amplitude will be obtained. 


Second, it is best whenever practicable that 
the high-level stage in the transmitter be oper- 
ated in the class B region rather than class C. 
Contrary to popular opinion, the output stage 
in any amateur transmitter may be operated 
class B for all modes of transmission other 
than amplitude modulation of the output stage. 
A reduction in the conversion efficiency of the 
output stage of about 10 per cent will result 
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from dropping the grid bias and excitation 
to obtain class B operation. But the small re- 
duction in output power certainly will not be 
noticeable on the air, while the driving power 
requirements for the stage and the harmonic 
signal output of the stage will have been 
materially reduced. 


If the output stage must be operated class 
C, for high-level amplitude modulation, and if 
a fairly sizeable driver stage must be used to 
obtain adequate excitation to the final ampli- 
flier, it is quite important that the driver be 
operated as a straight-through amplifier. Under 
no conditions should a high-level driver be 
operated as a frequency multiplier; the oper- 
ation of a high-level driver as a frequency 
multiplier is the surest way of having a high 
level of harmonic signal on hand in the trans- 
mitter. Consequently, all frequency multiplica- 
tion should be done in the low-level stages of 
the transmitter — preferably with relatively 
small receiving tubes operating well within 
their transmitting ratings. 


17-2 Suppression of 


Harmonic Radiation 


Much has been written in recent years about 
the problem of suppressing harmonic radiation 
from medium power transmitters operating 
in the frequency range covered by the h-f 
amateur bands. Many means for attacking the 
problem have been suggested. But with the 
passing of time and the gaining of experience 
it becomes increasingly apparent that har- 
monic interference may be eliminated in 
nearly every case by doing only two things: 

(1) SHIELD 
G2 )cet FILTER. 

The above statement may seem to be an 
oversimplification. But if the facts implied by 
the statement are kept in mind while attacking 
a harmonic-reduction problem, that problem 
will at least be clarified and much lost motion 
may be eliminated. By inference, the statement 
suggests that harmonic plate traps, special low- 
inductance by-pass capacitors from plate to 


ground, and other such means of reducing the » 


generation of harmonics within the transmit- 
ter, are not necessary. This is not strictly true. 
But it is true in the great majority of cases 
that such means of reducing harmonic genera- 
tion will not eliminate TVI of the type caused 
by harmonic radiation. 


Means of reducing harmonic generation 
may accomplish a reduction of 10, 20, or even 
40 db in the level of harmonic energy within 
the transmitter enclosure. But such a level of 
harmonic reduction will seldom eliminate har- 


_ monic-type TVI; much greater degree of har- 


monic attenuation normally is required. Hence, 
it is much more appropriate, and more straight- 
forward, to attack the harmonic reduction 
problem from the standpoint of shielding and 
filtering. In the great majority of cases the 
shielding of the equipment and the filtering 
of all leads into the transmitter enclosure will 
afford sufficient attenuation of harmonic radia- 
tion. In those special cases where additional 
harmonic reduction is required, means which 
reduce the generation of harmonics within the 
transmitter will be of assistance. But it is 
better to shield and filter in the first place, 
since these measures will be required in any 
event. 


Transmitter Power Level It should be made 


clear at this point 
that the level of power used at the transmitter 
is not of great significance in the basic har- 
monic reduction problem. The difference in 
power level between a 20-watt transmitter and 
one rated at a kilowatt is only a matter of 
about 17 db. Yet the degree of harmonic at- 
tenuation required to eliminate interference 
caused by harmonic radiation is from 80 to 
120 db, depending upon the TV signal 
strength in the vicinity. This is not to say 
that it is not a simpler job to eliminate har- 
monic interference from a low-power trans- 
mitter than from a kilowatt equipment. It is 
simpler to suppress harmonic radiation from 
a low-power transmitter simply because it is 
a much easier problem to shield a low-power 
unit, and the filters for the leads which enter 
the transmitter enclosure may be constructed 
less expensively and smaller for a low-power 
unit. 
Shielding The matter of shielding is one 
about which a fair amount of in- 
formation has been published recently. Cer- 
tainly it is impossible to enclose the trans- 
mitter and exciter completely in a soldered 
copper box. The question then becomes, how 
rauch deviation from the ideal case may be 
tolerated before the shielding loses its effec- 
tiveness. The answer must, of course, be given 
in relative terms. But it is safe to say that 
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Figure 7. 


SHIELDING MEASURES FOR THE 
RACK-ENCLOSED TRANSMITTER. 


It may be found that the hinges and door 
catches do not offer good enough bonding of 
the rear door to the transmitter frame. In 
such an event a number of wiping contacts 
may be installed around the inside of the rear 
opening in such a position that the contacts 
will bear against scraped regions on the rear 
door. The use of shielding braid on the hinged 
edge, and thumbscrews on the other three 
sides, also may be found necessary. 


slots, holes, and louvers in the shielding are 
most likely to be found the offenders as far 
as harmonic leakage is concerned. 

It is important to remember that a slot 
in a piece of metal is exactly as good a radia- 
tor as a piece of wire having the dimensions 
of the slot. This may be a new concept to 
some, but the slot between the rear door and 
the housing of a 6-foot enclosed relay rack 
can radiate horizontally polarized waves in the 
vicinity of 80 Mc. (channel 5) as effectively 
as a horizontal half-wave dipole. Several 
hinges or door catches will serve to break 
up the slot, thus raising its resonant frequen- 
cy out of the low TV band at least. Louvers 
in the side of the cabinet can be effective 
radiators in the vicinity of the high-band TV 
range. The soldering or bolting of copper 
screen in place behind the louvers will be 
found effective in completing the shielding. 

Meter faces and glass-front meter panels 
can be effective v-h-f radiators. Meters should 


not be installed in such a posiiton that they 
can destroy the shielding of a compartment. 
The leads which connect to the meters should 
be carefully filtered, a by-pass capacitor should 
be placed across the meter terminals, and the 
meters should be shielded either in front of the 
face or behind the case. The use of bonded 
copper screen in place of, or behind, the glass 
of a glass-front meter panel will complete the 
shielding. 

Viewing windows in the front panel of a 
power amplifier stage should have copper 
screen installed in place of or behind the 
glass. Where the esthetic effect of copper 
window screen would not be desirable, %- 
inch or 14-inch mesh brass or bronze screen 
may be substituted with a considerable im- 
provement in the appearance of the opening. 

In general it may be stated that small holes, 
or groups of small holes as would be the case 
when screen is used, will not seriously impair 
the shielding of a compartment. But large 
holes or slots will have an appreciable radia- 
tion resistance in the v-h-f range. When 
screen is used to cover a slot or a hole it is 
important that the metal of the screen be 
firmly bonded to the metal of the housing 
at intervals of not more than a few inches. 
The paint should be scraped from the region 
in the cabinet where the screen is to be bolted 
to insure good electrical contact. 

Any conductor which leaves through a hole 
in the shielding, and which is not solidly 
grounded at the point where it passes through 
the hole, can act as a very effective radiator 
in the upper portion of the v-h-f range. The 
tuning shafts on variable capacitors have been 
found to be particularly bad in this regard. 
All tuning capacitors used on a transmitter or 
exciter which is to be shielded should have a 
shaft bearing which is firmly bolted to the 
panel—or else the shaft of the capacitor should 
be extended so that the extension which passes 
through the panel has a panel bearing. Many 
of the newer v-h-f type (including APC-type) 
capacitors are particularly bad in this regard 
since the capacitor unit is mounted behind the 
panel with studs while the tuning shaft is 
designed to pass through the panel without a 
panel bearing. The shafts of such capacitors 
can completely destroy the shielding effect of 
an otherwise excellent enclosure. The only 
cure seems to be to replace the offending 
capacitor with a type having a sturdy panel 
bearing. 
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Figure 8. 


LEAD-FILTER CIRCUIT. 


Showing the physical and electrical details of 
an effective method for stopping the passage 
of r-f signals down power and control leads. 
The T-type low-pass filter has been found 
most effective for such applications. An 
alternative arrangement is to use a conven- 
tional low-frequency r-f.choke for the inductor 
inside the shielded compartment, and an in- 
ductor composed of about 40 turns of no. 26 
d.c.c. wire wound on a quarter-inch poly- 
styrene rod for the inductor mounted outside 
the shielded compartment. 


Filtering 
of Leads 


The shielding of a compartment 
can be completely destroyed if 
wires and leads leaving the com- 
partment can carry energy out of the shielded 
enclosure. A lead 214 or 3 feet long can act 
as a very effective radiator of harmonic sig- 
nals in the low TV band. Hence it is quite 
important that r-f signals be stopped from 
travelling along the leads which leave the 
transmitter or exciter enclosure. 

The filtering of leads within a transmitter 
may be accomplished either on a deck-by-deck 
basis, or in terms of the whole transmitter. 
Where the transmitter is completely enclosed 
in a metal housing which includes the shield- 
ing provisions mentioned in the previous sec- 
tion, it will be more satisfactory to shield 
only those leads which leave the transmitter 
enclosure. All the leads from the transmitter 
may be brought out in the conventional man- 
ner at the bottom rear, with an isolating and 
filtering compartment at this spot. The filter- 
ing compartment may then act as the termi- 
nation of all the external leads to the trans- 
mitter. 


The wavemeter-microammeter “gimmick” 
will be found to be quite helpful in locating 
the offending leads and in determining the 
frequencies being radiated. In many cases, es- 
pecially when the transmitter is running rela- 
tively high power, it will be found that the 
indicator will show a reading regardless of the 
setting of the wavemeter dial. This condition 
usually is the result of the rather intense 
fundamental-frequency field inside the trans- 
mitter. This trouble may be eliminated by 
placing the measuring device outside the trans- 
mitter, with a probe loop link coupled to the 
indicator. A line of small-size Twin-Lead 
about 4 feet long, or a similar length of 
twisted hookup wire, with a loop around the 
wavemeter coil at one end and a loop about 
1 inch in diameter at the other end usually 
will give adequate isolation of the funda- 
mental from the resonant circuit of the in- 
dicator. 

In any event be exceedingly careful when 
probing to determine the location and ampli- 
tude of harmonic fields. Mount the pickup 
loop for the “gimmick” on the end of about 
a 2-foot length of dowel rod. Then the loop 
may be moved about without danger of con- 
tact with dangerous potentials while watching 
the indicating meter. 

There are two types of leads entering 
the high-field intensity portion of the trans- 
mitter which may require filters. These are 
control leads, bias and plate voltage leads, and 
all other types of leads which carry a rela- 
tively low current, all taken as one group, 
and a-c line power leads which carry a rela- 
tively heavy current. Filters for the two types 
of leads are somewhat different, due to the 
difference in current carrying capability. 

Figure 8 shows in semi-schematic form one 
method which has proven effective in stop- 
ping r-f energy from travelling down supply 
wires and thus being radiated. Note that a 
“T” section filter has been used rather than 
the more common “pi” section type. The logic 
behind this selection is as follows: The har- 
monic voltage appearing on the active leads is 
relatively low, but the current through the 
by-pass capacitor may be moderately high in 
value. If the external lead were attached di- 
rectly to the by-pass capacitor, the lead still 
could radiate effectively as an odd-quarter- 
wave wire being fed from a low-impedance 
source. But by connecting an additional r-f 
choke in series from the lead to the by-pass 
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Figure 9. 
INSTALLATION OF A LINE FILTER. 


Power leads, such as those for 115-volt line 
current, may be filtered by installing a con- 
ventional metal-case line filter in such a 
manner that its output leads project through 
the chassis. Sometimes the addition of a low- 
inductance capacitor (such as the disc type) 
and a small r-f choke as shown in figure 8 
will afford improved filtering of the power 
leads. 


capacitor, the current passing through the by- 
pass capacitor is effectively stopped from pass- 
ing on to the lead wire. 


The r-f chokes used in the filter may be 
manufactured units such as suggested in figure 
8, or they may be wound on such small coil 
forms as available. The inductance of the 
chokes should be from 10 to 25 microhenries, 
they should be wound as single-layer solenoids 
with as large a ratio of length to diameter 
as is practicable, and the turns should be 
spaced to reduce capacitive coupling from one 
end of the choke to the other. 


The by-pass capacitors used in the filter 
should have as low lead inductance as possible. 
The Sprague ‘“Hy-Pass” type of capacitor has 
been found to be quite effective for by-passing 
applications. Disc ceramic capacitors, and the 
tubular high-k ceramic type also are satis- 
factory, provided that the minimum possible 
lead length is used. For use in high-voltage 
circuits, the 500-uufd. 10,000-volt ceramic 
filter capacitors designed for application in 
high-voltage TV power supplies have proven 
to be satisfactory as by-pass capacitors. 


In some cases it will be nec- 
essary to install line filters in 
series with the a-c line leads 
which feed the transmitter. Commercially 
manufactured line filters may do an adequate 
job if installed as shown in figure 9. Alterna- 
tively, the filter may be assembled in the same 


High-Current 
Lead Filters 


general manner as shown in figure 8, using 
high-current solenoid-type chokes in series 
with the line. Suitable chokes are the Ohmite 
Z-20, Z-21, and Z-22 with current ratings of 
5, 10, and 20 amperes respectively. Two of 
these dual-winding chokes will be required; 
one can be installed in series with both sides 
of the line inside the shielded compartment, 
and one installed outside for connection of 
the external leads. 
Antenna Couplers Antenna couplers, which 
have been described in 
considerable detail in Chapter Eleven, will .af- 
ford some harmonic reduction, but their main 
function should be to match the impedance 
of the antenna transmission line to the char- 
acteristic impedance of the low-pass filter used 
in the lead between the transmitter and the 
load. 


, 


After the transmitter has 
been shielded, and all power 
leads have been filtered in such a manner that 
the transmitter shielding has not been rendered 
ineffective, the only remaining available exit 
for harmonic energy lies in the antenna trans- 
mission line. Hence the main burden of har- 
monic attenuation will fall on the low-pass 
filter installed between the output of the trans- 
mitter and the antenna system. 

Experience has shown that the low-pass 
filter can best be installed externally to the 
main transmitter enclosure, and that the trans- 
mission line from the transmitter to the low- 
pass filter should be of the coaxial type. Hence 
the majority of low-pass filters are designed 
for a characteristic impedance of 52 ohms, so 
that RG-8/U cable (or RG-58/U for a small 
transmitter) may be used between the output 
of the transmitter and the antenna transmis- 
sion line or the antenna tuner. 

Transmitting-type low-pass filters for ama- 
teur use usually are designed in such a manner 
as to pass frequencies up to about 30 Mc. 
without attenuation. The nominal cutoff fre- 
quency of the filters is usually between 38 
and 45 Mc., and m-derived sections with 
maximum attenuation in channel 2 usually are 
included. Well-designed filters capable of 
carrying any power level up to one kilowatt 
are available commercially from several manu- 
facturers. Alternatively, filters in kit form are 
available from several manufacturers at a some- 
what lower price. Effective filters may be home 
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Figure 10. 


LOW-PASS FILTER SCHEMATIC 
DIAGRAMS. 


The filter illustrated at (A) uses m-derived 
terminating half sections at each end, with 
three constant-k mid-sections. The filter at (B) 
is essentially the same except that the center 
section has been changed to act as an m- 
derived section which can be designed to offer 
maximum attenuation to channels 2, 4, 5, 
or 6 in accordance with the constants given 
below. Cutoff frequency is 45 Mc. in all cases. 
All coils, except L, in (B) above, are wound 
V4" id. with 8 turns per inch. 


The (A) Filter 

C1,C;—41.5uyufd. (40 uufd. will be found suitable.) 
C2,C3,C:—136 uwufd. (130 to 140 wufd. may be used.) 
Li,L;-—0.2 wh.; 312 t. no. 14 

L2,Ls—0.3 wh.; 5 t. no. 12 

L3,Li—0.37 wh.; 6/2 ft. no. 12 


The (B) Filter with Mid-Section tuned to Channel 
2 (58 Me,.) 

C:1,C;—41.5 uyfd. 

C2,C:—-136 wufd. 

C;—87 wyufd. (50 yuwufd. fixed and 75 ypufd. 
variable in parallel.) 

Li,L;-—0.2 wh.; 312 t. no. 14 

Lo,L;,L5,Lc—0.3 uh.; 5 t. no. 12 

L:—0.09 wh.; 2 t. no. 14 Ya” dia. by %4” long 


The (B) Filter with Mid-Section tuned to Channel 
4 (71 Mc.). All components same except that: 

C;—106 uufd. 

L;,Ls>—0.33 ywh.; 6 ft. no. 12 

Li—0.05 wh.; 114 t. no. 14, 34” dia. by 34” long. 


The (B) Filter with Mid-Section tuned to Channel 
5 (81 Mec.). Change the following: 

C:—113 yuufd. 

L;,Ls—0.34 wh.; 6 t. no. 12 

Li—0.033 wh.; 1 t. no. 14 34” dia. 


The (B) Filter with Mid-Section tuned to Channel 
6 (86 Me.). All components are essentially the 
same except that the theoretical value of Li is 
changed to 0.03 uh., and the capacitance of C3; 
is changed to 117 yupfd. 


Figure 11. 


PHOTOGRAPH OF THE (B) FILTER 
WITH THE COVER IN PLACE. 


constructed, if the test equipment is available 
and if sufficient care is taken in the construc- 
tion of the assembly. 


Construction of 
Low-Pass Filters 


Figures 10; Vivands42 il- 
lustrate high-performance 
low-pass filters which are 
suitable for home construction. All are con- 
structed: in slip-cover aluminum boxes (ICA 
no. 29110 or L.M. Bender no. 19) with 
dimensions of 17 by 3 by 25 inches. Five 
aluminum baffle plates have been installed in 
the chassis to make six shielded sections within 
the enclosure. Feed-through bushings between 
the shielded sections are Johnson no. 135-55. 


Both the (A) and (B) filter types are de- 
signed for a nominal cut-off frequency of 45 
Mc., with a frequency of maximum rejection 
at about 57 Mc. as established by the termi- 
nating half-sections at each end. Characteristic 
impedance is 52 ohms in all cases. The 
alternative filter designs diagrammed in fig- 
ure 10B have provision for an additional 
rejection trap in the center of the filter unit 
which may be designed to offer maximum 
rejection in channel 2, 4, 5, or 6, depending 
upon which channel is likely to be received in 
the area in question. The only components 
which must be changed when changing the 
frequency of the maximum rejection notch in 
the center of the filter unit are inductors Ls, Li, 
and Ls, and capacitor Cs. A trimmer capacitor 
has been included as a portion of Cs so that the 
frequency of maximum rejection can be tuned 
accurately to the desired value. Reference to 
figures 5 and 6 will show the amateur bands 
which are most likely to cause interference to 
specific TV channels. 


Either high-power or low-power compon- 
ents may be used in the filters diagrammed in- 
figure 10. With the small Centralab TCZ 
zero-coefficient ceramic capacitors used in the 
filter units of figure 10A or figure 10B, power 
levels up to 200 watts output may be used 
without danger of damage to the capacitors, 
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Figure 12. 
PHOTOGRAPH OF THE (B) FILTER WITH COVER REMOVED. 


The mid-section in this filter is adjusted for maximum rejection of channel 4. Note that the 

main coils of the filter are mounted at an angle of about 45 degrees so that there will be 

minimum inductive coupling from one section to the next through the holes in the aluminum 

partitions. Mounting the coils in this manner was found to give a measurable improvement in the 
attenuation characteristics of the filter. 


ee 


provided the filter is feeding a 52-ohm re- 
sistive load. It may be practicable to use higher 
levels of power with this type of ceramic 
capacitor in the filter, but at a power level of 
200 watts on the 28-Mc. band the capacitors 
run just perceptibly warm to the touch. As a 
point of interest, it is the current rating which 
is of significance to the capacitors used in 
filters such as illustrated. Since current ratings 
for small capacitors such as these are not 
readily available, it is not possible to establish 
an accurate power rating for such a unit. The 
high-power unit illustrated in figure 12, which 
uses Centralab type 850S and 8548S capacitors, 
has proven quite suitable for power levels up 
to one kilowatt. 


Capacitors Ci, C:, Ci, and Cs can be stand- 
ard manufactured units with normal 5 per cent 
tolerance. The coils for the end sections can 
be wound to the dimensions given (Li, Lk, 
and L:). Then the resonant frequency of the 
series resonant end sections should be checked 
with a grid-dip meter, after the adjacent input 
or output terminal has been shorted with a 
very short lead. The coils should be squeezed 
or spread until resonance occurs at 57 Mc. 


The intermediate m-derived section in the 
filter of figure 10B may also be checked with a 
grid-dip meter for resonance at the correct 
rejection frequency, after the hot end of Li 
has been temporarily grounded with a low- 
inductance lead. The variable capacitor portion 
of Cs can be tuned until resonance at the cor- 
rect frequency has been obtained. Note that 


there is so little difference between the con- 
stants of this intermediate section for channels 
5 and 6 that variation in the setting of C: will 
tune to either channel without materially 
changing the operation of the filter. 


The coils in the intermediate sections of the 
filter (Le, La, Li, and Ls in figure 10A, and L., 
L:, Ls, and Ls in figure 10B) may be checked 
most conveniently outside the filter unit with 
the aid of a small ceramic capacitor of known 
value and a grid-dip meter. The ceramic 
capacitor is paralleled across the small coil 
with the shortest possible leads. Then: the as- 
sembly is placed atop a cardboard box and the 
resonant frequency checked with a grid-dip 
meter. A Shure reactance slide rule may be 
used to ascertain the correct resonant frequency 
for the desired L-C combination (or one of 
the equations in Chapter Three may be used), 
and the coil altered until the desired resonant 
frequency is attained. The coil may then be 
installed in the filter unit, making sure that 
it is not squeezed or compressed as it is being 
installed. However, if the coils are wound 
exactly as given under figure 10, the filter may 
be assembled with reasonable assurance that 
it will operate as designed. 


Using Low-Pass 
Filters 


The low-pass filter con- 
nected in the output trans- 
mission line of the trans- 
mutter is capable of affording an enormous de- 
gree of harmonic attenuation. However, the 
filter must be operated in the correct manner 
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Figure 13. 


SCHEMATIC OF THE SINGLE-SECTION 
HALF-WAVE FILTER. 


The constants given below are for a char- 
acteristic impedance of 52 ohms, for use with 
RG-8/U and RG-58/U cable. Coil L: should 
be checked for resonance at the operating 
frequency with C,, and the same with Lz: and 
C,. This check can be made by soldering a 
low-inductance grounding strap to the lead 
between L: and L: where it passes through 
the shield. When the coils have been trimmed 
to resonance with a grid-dip meter, the 
grounding strap should of course be removed. 
This filter type will give an attenuation of 
about 30 db to the second harmonic, about 
48 db to the third, about 60 db to the 
fourth, 67 db to the fifth, and so on in- 
creasing at a rate of about 30 db per 
octave. 

C1,C2,C;,C:—Silver mica or small ceramic for low 
power, transmitting type ceramic for high power. 
Capacitance for different bands is given below: 

160 meters—1700 uufd. 
80 meters—850 yupufd. 
40 meters—440 wufd. 
20 meters—220 wyfd. 
10 meters—110 wufd. 
6 meters—60 wufd. 

L:,Lo—May be made up of sections of B&W Mini- 
ductor for power levels below 250 watts, or of 
no. 12 enam. for power up to one kilowatt. Ap- 
proximate dimensions for the coils are given 
below, but the coils should be trimmed to resonate 
at the proper frequency with a grid-dip meter as 
discussed above. All coils except the ones for 160 
meters are wound 8 turns per inch. 

160 meters—4.2 ywh.; 22 turns no. 16 enam., 1” 
dia. 2” long 

80 meters—2.1 wh.; 13 t. 1” dia. (No. 3014 Mini- 
ductor or no. 12) 

40 meters—1.1 uwh.; 8 t. 1” dia. (No. 3014 or no. 
12 at 8 t.p.i.) 

20 meters—0.55 wh.; 7 t. 34” dia. (No. 3010 or 
no. 12 at 8 t.p.i.) 

10 meters—0.3 jh.; 6 t. Y2” dia. (No. 3002 or 
no. 12 at 8 t.p.i.) 

6 meters—0.17 wh.; 4 t. Yo” dia. (No. 3002 or 
no. 12 at 8 t.p.i.) 
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Figure 14. 


HALF-WAVE FILTER 
FOR THE 28-MC. BAND. 


Showing one possible type of 
construction of a 52-ohm 
half-wave filter for relative- 
ly low power operation on 
the 28-Mc. band. 


or the results obtained will not be up to 
expectations. 


In the first place, all direct radiation from 
the transmitter and its control and power leads 
must be suppressed. This subject has been dis- 
cussed in the previous section. Secondly, the 
filter must be operated into a load impedance 
approximately equal to its design characteristic 
impedance. The filter itself will have very low 
losses (usually less than 0.5 db) when oper- 
ated into its nominal value of resistive load. 
But if the filter is mis-terminated its losses 
will become excessive, and it will not present 
the correct value of load impedance to the 
transmitter. 


If a filter, being fed from a high-power 
transmitter, is operated into an incorrect termi- 
nation it may be damaged; the coils may be 
overheated and the capacitors destroyed as a re- 
sult of excessive r-f currents. Hence it is wise, 
when first installing a low-pass filter, to check 
the standing-wave ratio of the load being 
presented to the output of the filter with a 
standing-wave meter of any of the conven- 
tional types. Then the antenna termination or 
the antenna coupled should be adjusted, with 
low power on the transmitter, until the s.w.r. 
of the load being presented to the filter is less 
than 2.0, and preferably below 1.5. 


Half-Wave Filters Half-wave filters (“Har- 


monikers”) have been 
discussed in various publications including the 
Nov.-Dec. 1949 GE Ham News. Such filters 
are relatively simple and offer the advantage 
that they present the same value of imped- 
ance at their input terminals as appears as 
load across their output terminals. Such filters 
normally are used as one-band affairs, and they 
offer high attenuation only to the third and 
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higher harmonics. Design data on the half- 
wave filter is given in figure 13. Construction 
of half-wave filters is illustrated in figure 14 
and in the 50-Mc. transmitter shown in Chap- 
ter Twenty-four. 


17-3 Broadcast 


Interference 


Interference to the reception of signals in 
the broadcast band (540 to 1600 kc.) or in 
the FM broadcast band (88 to 108 Mc.) by 
amateur transmissions is a serious matter to 
those amateurs living in densely populated 
areas. Although broadcast interference has re- 
cently been overshadowed by the seriousness 
of television interference, the condition of BCI 
is still present. 

In general, signals from a transmitter oper- 
ating properly are not picked up by receivers 
tuned to other frequencies unless the receiver 
is of inferior design, or is in poor condition. 
Therefore, if the receiver is of good design 
and is in good repair, the burden of rectify- 
ing the trouble rests with the owner of the 
interfering station. 

Phone and c-w stations both are capable 
of causing broadcast interference, key-click an- 
noyance from the code transmitters being par- 
ticularly objectionable. The elimination of key 
clicks has been discussed in detail in Chapter 
Ten. 

A knowledge of each of the several types 
of broadcast interference, their cause, and 
methods of eliminating them is necessary to 
the successful disposition of this trouble. An 
effective method of combatting one variety of 
interference is often of no value whatever in 
the correction of another type. Broadcast in- 
terference seldom can be cured by “rule of 
thumb” procedure. 

Broadcast interference, as covered in this 
section refers primarily to standard (ampli- 
tude modulated, 550-1600 kc.) broadcast. In- 
terference with FM broadcast reception is 
much less common, due to the wide separa- 
tion in frequency between the FM broadcast 
band and the more popular amateur bands, 
and due also to the limiting action which 
exists in all types of FM receivers. Occasional 
interference with FM broadcast by a harmonic 
of an amateur transmitter has been reported; 
if this condition is encountered, it may be 
eliminated by the procedures discussed in the 
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Figure 15. 
WAVE-TRAP CIRCUITS. 


The circuit at (A) is the most common ar- 

rangement, but the circuit at (B) may give 

improved results under certain conditions. 

Manufactured wave traps for the desired band 

of operation may be purchased or the traps 

may be assembled from the data given in 
figure 17. 


first portion of this chapter under Television 
Interference. 

The use of frequency-modulation transmis- 
sion by an amateur station is likely to result 
in much less interference to broadcast recep- 
tion than either amplitude-modulated tele- 
phony or straight keyed c.w. This is true 
because, insofar as the broadcast receiver is 
concerned, the amateur FM transmission will 
consist of a plain unmodulated carrier. There 
will be no key clicks or voice reception picked 
up by the b-c-l set (unless it happens to be 
an FM receiver which might pick up a har- 
monic of the signal), although there might 
be a slight click when the transmitter is 
put on or taken off the air. This is one 
reason why narrow-band FM has become so 
popular with phone enthusiasts who reside in 
densely populated areas. 


Interference 
Classifications 


Depending upon whether it 
is traceable directly to causes 
within the station or within 
the receiver, broadcast interference may be di- 
vided into two main classes. For example, 
that type of interference due to transmitter 
over-modulation is at once listed as being 
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Figure 16. 


HIGH-ATTENUATION WAVE-TRAP 
CIRCUIT. 


The two circuits may be tuned to the same 

frequency for highest attenuation of a strong 

signal, or the two traps .may be tuned sep- 
arately for different bands of operation. 


caused by improper operation, while an in- 
terfering signal that tunes in and out with a 
broadcast station is probably an indication 
of cross modulation or image response in the 
receiver, and the poorly-designed input stage 
of the receiver is held liable. The various types 
of interference and recommended cures will be 
discussed in the following paragraphs. 


Blanketing This is not a tunable effect, but 
a total blocking of the receiver. 
A more or less complete “washout” covers the 
entire receiver range when the carrier is 
switched on. This produces either a complete 
blotting out of all broadcast stations, or else 
knocks down their volume several decibels— 
depending upon the severity of the interfer- 
ence. Voice modulation of the carrier causing 
the blanketing will be highly distorted or even 
unintelligible. Keying of the carrier which 
produces the blanketing will cause an annoying 
fluctuation in the volume of the broadcast 
signals. 


Blanketing generally occurs in the imme- 
diate neighborhood (inductive field) of a 
powerful transmitter, the affected area being 
directly proportional to the power of the trans- 
mitter. Also it is more prevalent with trans- 
mitters which operate in the 160-meter and 
80-meter bands, as compared to those on the 
higher frequencies. 


The remedies are to (1) shorten the re- 
ceiving antenna and thereby shift its resonant 
frequency, or (2) remove it to the interior 
of the building, (3) change the direction of 
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7.0 Mc. 23 turns no. 24 enam. 50-yyfd. var. 
closewound on 1” form 

14 Me. 10 turns no. 24 enam. 50-yyfd. var. 
closewound on 1” form 

21 Me. 7 turns no. 24 enam. 50-uyufd. var. 
closewound on 1” form 

28 Me. 4 turns no. 24 enam. 25-yuyfd. var. 
closewound on 1” form 

50 Me. 3 turns no. 24 enam. 25-yyufd. var. 


spaced 12” on 1” form 


Figure 17. 
COIL AND CAPACITOR TABLE 
FOR AMATEUR-BAND WAVETRAPS. 


either the receiving or transmitting antenna 
to minimize their mutual coupling, or (4) 
keep the interfering signal from entering the 
receiver input circuit by installing a wave- 
trap tuned to the signal frequency, (See figure 
15.) or a low-pass filter as shown in figure 24. 


A suitable wave-trap is quite simple in con- 
struction, consisting only of a coil and midget 
variable capacitor. When the trap circuit is 
tuned to the frequency of the interfering 
signal, little of the interfering voltage reaches 
the grid of the first tube. Commercially manu- 
factured wave-traps are available from several 
concerns, including the J. W. Miller Co. in 
Los Angeles. However, the majority of ama- 
teurs prefer to construct the traps from spare 
components selected from the “junk box.” 


The circuit shown in figure 16 is particu- 
larly effective because it consists of two traps. 
The shunt trap blocks or rejects the frequency 
to which it is tuned, while the series trap 
across the antenna and ground terminals of 
the receiver provides a very low impedance 
path to ground at the frequency to which it 
is tuned and by-passes the signal to ground. 
In moderate interference cases, either the 
shunt or series trap may be used alone, while 
similarly, one trap may be tuned to one of 
the frequencies of the interfering transmitter 
and the other trap to a different interfering 
frequency. In either case, each trap is effec- 
tive over but a small frequency range and 
must be readjusted for other frequencies. 
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Figure 18. 


MODIFICATION OF THE 
FIGURE 16 CIRCUIT. 


In this circuit arrangement the parallel-tuned 

tank is inductively coupled to the antenna 

lead with a 3 to 6 turn link instead of being 

placed directly in series with the antenna 
lead. 


CAPACITIVE 
COUPLING LOOP 


Figure 19. 


CAPACITIVE BOOST 
COUPLING CIRCUIT. 


Such circuits, included within the broadcast 

receiver to bring up the stage gain at the 

high-frequency end of the tuning range, have 

a tendency to increase the susceptibility of 

the receiver to interference from amateur- 
band transmissions. 


The wave-trap must be installed as close to 
the receiver antenna terminal as practicable, 
hence it should be as small in size as possible. 
The variable capacitor may be a midget air- 
tuned trimmer type, and the coil may be 
wound on a l-inch dia. form. The table of 
figure 17 gives winding data for wave-traps 
built around standard variable capacitors. 
For best results, both a shunt and a series 
trap should be employed as shown. 

Figure 18 shows a two-circuit coupled wave- 
trap that is somewhat sharper in tuning and 
more efficacious. The specifications for the 
secondary coil L: may be obtained from the 
table of figure 17. The primary coil of the 
shunt trap consists of 3 to 5 closewound turns 
of the same size wire wound in the same di- 
rection on the same form as L: and separated 
from the latter by ¥g of an inch. 
Overmodulation A carrier modulated in ex- 
cess of 100 per cent ac- 
quires sharp cutoff periods which give fise 
to transients. These transients create a broad 
signal and generate spurious responses. Tran- 
sients caused by overmodulation of a radio- 
telephone signal may at the same time bring 
about impact or shock excitation of nearby 
receiving antennas and power lines, generating 
interfering signals in that’ manner. 

Broadcast interference due to overmodula- 
tion is frequently encountered. The remedy 
is to reduce the modulation percentage or to 
use a clipper-filter system or a high-level splat- 
ter suppressor in the speech circuit of the trans- 
mitter. 


Cross modulation or “cross talk” 
is characterized by the amateur 
signal “riding in” on top of a 
strong broadcast signal. There is usually no 
heterodyne note, the amateur signal being 
tuned in and out with the program carriers. 

This effect is due frequently to a faulty 
input stage in the affected receiver. Modula- 
tion of the interfering carrier will swing the 
operattng point of the input tube. This type 
of trouble is seldom experienced when a 
variable-u tube is used in the input stage. 

Where the receiver is too ancient to in- 
corporate such a tube, and is probably poorly 
shielded at the same time, it will be better to 
attach a wave trap of the type shown in figure 
15 rather than to attempt rebuilding of the 
receiver. The addition of a good ground and 
a shield can over the input tube often adds 
to the effectiveness of the wave trap. 


Cross 
Modulation 


Transmission via A 
Capacitive Coupling 


small amount of 
capacitive coupling is 
now widely used in re- 
ceiver r.f. and antenna transformers as a gain 
booster at the high-frequency end of the tun- 
ing range. The coupling capacitance is obtained 
by means of a small loop of wire cemented 
close to the grid end of the secondary winding, 
with one end directly connected to the plate 
or antenna end of the primary winding. (See 
figure 19.) 

It is easily seen that a small capacitor at 
this position will favor the coupling of the 
higher frequencies. This type of capacitive 
coupling in the receiver coils will tend to pass 
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amateur high-frequency signals into a receiver 
tuned to broadcast frequencies. 


The amount of capacitive coupling may be 
reduced to eliminate interference by moving 
the coupling turn further away from the sec- 
ondary coil. However, a simple wave trap 
of the type shown in figure 15, inserted at 
the antenna input terminal, will generally 
accomplish the same result and is more to be 
recommended than reducing the amount of 
capacitive coupling (which lowers the receiver 
gain at the high-frequency end of the broad- 
cast band). Should the wave trap alone not 
suffice, it will be necessary to resort to a fe- 
duction in the coupling capacitance. 


In some simple broadcast receivers, capaci- 
tive coupling is obtained by closely coupled 
primary and secondary coils, or as a result of 
running a long primary or antenna lead close 
to the secondary coil of an unshielded antenna 
coupler. — 


Phantoms With two strong local carriers 
applied to a non-linear imped- 
ance, the beat note resulting from cross-modu- 
lation between them may fall on some fre- 
quency within the broadcast band and will be 
audible at that point. If such a “phantom” 
signal falls on a local broadcast frequency, 
there will be heterodyne interference as well. 
This is a common occurrence with broadcast 
receivers in the neighborhood of two amateur 
stations, or an amateur and a police station. 
It also sometimes occurs when only one of the 
stations is located in the immediate vicinity. 


As an example: an amateur signal on 3514 
kc. might beat with a local 2414-kc. police 


catrier to produce a 1100-kc. phantom. If/ 


the two carriers are strong enough in the vicin- 
ity of a circuit which can cause rectification, 
the 1100-kc phantom will be heard in the 
broadcast band. A poor contact between two 
oxidized wires can produce rectification. 


Two stations must be transmitting simulta- 
neously to produce a phantom signal; when 
either station goes off the air the phantom 
disappears. Hence, this type of interference 
is apt to be reported as highly intermittent 
and might be difficult to duplicate unless a 
test oscillator is used “on location” to simu- 
late the missing station. Such interference 
cannot be remedied at the transmitter, and 
often the rectification takes place some dis- 
tance from the receivers. In such occurrences 


it is most difficult to locate the source of the 
trouble. 

It will also be apparent that a phantom 
might fall on the intermediate frequency of a 
simple superhet receiver and cause interfer- 
ence of the untunable variety if the manufac- 
turer has not provided an i-f wave-trap in 
the antenna circuit. 

This particular type of phantom may, in 
addition to causing i-f interference, generate 
harmonics which may be turned in and out 
with heterodyne whistles from one end of 
the receiver dial to the other. It is in this 
manner that “birdies” often result from the 
operation of nearby amateur stations. 

When one component of a phantom is a 
steady, unmodulated carrier, only the intelli- 
gence present on the other carrier is conveyed 
to the broadcast receiver. 

Phantom signals almost always may be 
identified by the suddenness with which they 
are interrupted, signalizing withdrawal of one 
party to the union. This is especially baffling 
to the inexperienced interference-locater, who 
observes that the interference suddenly disap- 
pears, even though his own transmitter re- 
Mains in operation. 

If the mixing or rectification is taking place 
in the receiver itself, a phantom signal may 
be eliminated by removing either one of the 
contributing signals from the receiver input 
circuit. A wave-trap of the type shown in 
figure 15, tuned to either signal, will do the 
trick. If the rectification is taking place out- 
side the receiver, the wave-trap should be 
tuned to the frequency of the phantom, in- 
stead of to one of its components. I-f wave- 
traps may be built around a 2.5-millihenry 
r-f choke as the inductor, and a compression- 
type mica padding capacitor. The capacitor 
should have a capacitance range of 250— 
525 wufd. for the 175- and 206-kc. inter- 
mediate frequencies; 65—-175 wuufd. for 260 
kc. and other intermediates lying between 250 
and 400 kc; and 17—80 uvfd. for 456, 465, 
495, and 500 kc. Slightly more capacitance 
will be required for resonance with a 2.1 mil- 
lihenry choke. 


Spurious 
Emissions 


This sort of interference arises 
from the transmitter itself. The 
radiation of any signal (other 
than the intended carrier frequency) by an 
amateur station is prohibited by FCC regula- 
tions. Spurious radiation may be traced to 
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imperfect’ neutralization, parasitic oscillations 
in the r-f or modulator stages, or to “broad- 
cast-band” variable-frequency oscillators or 
€.C.0.'S: 

Low-frequency parasitics may actually occur 
on broadcast frequencies or their near sub- 
harmonics, causing direct interference to pro- 
grams. An all-wave monitor operated in the 
vicinity of the transmitter will detect these 
spurious signals. 

The remedy will be obvious in individual 
cases. Elsewhere in this book are discussed 
methods of complete neutralization and the 
suppression of parasitic oscillations in r-f and 
audio stages. 
A-c/d-c Receivers Inexpensive table-model 
a-c/d-c receivers are par- 
ticularly susceptible to interference from ama- 
teur transmissions. In fact, it may be said with 
a fair degree of assurance that the majority 
of BCI encountered by amateurs operating in 
the 1.8-Mc. to 29-Mc. range is a result of 
these inexpensive receivers. In most cases the 
receivers are at fault; but this does not absolve 
the amateur of his responsibility in attempt- 
ing to eliminate the interference. 


In most cases of interference 
to inexpensive receivers, par- 
ticularly those of the a-c/d-c 
type, it will be found that stray receiver rectifi- 
cation is causing the trouble. The offending 
stage usually will be found to be a high-mu 
triode as the first audio stage following the 
second detector. Tubes of this type are quite 
non-linear in their grid characteristic, and 
hence will readily rectify any r-f signal appear- 
ing between grid and cathode. The r-f signal 
may get to the tube as a result of direct signal 
pickup due to the lack of shielding, but more 
commonly will be fed to the tube from the 
power line as a result of the series heater 
string. 

The remedy for this condition is simply 
to insure that the cathode and grid of the 
high-mu audio tube (usually a 12SQ7 or 
equivalent) are at the same r-f potential. This 
is accomplished by placing an r-f by-pass ca- 
pacitor with the shortest possible leads di- 
rectly from grid to cathode, and then adding 
an impedance in the lead from the volume 
control to the grid of the audio tube. The 
impedance may be an amateur band r-f choke 
(such as a National R-100U) for best results, 
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Figure 20. 


CIRCUITS FOR ELIMINATING 
AUDIO-STAGE RECTIFICATION. 


but for a majority of cases it will be found 
that a 47,000-ohm 14-watt resistor in series 
with this lead will give satisfactory operation. 
Suitable circuits for such an operation on the 
receiver are given in figure 20. 

In many a.c.-d.c. receivers there is no r-f 
by-pass included across the plate supply recti- 
fier for the set. If there is an appreciable level 
of r-f signal on the power line feeding the 
receiver, r-f rectification in the power rectifier 
of the receiver can cause a particularly bad 
type of interference which may be received 
on other broadcast receivers in the vicinity in 
addition to the one causing the rectification. 
The soldering of a 0.01-ufd. disc ceramic 
capacitor directly from anode to cathode of the 
power rectifier (whether it is of the vacuum- 
tube or selenium-rectifier type) usually will 
by-pass the r-f signal across the rectifier and 
thus eliminate the difficulty. 


‘‘Floating’’ Volume 
Control Shafts 


Several sets have been 
encountered where 
there was only a slight- 
ly interfering signal; but, upon placing one’s 
hand up to the volume control, the signal 
would greatly increase. Investigation revealed 
that the volume control was installed with its 
shaft insulated from ground. The control itself 
was connected to a critical part of a circuit, in 
many instances to the grid of a high-gain 
audio stage. The cure is to install a volume 
control with a// the terminals insulated from 
the shaft, and then to ground the shaft. 
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Spray-Shield 
Tubes 


Although they are no longer 
made, there are yet quite a 
few sets in use which employ 
spray-shield tubes. These are used in both 
r-f and in audio circuits. In some audio ap- 
plications of this type of tube, the cathode 
and the spray-shield (to which the cathode 
is connected) are not at ground potential, but 
are bypassed to ground with an electrolytic 
capacitor of large capacitance. This type of 
capacitor is a very poor r-f filter, and in a 
strong r-f field, some rectification will take 
place, producing interference. The best cure 
is to install a standard glass tube with a glove 
shield, which is then actually grounded, and 
also to shield the grid leads to these tubes. 
As an alternative, bypassing the electrolytic 
cathode capacitor with a .05-ufd. tubular paper 
capacitor may be tried. 


Power-Line 
Pickup 


When radio-frequency energy 
from a radio transmitter enters 
a broadcast receiver through 
the a-c power lines, it has either been fed back 
into the lighting system by the offending 
transmitter, or picked up from the air by over- 
head power lines. Underground lines are sel- 
dom responsible for spreading this interfer- 
ence. 


To check the path whereby the interfering 
signals reach the line, it is only necessary to 
replace the transmitting antenna with a dum- 
my antenna and adjust the transmitter for 
maximum output. If the interference then 
ceases, overhead lines have been picking up 
the energy. The trouble can be cleared up by 
installing a wave trap or a commercial line 
filter in the power lines at the receiver. If 
the receiver is reasonably close to the trans- 
mitter, it is very doubtful that changing the 
direction of the transmitting antenna to right 
angles with the overhead lines will eliminate 
the trouble. 


If, on the contrary, the interference con- 
tinues when the transmitter is connected to 
the dummy antenna, radio-frequency energy 
is being fed directly into the power line by 
the transmitter, and the station must be in- 
spected to determine the cause. 

One of the following reasons for the trouble 
will usually be found: (1) the r-f stages are 
not sufficiently bypassed and/or choked, (2) 
the antenna coupling system is not perform- 
ing efficiently, (3) the power transformers 
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Figure 21. 


COIL AND CAPACITOR TABLE 
FOR A-C LINE TRAPS. 


have no electrostatic shields; or, if shields are 
present, they are ungrounded, (4) power 
lines are running too close to an antenna or 
r-f circuits carrying high currents. If none 
of these causes apply, wave-traps must be in- 
stalled in the power lines at the transmitter 
to remove r-f energy passing back into the 
lighting system. 

The wave-traps used in the power lines at 
transmitter or receiver must be capable of 
passing relatively high current. The coils are 
accordingly wound with heavy wire. Figure 
21 lists the specifications for power line wave- 
trap coils, while figure 22 illustrates the 
method of connecting these wave-traps. Ob- 
serve that these traps are enclosed in a shield 
box of heavy iron or steel, well grounded. 


All-Wave 


Receivers 


Each complete-coverage home re- 
ceiver is a potential source of 
annoyance to the transmitting 
amateur. The novice short-wave broadcast- 
listener who tunes in an amateur station often 
considers it an interfering signal, and com- 
plains accordingly. 

Neither selectivity nor image rejection in 
most of these sets is comparable to those 
properties in a communication receiver. The 
result is that an amateur signal will occupy 
too much dial space and appear at more than 
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METAL BOX 


TO TRANSMITTER 
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Figure 22. 


RESONANT POWER-LINE 
WAVE-TRAP CIRCUIT. 
The resonant type of power-line filter is more 
effective than the more conventional ‘brute 
force’ type of line filter, but requires tuning 
to the operating frequency of the transmitter. 


one point, giving rise to interference on ad- 
jacent channels and distant channels as well. 

If carrier-frequency harmonics are present in 
the amateur transmission, serious interference 
will result at the all-wave receiver. The har- 
monics may, if the carrier frequency has been 
so unfortunately chosen, fall directly upon a 
favorite short-wave broadcast station and arouse 
warranted objection. 

The amateur is apt to be blamed, too, for 
transmissions for which he is not responsible, 
so great is the public ignorance of short-wave 
allocations and signals. Owners of all-wave 
receivers have been quick to ascribe to ama- 
teur stations all signals they hear from tape 
machines and V-wheels, as well as stray tones 
and heterodyne flutters. 

The amateur cannot be held responsible 
when his carrier is deliberately tuned in on 
an all-wave receiver. Neither is he account- 
able for the width of his signal on the re- 
ceiver dial, or for the strength of image repeat 
points, if it can be proven that the receiver 
design does not afford good selectivity and 
image rejection. 

If he so desires, the amateur (or the owner 
of the receiver) might sharpen up the received 
signal somewhat by shortening the receiving 
antenna. Set retailers often supply quite a 
sizeable antenna with all-wave receivers, but 
most of the time these sets perform almost 
as well with a few feet of inside antenna. 

The amateur zy accountable for harmonics 
of his carrier frequency. Such emissions are 
unlawful in the first place, and he must take 
all steps necessary to their suppression. Prac- 
tical suggestions for the elimination of har- 


monics have been given earlier in this chap- 
ter under Television Interference. 


addition to those 

types of interference al- 
ready discussed, there are two more which are 
common to superhet receivers. The prevalence 
of these types is of great concern to the 
amateur, although the responsibility for their 
existence more properly rests with the broad- 
cast receiver. 


Image Interference In 


The mechanism whereby image production 
takes place may be explained in the following 
manner: when the first detector is set to the 
frequency of an incoming signal, the high-fre- 
quency oscillator is operating on another fre- 
quency which differs from the signal by the 
number of kilocycles of the intermediate fre- 
quency. Now, with the setting of these two 
stages undisturbed, there is another signal 
which will beat with the high-frequency oscil- 
lator to produce an i-f signal. This other signal 
is the so-called image, which is separated from 
the desired signal by twice the intermediate 
frequency. 

Thus, in a receiver with 175-kc. i.f., tuned 
to 1000 kc.: the h-f oscillator is. operating 
on 1175 kc., and a signal on 1350 kc. (1000 
kc. plus 2 x 175 kc.) will beat with this 1175 
ke. oscillator frequency to produce the 175-kc. 
i-f signal. Similarly, when the same receiver 
is tuned to 1400 kc., an amateur signal on 
1750 kc. can come through. The dial point 
where any 160-meter signal will produce an 
image can be determined from the equation: 


Fu CP ania 2 1.£3) 


Where Fy = receiver dial frequency 
Fam = amateur transmitter frequency, and 
i.f. = receiver intermediate frequency. 


If the image appears only a few cycles or 
kilocycles from a broadcast carrier, heterodyne 
interference will be present as well. Otherwise, 
it will be tuned in and out in the manner of 
a station operating in the broadcast band. 
Sharpness of tuning will be comparable to 
that of broadcast stations producing the same 
a-v-c voltage at the receiver. 


The second variety of superhet interference 
is the result of harmonics of the receiver h-f 
oscillator beating with amateur carriers to pro- 
duce the intermediate frequency of the receiv- 
er. The amateur transmitter will always be 
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Figure 23. 
TYPES OF LOW-PASS FILTERS. 


Filters such as these may be used in the 
circuit between the antenna and the input of 
the receiver. 


ANT. [24 in 
ma 000 i 0 Fale: TO RECEIVER ANT. POST 
ee be C3 ie 


TO RECEIVER GND, POST 
GND. 


Figure 24. 


COMPOSITE LOW-PASS 
FILTER CIRCUIT. 


This filter is highly effective in reducing 
broadcast interference from all high frequen- 
cy stations, and requires no tuning. Constants 
for 400 ohm terminal impedance and 1600 
ke. cutoff are as follows: L:, 65 turns no. 
22 d.c.c. closewound on I!/ in. dia. form. 
L:, 41 turns ditto, not coupled to Li. Cy, 
250 uutd. fixed mica capacitor. C:, 400 pyufd. 
fixed mica capacitor. C; and C,, 150 wyfd. 
fixed mica capacitors, former of 5% toler- 
ance. With some _ receivers, better results 
will be obtained with a 200 ohm carbon re- 
sistor inserted between the filter and antenna 
post on the receiver. With other receivers the 
effectiveness will be improved with a 600 
ohm carbon resistor placed from the antenna 
post to the ground post on the receiver. The 
filter should be placed as close to the re- 
ceiver terminals as possible. 


found to be on a frequency equal to some 
harmonic of the receiver h-f oscillator, plus 
or minus the intermediate frequency. 

As an example: when a broadcast superhet 
with 465-kc. i.f. is tuned to 1000 kc., its high- 
frequency oscillator operates on 1465 kc. The 
third harmonic of this oscillator frequency is 
4395 kc., which will beat with an amateur 
signal on 3930 kc. to send a signal through 
the i-f amplifier. The 3930 kc. signal would 
be tuned in at the 1000-kc. point on the dial. 

Some oscillator harmonics are so related to 
amateur frequencies that more than one point 
of interference will occur on the receiver dial. 
Thus, a 3500-kc. signal may be tuned in at 
six points on the dial of a nearby broadcast 
superhet having 175 kc. i.f. and no r-f stage. 

Insofar as remedies for image and _har- 
monic superhet interference are concerned, 
it is well to remember that zf the amateur 
signal did not in the first place reach the in- 
put stage of the receiver, the annoyance would 
not have been created. It is therefore good 
policy to try to eliminate it by means of a 
wave-trap or low-pass filter. Broadcast super- 
hets are not always the acme of good shield- 
ing, however, and the amateur signal is apt 
to enter the circuit through channels other 
than the input circuit. If a wave-trap or filter 
will not cure the trouble, the only alternative 


will be to attempt to select a transmitter fre- 
quency such that neither image nor harmonic 
interference will be set up on favorite sta- 
tions in the susceptible receivers. The equa- 
tion given earlier may be used to determine 
the proper frequencies. 


Low Pass Filters The greatest drawback of 
the wave-trap is the fact 
that it is a single-frequency device; i.e.—it 
may be set to reject at one time only one 
frequency (or, at best, an extremely narrow 
band of frequencies). Each time the frequen- 
cy of the interfering transmitter is changed, 
every wave-trap tuned to it must be retuned. 
A much more satisfactory device is the wave 
filter which requires no tending. One type, 
the low-pass filter, passes all frequencies be- 
low one critical frequency, and eliminates all 
higher frequencies. It is this property that 
makes the device ideal for the task of remov- 
ing amateur frequencies from broadcast re- 
ceivers. 

A good low pass filter designed for maxi- 
mum attenuation around 1700 kc. will pass 
all broadcast carriers, but will reject signals 
originating in any amateur band. Naturally 
such a device should be installed only in stand- 
ard broadcast receivers, never in all-wave sets. 

Two types of low-pass filter sections are 
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shown in figure 23. A composite arrange- 
ment comprising a section of each type is 
more effective than either type operating alone. 
A composite filter composed of one K-section 
and one shunt-derived M-section is shown in 
figure 24, and is highly recommended. The 
M-section is designed to have maximum at- 
tenuation at 1700 kc., and for that reason Cs 
should be of the “close tolerance” variety. 
Likewise, Cs should not be stuffed down in- 
side L2 in the interest of compactness, as this 
will alter the inductance of the coil appre- 
ciably, and likewise the resonant frequency. 


If a fixed 150 uufd. mica capacitor of 5 
per cent tolerance is not available for Cs, a 
compression trimmer covering the range of 
125—175 wufd. may be substituted and ad- 
justed to give maximum attenuation at about 
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filtered low-power exciter/transmitter 
for TV areas. 


Tesco, “Another TVI Kink,” Feb. 1949, - 


p. 60. Use of a tinfoil sleeve on the 
receiver TV line as a trap for inter- 
ference. 


Gemmill, “Harmonic Suppression in Class 
C Amplifiers.” Feb. 1949, p. 28. Ef- 
fect of operating conditions and circuit 
components on the harmonic output 
from Class C amplifiers. 


Grammer, “Pointers in Harmonic Re- 
duction,” Apr. 1949, p. 14. Well pre- 
sented discussion of methods for iso- 
lating, measuring, and reducing the 
generation and radiation of harmonics. 


Gemmill, “Re ‘Harmonic Suppression in 
Class CG Amplifiers’, Apr. 1949, p. 34. 
Further information on adjustment of 
traps in plate circuit. 


Rand, “TVI Patterns,’ May 1949, p. 43. 
Group of 24 TVI patterns showing 
interference from 250-watt 28-Mc. 
transmitter without suppression meas- 
ures and as measures were successive- 
ly included in the installation. 


Grammer, “High-Pass Filters for TVI 
Reduction,’ May 1949, p. 46. De- 
scription of high-pass filters for elimi- 
nation of TV-set blocking. 


Grammer, “TVI Tips,’ June 1949, p. 
44. Excellent discussion of the de- 
gree of TV interference in terms of 
the frequency of the interfering carrier 
within the channel. 


—TVI Tips, July 1949, p. 64. “Some 
Suggestions for 50 Mc.,” showing use 
of series resonant circuit tuned to 50 
Mc. across receiver input terminals. 
“Class B and Degeneration,” Burnett. 
Reduction of harmonics by operating 
r-f stages in the Class B region. “TV 
Antennas,’ Grammer. Selection of TV 
antennas with an eye to those types 
which will afford minimum pickup of 
amateur fundamental signals. 


Grammer, “Adjusting the Antenna Cou- 
pler and Harmonic Filter,’ Aug. 1949, 
Pp. 32. 

—TVI Tips, “Shielded Hookup Wiring,” 
Aug. 1949, P. 45. 

—TVI Tips, “‘Subsidiary Tank Resonance 
at V.H.F.,” Oct. 1949, p. 55. 


Mix, “Harmonic Reduction in a 500- 
Watt All-Band Rig,’ Nov. 1949, p. 21. 


Grammer, “The Regenerative Wave- 
meter,’ Nov. 1949, p. 29. Description 
of a combined wavemeter-grid dip 
meter. 


Seybold, “Design of Low-Pass Filters,” 
Dec. 1949, p. 18. An excellent refer- 
ence on this subject. 
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Grammer, ‘“Half-Wave Filters,’ Dec. 
1949, p. 36. 

Pichitino, “A High-Attenuation Filter for 
Harmonic Suppression,” Jan. 1950, p. 
11. Discusses use of Teflon sheet for 
capacitor dielectric. 


Grammer, “Eliminating TVI with Low- 
Pass Filters—Part I,’ Feb. 1950, p. 19. 
A general discussion of conditions ex- 
ternal to the actual filter. 

“Part II,’ Mar. 1950, p. 20. Discussion 
of the basis of filter design. 

Peart ali.” Apr.* 1950, p. 23. ‘Filter 
design by graphical methods—excellent 
reference with many examples. 


Dene, “A Low-Cost TVI Filter,’ May 
1950, p. 16. Description of a simple 
filter in a tubular housing. 

—TVI Tips, “High-Pass Filters,’ Aug. 
1950, p. 46. Description of multi-sec- 
tion units. 


Johnson, “TVI Proofing the ARC-5 
V-H-F Transmitter,” Nov. 1950, p. 50. 


Owens, “Down with Harmonics,’ Feb. 
1948, p. 29. Discussing the genera- 
tion of even-order harmonics in a 
push-pull Class C amplifier. 


Bach, “You Can Live With TV!” June 
1948, p. 33. Reducing the genera- 
tion of harmonic frequencies within 
the transmitter. 


Bach, “You Can Live With TV!” July, 
1948, p. 36. Reducing the radiation 
of harmonic signals. 


Brown, “The TV Receiver: Its Opera- 
tion and Common Forms of Interfer- 
ence,” July 1948, p. 31. General in- 
formation on the receiver end of TVI. 


Scherer, “IVI Corrective Measures,” 
Aug. 1948, p. 34. In-the-field expe- 
riences resulting in the elimination 


of TVI. 


Scherer, “The Trap Box,’ Mar. 1949, 
p. 43. Description of a box contain- 
ing six variable traps for determin- 
ing the frequency of a signal caus- 


ing TVI. 


Scherer, ‘““The Harmonic Chaser,” Apr. 
1949, p. 22. Description of a simple 
two-tube v-h-f converter for use as 
a field strength meter. 


Rand, “Cure Your TVI—Three Easy 
Lessons,” May 1949, p. 20. Excellent 
article suggesting the attack on TVI 
in an orderly manner. 


Seybold, “Shielding Experiments and 
TVI,” June 1949, p. 31. Discussion of 
experiments with shielding and filter- 
ing of leads. 


Seybold, “TVI-Free Rig for 10,” Oct. 
1949, P.-11; 


Seybold, “TVI-Free Rig for 10,” Nov. 
1949, Pp. 23. 

Rand, “TVI on 160 Meters?” Dec. 1949, 
pats 


Miller, “ZC8PM Licks TVI!” Jan. 1950, 
p. 22. Description of a relatively simple 
filter housed in a small standard chas- 
sis. 


Lanzalotti, “TVI-Proofing the Command 
Transmitter,’ Mar. 1950, p. 18. 


Kupferman, “Eliminating TVI in Your 
Ten-Meter Transmitter,’ May 1950, 
p. 18. General article listing successive 
improvements, 


Rand, “The Latest Techniques for the 
Elimination of Ham TVI,” June 1950, 
p. 9. Excellent article. Discusses latest 
techniques with particular reference 
to mobile work. 


Pappenfus and Klippel, “Pi Network 
Vank™Gitcuits,” Sept.’ 19506, >p.” 27: 
Basic discussion of pi-network tank cir- 
cuits, with design procedure, and with 
discussion of harmonic attenuation. 


GE HAM NEWS, “Harmoniker,”’ Nov.- 
Dec. 1949. Discussion and _ practical 
design of the half-wave type of har- 
monic filter. 


RCA HAM TIPS, “Design and Applica- 
tion of High-Pass Filters,” Fall 1950. 
Description of more complex types of 
high-pass filters for use in the antenna 
transmission line of TV receivers. 
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With a few possible exceptions, such as 
fixed air capacitors, neutralizing capacitors and 
transmitting coils, it hardly pays one to attempt 
to build the components required for the con- 
struction of an amateur transmitter. This is 
especially true when the parts are of the type 
used in construction and replacement work 
on broadcast receivers, as mass production has 
made these parts very inexpensive. 


Those who have and wish to 
spend the necessary time can 
effect considerable monetary saving in their 
transmitters by building them from the com- 
ponent parts. The necessary data are given in 
the construction chapters of this handbook. 

To many builders, the construction is as 
fascinating as the operation of the finished 
transmitter; in fact, many amateurs get so 
much satisfaction out of building a well-per- 
forming piece of equipment that they spend 
more time constructing and rebuilding equip- 
ment than they do operating the equipment 
on the air. 

Those who are not mechanically minded 
and are more interested in the pleasures of 
working dx and rag chewing than in experi- 
mentation and construction will find on the 
market many excellent transmitters which re- 
quire only line voltage and an antenna. If you 
are one of those amateurs, you will find little 
to interest you in this chapter. 


Transmitters 


Receivers There is room for argument as 
to whether one can save money 


by constructing his own communications re- 


ceiver. The combined demand for these re- 
ceivets by the government, amateurs, airways, 
short-wave listeners, and others has become so 
great that it may be argued that there is no 
more point in building such a receiver than 
in building a regular broadcast set. Yet, many 
amateurs still prefer to construct their own 
receivers—in spite of the fact that it -costs 
almost as much to build a receiver as to pur- 
chase an equivalent factory-made job—either 
because they enjoy construction work and take 
pride in the fruits of their efforts, or because 
the receiver must meet certain specifications 
and yet cost as little as possible. 

The only factory-produced receiver that is 
sure to meet the requirements of every ama- 
teur or short-wave listener is the rather ex- 
pensive de luxe type having every possible 
refinement. A person primarily interested in 
specialized performance on a few bands usually 
can obtain better results, with less expense, 
by constructing special converters or adapters 
to operate with an inexpensive manufactured 
receiver. Thus the v-h-f man may construct 
crystal-controlled converters to precede a sur- 
plus communications receiver, the person con- 
cerned with voice communication or single- 
sideband work may construct a single-sideband 
adapter to follow his communications receiver, 
and so forth in each specialized case. 


18-1 Types of 


Construction 


Layout and mounting of the component 
parts usually require the most time and work. 
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Various methods of mounting can be used, 
ranging from simple wooden boards to 
elaborate metal racks and panels. 


Breadboard The simplest method of con- 
structing equipment is to lay it 
out in breadboard fashion, which consists of 
fastening the various components to a board 
of suitable size with wood screws or machine 
bolts, arranging the parts so that important 
leads will be as short as possible. 

Breadboard construction is suitable for test- 
ing an experimental layout, or sometimes for 
assembling an experimental unit of test equip- 
ment. But no permanent item of station equip- 
ment should be left in the breadboard form. 
Breadboard construction is dangerous, since 
components carrying dangerous voltages are 
left exposed. Also, breadboard construction is 
never suitable for any r-f portion of a trans- 
mitter, since it would be substantially impos- 
sible to shield such an item of equipment for 
the elimination of TVI resulting from _har- 
monic radiation. 


Metal Chassis Though quite a few more 
tools and considerably more 
time will be required for metal chassis con- 
struction, much neater and more satisfactory 
equipment can be built by mounting the parts 
on sheet metal chassis instead of breadboards. 
This type of construction is necessary when 
shielding of the apparatus is required. A front 
panel and a back shield minimizes the danger 
of shock and completes the shielding of the 
enclosure. 

Dish type construction is practically the same 
as metal chassis construction, the main differ- 
ence lying in the manner in which the chassis 
is fastened to the panel. 


Special 
Frameworks 


For high-powered r-f stages, 
many amateur constructors pre- 
fer to discard the more con- 
ventional types of construction and employ 
instead special metal frameworks and brackets 
which they design specially for the parts which 
they intend to use. These are usually arranged 
to give the shortest possible r-f leads and to 
fasten directly behind a relay rack panel by 
means of a few bolts, with the control shafts 
projecting through corresponding holes in the 
panel. 


18-2 Tools 

Beautiful work can be done with metal 
chassis and panels with the help of only a few 
inexpensive tools. However, the time required 
for construction will be greatly reduced if a 
fairly complete assortment of metal-working 
tools is available. Thus, it can be seen that 
while an array of tools will speed up the work, 
excellent results may be accomplished with but 
few tools, if one has the time and patience. 

The investment one is justified in making in 
tools is dependent upon several factors. If you 
like to tinker, there are many tools useful in 
radio construction that you would probably 
buy anyway, or perhaps already have, such as 
screwdrivers, hammer, saws, square, vise, files, 
etc. This means that the money taken for tools 
from your radio budget can be used to buy 
the more specialized tools, such as_ socket 
punches or hole saws, taps and dies, etc. 

The amount of construction work one does 
determines whether buying a large assortment 
of tools is an economical move. It also deter- 
mines if one should buy the less expensive 
type offered at surprisingly low prices by the 
familiar mail order houses, “five and ten” 
stores and chain auto-supply stores, or whether 
one should spend more money and get first- 
grade tools. The latter cost considerably more 
and work but little better when new, but will 
outlast several sets of the cheaper tools. There- 
fore they are a wise investment for the experi- 
menter who does lots of construction work (if 
he can afford the initial cash outlay). The 
amateur who constructs only an occasional 
piece of apparatus need not be so concerned 
with tool life, as even the cheaper grade tools 
will last him several years, if they are given 
proper care. 

The hand tools and materials in the accom- 
panying lists will be found very useful around 
the home workshop. Materials not listed but 
ordinarily used, such as paint, can best be pur- 
chased as required for each individual job. 


ESSENTIAL HAND TOOLS AND 
MATERIALS 


1 Good electric soldering iron, about 100 
watts 


1 Spool rosin-core wire solder 


1 Each large, medium, small, and midget 
screwdrivers 
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1 Good hand drill (eggbeater type), prefer- 
ably two speed 

1 Pair regular pliers, 6 inch 

1 Pair long nose pliers, 6 inch 

1 Pair cutting pliers (diagonals), 5 inch or 
6 inch 

14-inch tube-socket punch 

“Boy Scout” knife 

Combination square and steel rule, 1 foot 

Yardstick or steel pushrule 

Scratch awl or ice pick scribe 

Center punch 

Dozen or more assorted round shank drills 
(as many as you can afford between no. 
50 and 14 or 3% inch, depending upon 
size of hand drill chuck) 

1 Combination oil stone 

Light machine oil (in squirt can) 

Friction tape 

Hacksaw and blades 

Medium file and handle 

Cold chisel (14 inch tip) 

Wrench for socket punch 

Hammer 
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HIGHLY DESIRABLE HAND TOOLS 
AND MATERIALS 


Bench vise (jaws at least 3 inch) 

Spool plain wire solder 

Carpenter’s brace, ratchet type 

Square-shank countersink bit 

Square-shank taper reamer, small 

Square-shank taper reamer, large, (The two 
reamers should overlap; 14 inch and /2 
inch size will usually be suitable. ) 

VY inch tube-socket punch (for electrolytic 
capacitors ) 

1-3/16 inch tube-socket punch 

¥g inch tube-socket punch 

Adjustable circle cutter for holes to 3 inch 

Set small, inexpensive, open-end wrenches 

Pair tin shears, 10 or 12 inch 

Wood chisel (14 inch tip) 

Pair wing dividers 

Coarse mill file, flat, 12 inch 

Coarse bastard file, round, 14 or 34 inch 

Set allen and spline-head wrenches. 

or 8 Assorted small files: round, half-round, 
triangular, flat, square, rat-tail 

4 Small “C” clamps 

Steel wool, coarse and fine 

Sandpaper and emery cloth, coarse, medium, 

and fine 


pa — ee pe Pe Pe 


Ne ee cee con ee ee cee ee 


Duco cement 
File brush 


USEFUL BUT NOT ESSENTIAL TOOLS 
AND MATERIALS 


1 Jig or scroll saw (small) with metal-cutting 
blades 

1 Small wood saw (crosscut teeth) 

1 Each square-shank drills: 3, 7/16, and 1% 
inch 

1 Tap and die outfit for 6-32, 8-32, 10-32 
and 10-24 machine screw threads 

4 Medium size “C” clamps 

Lard oil (in squirt can) 

Kerosene 

Empire cloth 

Clear lacquer (“industrial” grade) 

Lacquer thinner 

Dusting brush 

Paint brushes 

Sheet celluloid, Lucite, or polystyrene 

1 Carpenter’s plane 

1 Each “Spintite” wrenches, 14, 5/16, 11/32 
to fit the standard 6-32 and 8-32 nuts 
used in radio work 

1 Screwdriver for recessed head typé screws 


The foregoing assortment assumes that the 
constructor does not want to invest in the more 
expensive power tools, such as drill press, 
grinding head, etc. If power equipment is pur- 
chased, obviously some of the hand tools and 
accessories listed will be superfluous. A drill 
press greatly facilitates construction work, and 
it is unfortunate that a good one costs as much 
as a small transmitter. A booklet* available 
from the Delta Manufacturing Co. will be of 
considerable aid to those who have access to 
a drill press. 

Not listed in the table are several special- 
purpose radio tools which are somewhat of a 
luxury, but are nevertheless quite handy, such 
as various around-the-corner screwdrivers and 
wrenches, special soldering iron tips, etc. These 
can be found in the larger radio parts stores 
and are usually listed in their mail order 
catalogs. It is not uncommon to find amateurs 
who have had sufficient experience as machin- 
ists to design and produce tools for special 
purposes. 

If it is contemplated to use the newer and 
very popular miniature series of tubes (GAKS5, 


* “Getting the Most Out of Your Drill Press,’’ James 
Tate, Delta Manufacturing Company, Milwaukee, Wis. 
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6C4, 6GBAG, etc.) in the construction of equip- 
ment certain additional tools will be required 
to mount the smaller components. Miniature 
tube sockets mount in a %-inch hole, while 
9-pin sockets mount in a 34-inch hole. Green- 
lee socket punches can be obtained in these 
sizes, or a smaller hole may be reamed to the 
proper size. Needless to say, the punch is 
much the more satisfactory solution. Mounting 
screws for miniature sockets are usually of the 
4-40 size. 


NUMBERED DRILL SIZES 


Correct for 


Di- Tapping 
DRILL ameter Clears Steel or 
NUMBER (in.) Screw Brass} 
i hes AL, exacts haan hea .228 
yo see i NS i .221 12-24 poeeens 
x }\ 20S pees eee .213 ee 14-24 
hk ENS .209 12-20 seater 
Le pate eae -205 emia wen 
SR a) Os .204 os a 
eR ee .201 ee ——— 
Bier te .199 _— eee 
eee ee eS .196 ee me 
NOS a eee .193 10-32 ee 
Minnpeee: oo De, TS 191 10-24 connie 
i fy 4 dp | a 2 .189 one ae 
AShere tuck fo .185 ——— nee 
Cie ae ee 182 one toe 
LE ate eelle e eee .180 ne ome 
LU) Sa ss eatery SL Ard ee 12-24 
BA .173 —e ee 
LAE ne Pie Seta .169 8-32 et 
BER oa eae .166 oo 12-20 
Oe eo -161 ee ee 
Fh |) hee as ee -159 ——— 10-32 
py 35 ue oA -157 —— ee 
eA} ee a -154 ee ae 
A es etae eo .152 —— ——— 
yi Es rr 149 cone: 10-24 
AS oe eS a 147 — —— 
7 oa kts a ee 144 —— ——— 
YSIS .140 6-32 oes 
Vick Te Se ear .136 noe 8-32 
Us eal hae a eee .128 —— oe 
NN ek ae oe a .120 teens oes 
Ly Lu ate ee ae 116 ae oe 
ie Ks et at as em -113 4-36 4-40 eee 
Bae? ee 111 tone ee 
(ST Ep ae i et 110 scene 6-32 
3 Gare. cae. eh .106 ee see 
yp m es Ue nlleet ol 5 104 on —— 
cS emer ree bets -102 or —_—— 
SS eS Sop RAE -100 3-48 cen 
AO ea toy sce 235-3: .098 ce os 
aN (ep Silesia .096 eee — 
EEE i a oe .093 — 4-36 4-40 
A en a -089 2-56 — 
AAnUEeT ee Ah .086 or —_——. 
hae ee eee ee .082 — 3-48 


+Use next size larger drill for tapping 
bakelite and similar composition materials 
(plastics, etc.). 


*Sizes most commonly used in radio con- 
struction. 
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18-3 Construction 
Practice 


Chassis Layout The chassis first should be 


covered with a layer of 
wrapping paper, which is drawn tightly down 
on all sides and fastened with scotch tape. This 
allows any number of measurement lines and 
hole centers to be spotted in the correct posi- 
tions without making any marks on the chassis 
itself. Place on it the parts to be mounted and 
play a game of chess with them, trying differ- 
ent arrangements until all the grid and plate 
leads are made as short as possible, tubes are 
clear of coil fields, r-f chokes are in safe posi- 
tions, etc. Remember, especially if you are 
going to use a panel, that a good mechanical 
layout often can accompany sound electrical 
design, but that the electrical design should be 
given first consideration. 

All too often parts are grouped to give a 
symmetrical panel, irrespective of the arrange- 
ment behind. When a satisfactory arrangement 
has been reached, the mounting holes may be 
marked. The same procedure now must be 
followed for the underside, always being care- 
ful to see that there are no clashes between the 
two (that no top mounting screws come down 
into the middle of a paper capacitor on the 
underside, that the variable capacitor rotors 
do not hit anything when turned, etc.). 

When all the holes have been spotted, they 
should be center-punched through the paper 
into the chassis. Don’t forget to spot holes for 
leads which must also come through the chassis. 

For transformers which have lugs on the 
bottoms, the clearance holes may be spotted by 
pressing the transformer on a piece of paper 
to obtain impressions, which may then be trans- 
ferred to the chassis. 


Punching In cutting socket holes, one can use 
either a fly-cutter or socket punches. 
These punches are easy to operate and only a 
few precautions are necessary. The guide pin 
should fit snugly in the guide hole. This in- 
creases the accuracy of location of the socket. 
If this is not of great importance, one may 
well use a drill of 1/32 inch larger diameter 
than the guide pin. Some of the punches will 
operate without guide holes, but the latter 
always make the punching operations simpler 
and easier. The only other precaution is to be 
sure the work is properly lined up before 
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applying the hammer. If this is not done, the 
punch may slide sideways when you strike and 
thus not only shear the chassis but also take 
off part of the die. This is easily avoided by 
always making sure that the piece is parallel to 
the faces of the punch, the die, and the base. 
The latter should be an anvil or other solid 
base of heavy material. 

A punch by Greenlee forces socket holes 
through the chassis by means of a screw turned 
with a wrench. It is noiseless, and works much 
more easily and accurately than most others. 

The male part of the punch should be placed 
in the vise, cutting edge up and the female 
portion forced against the metal with a wrench 
as in figure 1. These punches can be obtained 
in sizes to accommodate all tube sockets and 
even large enough to be used for meter holes. 
In the octal socket sizes they require the use 
of a 32 inch center hole to accommodate the 
bolt. 


Cutouts for transformers and 
chokes are not so simply han- 
dled. After marking off the part 
to be cut, drill about a 14-inch hole on each 
of the inside corners and tangential to the 
edges. After burring the holes, clamp the piece 
and a block of cast iron or steel in the vise. 
Then, take your burring chisel and insert it in 
one of the corner holes. Cut out the metal by 
hitting the chisel with a hammer. The blows 
should be light and numerous. The chisel acts 


Transformer 
Cutouts 


against the block in the same way that the two 
blades of a pair of scissors work against each 
other. This same process is repeated for the 
other sides. A file is used to trim up the com- 
pleted cutout. 

Another method is to drill the four corner 
holes large enough to take a hack saw blade, 
then saw instead of chisel. The four holes per- 
mit nice looking corners. 

Still another method is shown in figure 2. 
When heavy panel steel is used and a drill 
press or electric drill is available, this is the 
most satisfactory method. 


Removing 
Burrs 


In both drilling and punching, a 
burr is usually left on the work. 
There are three simple ways of 
removing these. Perhaps the best is to take a 
chisel (be sure it is one for use on metal) and 
set it so that its bottom face is parallel to the 
piece. Then gently tap it with a hammer. This 
usually will make a clean job with a little 
practice. If one has access to a counterbore, 
this will also do a nice job. A countersink will 
work, although it bevels the edges. A drill of 
several sizes larger is a much used arrange- 
ment. The third method is by filing off the 
burr, which does a good job but scratches the 
adjacent metal surfaces badly. 


Mounting 
Components 


There are two methods in gen- 
eral use for the fastening of 
transformers, chokes, and similar 


Figure 1. 


PROPER METHOD OF USING 
A SOCKET PUNCH OF THE 
“‘“GREENLEE” TYPE. 


HANDBOOK 


Soldering 413 


POOOOOOT 

O 

5 

Q ef 

ts) | 

0) 

OOOO 00-3 

@) 
DRILL HOLES SLIGHTLY BREAK OUT FLEE 


INSIDE DASHED OUTLINE PIECE INSIDE 
OF DESIRED HOLE. DRILL HOLES. 


SMOOTH 


MAKING RECTANGULAR CUTOUT 


Figure 2. 


pieces of apparatus to chassis or breadboards. 
The first, using nuts and machine screws, is 
slow, and the commercial manufacturing prac- 
tice of using self-tapping screws is gaining 
favor. For the mounting of small parts such 
as resistors and capacitors, “tie points’ are very 
useful to gain rigidity. They also contribute 
materially to the appearance of finished appa- 
ratus. 

Rubber grommets of the proper size, placed 
in all chassis holes through which wires are 
to be passed, will give a neater appearing job 
and also will reduce the possibility of short 
circuits. 
Soldering Making a strong, low-resistance 
solder joint does not mean just 
dropping a blob of solder on the two parts to 
be joined and then hoping that they'll stick. 
There are several definite rules that must be 
observed. 

All parts to be soldered must be absolutely 
clean. To clean a wire, lug, or whatever it may 
be, take your pocket knife and scrape it thor- 
oughly, until fresh metal is laid bare. It is not 
enough to make a few streaks; scrape until the 
part to be soldered is bright. 

Make a good mechanical joint before apply- 
ing any solder. Solder is intended primarily 
to make a good electrical connection; mechani- 
cal rigidity should be obtained by bending the 
wire into a small hook at the end and nipping 
it firmly around the other part, so that it will 
hold well even before the solder is applied. 

Keep your iron properly tinned. It is im- 
possible to get the work hot enough to take 
the solder properly if the iron is dirty. To tin 
your iron, file it, while hot, on one side until 
a full surface of clean metal is exposed. Im- 
mediately apply rosin core solder until a thin 
layer flows completely over the exposed sur- 


face. Repeat for the other faces. Then take a 
clean rag and wipe off all excess solder and 
rosin. The iron should also be wiped frequently 
while the actual construction is going on; it 
helps prevent pitting the tip. 

Apply the solder to the work, not to the 
iron. The iron should be held against the parts 
to be joined until they are thoroughly heated. 
The solder should then be applied against the 
parts, and the iron should be held in place 
until the solder flows smoothly and envelops 
the work. If it acts like water on a greasy plate, 
and forms a ball, the work is not sufficiently 
clean. 

The completed joint must be held perfectly 
still until the solder has had time to solidify. 
If the work is moved before the solder has be- 
come completely solid, a “cold” joint will 
result. This can be identified immediately, be- 
cause the solder will have a dull “white” ap- 
pearance rather than one of shiny “silver.” 
Such joints tend to be of high resistance, and 
will very likely have a bad effect upon a cir- 
cuit. The cure is simple: merely reheat the 
joint and do the job correctly. 

Wipe away all surplus flux when the joint 

has cooled if you are using a paste type flux. 
Be sure it is non-corrosive, and use it with 
plain (not rosin core) solder. 
Finishes If the apparatus is constructed on 
a painted chassis (commonly avail- 
able in black wrinkle and gray wrinkle), there 
is no need for application of a_ protective 
coating when the equipment is finished, assum- 
ing that you are careful not to scratch or mar 
the finish while drilling holes and mounting 
parts. However, many amateurs prefer to use 
unpainted (zinc or cadmium plated) chassis, 
because it is much simpler to make a chassis 
ground connection with this type of chassis. 
A thin coat of clear “linoleum” lacquer may 
be applied to the whole chassis after the wiring 
is completed to retard rusting. In localities near 
the sea coast it is a good idea to lacquer the 
various chassis cutouts even on a painted 
chassis, as rust will get a good start at these 
points unless the metal is protected where the 
drill or saw has exposed it. If too thick a coat 
is applied, the lacquer will tend to peel. It may 
be thinned with lacquer thinner to permit 
application of a light coat. A thin coat will 
adhere to any clean metal surface that is not 
too shiny. 

An attractive dull gloss finish, almost velvety, 
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Figure 3. 


can be put on aluminum by sand-blasting it 
with a very weak blast and fine particles and 
then lacquering it. Soaking the aluminum in 
a solution of lye produces somewhat the same 
effect as a fine grain sand blast. 

There are also several brands of dull gloss 
black enamels on the market which adhere 
well to metals and make a nice appearance. 
Air-drying wrinkle finishes are sometimes suc- 
cessful, but a bake job is usually far better. 
Wrinkle finishes, properly applied, are very 
durable and are pleasing to the eye. If you 
live in a large community, there is probably 
an enamelling concern which can wrinkle your 
work for you at a reasonable cost. A very at- 
tractive finish, for panels especially, is to spray 
a wrinkle finish with aluminum paint. In any 
painting operation (or plating, either, for that 
matter), the work should be very thoroughly 
cleaned of all greases and oils. 

To protect brass from tarnish, thoroughly 
cleanse and remove the last trace of grease by 
the use of potash and water. The brass must be 
carefully rinsed with water and dried; but in 
doing it, care must be taken not to handle any 
portion with the bare hands or anything else 
that is greasy. Then lacquer. 

Drilling Glass This is done with a common 
drill by using a mixture of 
turpentine and camphor. When the point of 
the drill has come through, it should be taken 
out and the hole worked through with the 
point of a three-cornered file, having the edges 
ground sharp. Use the corners of the file, 
scraping the glass rather than using the file as a 
reamer. Great care must be taken not to crack 
the glass or flake off parts of it in finishing the 
hole after the point of the drill has come 
through. Use the mixture freely during the 
drilling and scraping. The above mixture will 
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also be found useful in drilling hard cast iron. 
Drilling glass must be done very slowly. It is 
a good idea to practice by drilling several holes 
in scrap glass before tackling the actual piece 
to be drilled, to acquire the knack. 

Etching Solution Add three parts nitric acid 
to one part muriatic acid. 
Cover the piece to be etched with beeswax. 
This can be done by heating the piece in a gas 
or alcohol flame and rubbing the wax over the 
surface. Use a sharp steel point or hard lead 
pencil point as a stylus. A pointed glass drop- 
per can be used to put the solution at the 
place needed. After the solution foams for two 
or three minutes, remove with blotting paper 
and put oil on the piece, and then heat and 
remove the wax. 
Chromium Polish So much chromium is now 
used in radio sets and on 
panels that it is well to know that this finish 
may be polished. The only materials required 
are absorbent cotton or soft cloth, alcohol, and 
ordinary lampblack. 

A wad of cotton or the cloth is moistened 
in the alcohol and pressed into the lampblack. 
The chromium is then polished by rubbing the 
lampblack adhering to the cotton briskly over 
its surface. The mixture dries almost instantly 
and may be wiped off with another wad of 
cotton. 

The alcohol serves merely to moisten the 
lampblack to a paste and make it stick to the 
cotton. The mixture cleans and polishes very 
quickly and cannot scratch the chromium sur- 
face. It polishes nickel-work just as effectively 
as it does chromium. Care should be taken to 
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Figure 5. 
TOOLS FOR RADIO CONSTRUCTION. 


see that the lampblack does not contain any 
hard, gritty particles which might produce 
scratches during the polishing. 
Winding Coils Coils are of two general 
types, those using a form and 
“air-wound” types. Neither type offers any 
particular constructional difficulties. Figure 3 
illustrates the procedure used in form winding 
a coil. If the winding is to be spaced, the spac- 
ing can be done either by eye or a string or 
another piece of wire may be wound simul- 
taneously with the coil wire and removed after 
the winding is in place. The usual procedure is 
to clamp one end of the wire in a vise, attach- 
ing the other end to the coil form and with the 
coil form in hand, walk slowly towards the 
vise winding the wire but at the same time 
keeping a strong tension on the wire as the 
form is rotated. After the coil is wound, if 
there is any possibility of the turns slipping, 
the completed coil is either entirely coated 
with a coil or Duco cement or cemented in 
those spots where slippage might occur. 

V-h-f and u-h-f coils are commonly wound 


of heavy enameled wire on a form and then 
removed from the form as in figure 4. If the 
coil is long or has a tendency to buckle, strips 
of polystyrene or a similar material may be 
cemented longitudinally inside the coil. Due 
allowance must be made for the coil springing 
out when removed from the form, when select- 
ing the diameter of the form. 

On air wound coils of this type, spacing 
between turns is accomplished after removal 
from the form, by running a pencil, the shank 
of a screwdriver or other round object spirally 
between the turns from one end of the coil to 
the other, again making due allowance for 
spring. 

Air-wound coils approaching the appearance 
of commercially manufactured ones, can be 
constructed by using a round wooden form 
which has been sawed diagonally from end to 
end. Strips of insulating material are temporar- 
ily attached to this mandrel, the wire then 
being wound over these strips with the desired 
separation between turns and cemented to the 
strips. When dry, the split mandrel may be 
removed by unwedging it. 
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While mobile operation is permitted on 
certain other bands, operation at the present 
time is mostly confined to the 80, 20, 10-11, 
and 2 meter bands, and the following discus- 
sion will be confined to operation on those 
bands. 

The problems involved in achieving a satis- 
factory two-way installation vary somewhat 
with the band, but many of the problems are 
common to all bands. For instance, ignition 
noise is more troublesome on 10 meters than 
on 75 meters, but on the other hand an ef- 
ficient antenna system is much more easily 
accomplished on 10 meters than on 75 meters. 
And getting a worthwhile amount of trans- 
mitter output without excessive battery drain 
is a problem on all bands. 


19-1 Mobile Reception 


When a broadcast receiver is in the car, the 
most practical receiving arrangement on 75, 
20, and 10 meters involves a converter feeding 
into the auto set. The advantages of good 
selectivity with good image rejection obtainable 
from a double conversion superheterodyne are 
achieved in most cases without excessive 
“birdie” troubles, a common difficulty with a 
double conversion superheterodyne constructed 
as an integral receiver in one cabinet. How- 
ever, it is important that the b-c receiver em- 


ploy an r-f stage in order to provide adequate 
isolation between the converter and the high 
frequency oscillator in the b-c receiver. The 
r-f stage also is desirable from the standpoint 
of image rejection if the converter does not 
employ a tuned output circuit (tuned to the 
frequency of the auto set, usually about 1500 
kc.). A few of the late model auto receivers, 
even in the better makes, do not employ an r-f 
stage. 

For 10 and/or 20 and 75 meter operation a 
large percentage of amateurs purchase a com- 
mercially built converter for reception and 
build their own transmitter. But for those who 
prefer to build their own, construction details 
for a simple one-tube 10-75 meter converter 
are in this section. 

The usual procedure is to obtain converter 
plate voltage from the auto receiver. Expe- 
rience has shown that if the converter does not 
draw more than about 15 or at most 20 ma. 
total plate current no damage to the auto set 
or loss in performance will occur other than a 
slight reduction in vibrator life. The converter 
drain can be minimized by avoiding a voltage 
regulator tube on the converter h-f oscillator. 
On 10 and lower frequencies it is possible to 
design an oscillator with sufficient stability 
that no voltage regulator is required in the 
converter. 

With some cars satisfactory 75-meter opera- 
tion can be obtained without a noise clipper 
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if resistor type spatk plugs (such as those 
made by Autolite) are employed. However, a 
noise clipper is helpful if not absolutely neces- 
sary, and it is recommended that a noise clip- 
per be installed without confirming the neces- 
sity therefor. It has been found that quiet re- 
ception sometimes may be obtained on 75 
meters simply by the use of resistor type 
plugs, but after a few thousand miles these 
plugs often become less effective and no 
longer do a fully adequate job. Also, a noise 
clipper insures against ignition noise from 
passing trucks and “un-suppressed” cars. On 10 
meters a noise clipper is a “must” in any case. 


Modifying the 
Auto Receiver 


There are certain things that 
should be done to the auto 
set when it is to be used 
with a converter, and they might just as well 
be done all at the same time, because “drop- 
ping’ an auto receiver and getting into the 
chassis to work on it takes quite a little time. 

First, however, check the circuit of the auto 
receiver to see whether it is one of the few 
receivers which employ circuits which com- 
plicate connection of a noise clipper or a con- 
verter. If the receiver is yet to be purchased, 
it is well to investigate these points ahead 
of time. 

If the receiver uses a negative B resistor 
strip for bias (as evidenced by the cathode of 
the audio output stage being grounded), then 
the additional plate current drain of the con- 
verter will upset the bias voltages on the var- 
ious stages and probably cause trouble. Because 
the converter is not on all the time, it is not 
practical simply to alter the resistance of the 
bias strip, and major modification of the re- 
ceiver probably will be required. 

If the receiver uses a separate “control head” 
with audio wires running between the receiver 
and control head volume control, tone control, 
etc., it is possible that stray coupling will per- 
mit ignition noise to “leak around” the noise 
clipper and greatly reduce its effectiveness. 

The best type of receiver for attachment 
of a converter and noise clipper uses an r-f 
stage; permeability tuning; single unit con- 
struction (except possibly for the speaker); 
push button tuning rather than a_ tuning 


motor; a high vacuum rectifier such as a 6X4_ 


(rather than an 0Z4 or a synchronous recti- 
filer); a 6SQ7 (or miniature or Loctal equiva- 
lent) with grounded cathode as second detec- 
tor, first audio, and a.v.c.; power supply nega- 


6S8GT, 7X7 
or 6T8 TO AF. 
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AMP. 
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Figure 1. 


SERIES-GATE NOISE LIMITER 
FOR AUTO RECEIVER. 


Auto receivers using a 6SQ7, 7B6, 7X7, or 

6AT6 as second detector and a.yv.c. can be 

converted to the above circuit with but few 

wiring changes. The circuit has the advantage 

of not requiring an additional tube socket 
for the limiter diode. 


tive grounded directly (no common bias 
strip); a PM speaker (to minimize battery 
drain); and an internal r-f gain control (in- 
dicating plenty of built-in reserve gain which 
may be called upon if necessary). Many cur- 
rent model auto radios have all of the fore- 
going features, and numerous models have 
most of them, something to keep in mind if 
the set is yet to be purchased. 
Noise Limiters A noise limiter either may 
be built into the set or pur- 
chased as a commercially manufactured unit 
for “outboard” connection via shielded wires. 
If the receiver employs a 6SQ7 (or Loctal or 
miniature equivalent) in a conventional cir- 
cuit, it is a simple matter to build in a noise 
clipper by substituting a 688 octal, 7X7 Loc- 
tal, or a 6T8 9-pin miniature as shown in 
figure 1. When substituting a 6TS8 for a 
6GAT6 or similar 7-pin miniature, the socket 
must be changed to a 9-pin miniature type. 
This requires reaming the socket hole slightly. 
If the receiver employs cathode bias on the 
6SQ7 (or equivalent), and perhaps delayed 
a.v.c., the Circuit usually can be changed to 
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the grounded-cathode circuit of figure 1 with- 
out encountering trouble. 

Some receivers take the r-f excitation for 
the a-v-c diode from the plate of the i-f stage. 
In this case, leave the a.v.c. alone and ignore 
the a-v-c buss connection shown in figure 1 
(eliminating the 1l-megohm decoupling re- 
sistor). If the set uses a separate a-v-c diode 
which receives r-f excitation via a small ca- 
pacitor connected to the detector diode, then 
simply change the circuit to correspond to 
figure 1. 

In case anyone might be considering the 
use of a crystal diode as a noise limiter in 
conjunction with the tube already in the set, 
it might be well to point out that crystal 
diodes perform quite poorly in series-gate noise 
clippers of the type shown. 

It will be observed that no tone control 
is shown. Multi-position tone controls tied 
in with the second detector circuit often per- 
mit excessive “leak through.” Hence it is 
recommended that the tone control compo- 
nents be completely removed unless they are 
confined to the grid of the a-f output stage. 
If removed, the highs can be attenuated any 
desired amount by connecting a mica capaci- 
tor from plate to screen on the output stage. 
Ordinarily from .005 to .01 ufd. will provide 
a good compromise between fidelity and re- 
duction of background hiss on weak signals. 

Usually the switch SW will have to be 
mounted some distance from the noise limiter 
components. If the leads to the switch are 
over approximately 114 inches long, a piece 
of shield braid should be slipped over them 
and grounded. The same applies to the “hot” 
leads to the volume control if not already 
shielded. Closing the switch disables the lim- 
iter. This may be desirable for reducing dis- 
tortion on broadcast reception or when check- 
ing the intensity of ignition noise to determine 
the effectiveness of suppression measures taken 
on the car. The switch also permits one to 
check the effectiveness of the noise clipper. 

The 22,000-ohm decoupling resistor at the 
bottom end of the i-f transformer secondary 
is not critical, and if some other value already 
is incorporated inside the shie'd can it may be 
left alone so long as it is not over 47,000 
ohms, a common value. Higher values must 
be replaced with a lower value even if it re- 
quires a can opener, because anything over 
47,000 ohms will result in excessive loss in 


gain. There is some loss in a-f gain inherent 
in this type of limiter anyhow (slightly over 
6 db), and it is important to minimize any 
additional loss. 

It is important that the total amount of 
capacitance in the RC decoupling (r-f) filter 
not exceed about 100 uufd. With a value much 
greater than this “pulse stretching” will occur 
and the effectiveness of the noise clipper will 
be reduced. Excessive capacitance will reduce 
the amplitude and increase the duration of the 
ignition pulses before they reach the clipper. 
The reduction in pulse amplitude accomplishes 
no good since the pulses are fed to the clipper 
anyhow, but the greater duration of the 
lengthened pulses increases the audibility and 
the “blanking interval’ associated with each 
pulse. If a shielded wire to an external clipper 
is employed, the r-f by-pass on the “low” side 
of the RC filter may be eliminated since the 
capacitance of a few feet of shielded wire will 
accomplish the same result as the by-pass 
capacitor. 

The switch SW is connected in such a man- 
ner that there is practically no change in gain 
with the limiter in or out. If the auto set 
does not have any reserve gain and more gain 
is needed on weak broadcast signals, the switch 
can be connected from the hot side of the 
volume control to the junction of the 22,000, 
270,000 and 1 megohm resistors instead of as 
shown. This will provide approximately 6 
db more gain when the clipper is switched 
out. 

Many late model receivers are provided 
with an internal r-f gain control in the cathode 
of the r-f and/or i-f stage. This control should 
be advanced full on to provide better noise 
limiter action and make up for the loss in 
audio gain introduced by the noise clipper. 

Installation of the noise clipper often de- 
tunes the secondary of the last i-f transformer. 
This should be repeaked before the set is 
permanently replaced in the car unless the 
trimmer is accessible with the set mounted 
in place. 


Selectivity While not of serious concern on 

10 meters, the lack of selectivity 
exhibited by a typical auto receiver will result 
in QRM difficulty on 20 and 75 meters. A 
typical auto set has only two i-f transformers 
of relatively low-Q design, and the second one 
is loaded by the diode detector. The skirt 
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selectivity often is so poor that a strong local 
will depress the a.v.c. when listening to a weak 
station as much as 15 kc. different in fre- 
quency. 

One solution is to add an outboard i-f stage 
employing two good quality double-tuned 
transformers (not the midget variety) con- 
nected “back-to-back” through a small cou- 
pling capacitance. The amplifier tube (such as 
a 6BAG) should be biased to the point where 
the gain of the outboard unit is relatively 
small (1 or 2), assuming that the receiver 
already has adequate gain. If additional gain 
is needed, it may be provided by the outboard 
unit. Low-capacitance shielded cable should be 
used to couple into and out of the outboard 
unit, and the unit itself should be thoroughly 
shielded. 

Such an outboard unit will sharpen the 
nose selectivity slightly and the skirt selectivity 
greatly. Operation then will be comparable to 
a home-station communications receiver, 
though selectivity will not be as good as a 
receiver employing a 50-kc. or 85-kc. “Q- 
ete 

Another solution to the selectivity problem 
is to obtain a surplus Motorola P69-18 police 
receiver. This receiver has very good selectivity, 
is crystal controlled, and has a built-in noise 
clipper (which may be modified if desired). 
The receiver also has a squelch circuit, but this 
should be disabled for amateur use. These re- 
ceivers often may be obtained at a small frac- 
tion of their original price from police depart- 
ments that have switched over to v.h.f. 

If one of these receivers is to be used in 
conjunction with a standard amateur-band 
converter, no cutting into the auto receiver is 
mecessaty since the receiving installation is 
completely independent. This arrangement is 
particularly desirable for one who turns in his 
car on a new one every year. The earlier series 
of the Motorola police receiver, such as the 
PG69-13, have one less i-f transformer and 
hence are less desirable from a_ selectivity 
standpoint. To determine the required crystal 
frequency for one of these receivers, take the 
converter i-f output frequency (which may be 
anything between 1430 and 2500 kc.) and 
add 262 kc. 


While the set is on the 
bench for installation of 
the noise clipper, provi- 


Obtaining Power 
for the Converter 


sion should be made for obtaining filament 
and plate voltage for the converter, and for 
the exciter and speech amplifier of the trans- 
mitter, if such an arrangement is to be used. 
To permit removal of either the converter or 
the auto set from the car without removing 
the other, a connector should be provided. 
The best method is to mount a small receptacle 
on the receiver cabinet or chassis, making con- 
nection via a matching plug. An Amphenol 
type 77-26 receptacle is compact enough to 
fit in a very small space and allows four 
connections (including ground for the shield 
braid). The matching plug is a type 70-26. 

To avoid the possibility of vibrator hash 
being fed into the converter via the heater 
and plate voltage supply leads, it is important 
that the heater and plate voltages be taken 
from points well removed from the power 
supply portion of the auto receiver. If a 
single-ended audio output stage is employed, 
a safe place to obtain these voltages is at this 
tube socket, the high voltage for the converter 
being taken from the screen. In the case of 
a push-pull output stage, however, the screens 
sometimes are fed from the input side of the 
power supply filter. The ripple at this point, 
while sufficiently low for a push-pull audio 
output stage, is not adequate for a converter 
without additional filtering. If the schematic 
shows that the screens of a push-pull stage 
are connected to the input side instead of the 
output side of the power supply filter (usually 
two electrolytics straddling a resistor in an 
R-C filter), then follow the output of the 
filter over into the r-f portion of the set and 
pick it up there at a convenient point, before 
it goes through any additional series dropping 
or isolating resistors. 

The voltage at the output of the filter usual- 
ly runs from 200 to 250 volts with typical 
converter drain and the motor not running. 
This will increase perhaps 10 per cent when 
the generator is charging. The converter drain 
will drop the B voltage slightly at the output 
of the filter, perhaps 15 to 25 volts, but this 
reduction is not enough to have a noticeable 
effect upon the operation of the receiver. If 
the B voltage is higher than desirable or neces- 
sary for proper operation of the converter, 
a 2-watt carbon resistor of suitable resistance 
should be inserted in series with the plate 
voltage lead to the power receptacle. Usually 
something between 2200 and 4700 ohms will 
be found about right. 
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When the battery drain 
is high on transmit, as 
is the case when a PE- 
103A is run at maximum rating and other 
drains such as the transmitter heaters and 
auto headlights must be considered, it is de- 
sirable to disable the vibrator power supply 
in the receiver during transmissions. The vi- 
brator power supply usually draws several am- 
peres, and as the receiver must be disabled in 
some manner anyhow during transmissions, 
opening the 6-volt supply to the vibrator 
serves both purposes. It has the further ad- 
vantage of introducing a slight delay in the 
receiver recovery, due to the inertia of the 
power supply filter, thus avoiding the possi- 
bility of a feedback “yoop” when switching 
from transmit to receive. 


Receiver Disabling 
on Transmit 


To avoid troubles from vibrator hash, it is 
best to open the ground lead from the vibrator 
by means of a midget s.p.d.t. 6-volt relay and 
thus isolate the vibrator circuit from the ex- 
ternal control and switching circuit wires. 
The relay is hooked up as shown in figure 
2. Standard 8-ampere contacts will be ade- 
quate for this application. 


The relay should be mounted as close to 
the vibrator as practicable. Ground one of the 
coil terminals and run a shielded wire from 
the other coil terminal to one of the power re- 
ceptacle connections, grounding the shield at 
both ends. By-pass each end of this wire to 
ground with .01 uvfd., using the shortest pos- 
sible leads. A lead is run from the corre- 
sponding terminal on the mating plug to 
the control circuits, to be discussed later. 


If the normally open contact on the relay 
is connected to the hot side of the voice coil 
winding as shown in figure 2 (assuming one 
side of the voice coil is grounded in accord- 
ance with usual practice), the receiver will 
be killed instantly when switching from re- 
ceive to transmit, in spite of the fact that 
the power supply filter in the receiver takes 
a moment to discharge. However, if a “slow 
start” power supply (such as a dynamotor or 
a vibrator pack with a large filter) is used 
with the transmitter, shorting the voice coil 
probably will not be required. 


Using the Receiver 
Plate Supply 
On Transmit 


An alternative and high- 
ly recommended proce- 
dure is to make use of 


the receiver B supply on. 


KEEP THESE LEADS SHORT. 
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VOICE COIL WINDING 


6 V. VIA CONTROL 
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Figure 2. 
METHOD OF ELIMINATING THE 
BATTERY DRAIN OF THE RE- 
CEIVER VIBRATOR PACK DUR- 
ING TRANSMISSION. 


If the receiver chassis has room for a midget 

s.p.d.t. relay, the above arrangement not only 

silences the receiver on transmit but saves 
several amperes battery drain. 


transmit, instead of disabling it. One disad- 
vantage of the popular PE-103A dynamotor is 
the fact that its 450-500 volt output is too 
high for the low power r-f and speech stages 
of the transmitter. Dropping this voltage to 
a more suitable value of approximately 250 
volts by means of dropping resistors is waste- 
ful of power, besides causing the plate voltage 
on the oscillator and any buffer stages to vary 
widely with tuning. By means of a midget 
6-volt s.p.d.t. relay mounted in the receiver, 
connected as shown in figure 3, the B supply 
of the auto set is used to power the oscillator 
and other low power stages (and possibly 
screen voltage on the modulator). On trans- 
mit the B voltage is removed from the receiver 
and converter, automatically silencing the tre- 
ceiver. When switching to “receive” the trans- 
mitter oscillator is killed instantly, thus avoid- 
ing trouble from dynamotor “carry over.” 

The efficiency of this arrangement is good 
because the current drain on the main high 
voltage supply for the modulated amplifier 
and modulator plate(s) is reduced by the 
amount of current borrowed from the re- 
ceiver. At least 80 ma. can be drawn from 
practically all auto sets, at least for a short 
period, without damage. 

It will be noted that with the arrange- 
ment of figure 3, plate voltage is supplied to 
the audio output stage at all times. However, 
when the screen voltage is removed, the plate 
current drops practically to zero. 
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The 200-ohm resistor in series with the 
normally open contact is to prevent excessive 
sparking when the contacts close. If the relay 
feeds directly into a filter choke or large 
capacitor there will be excessive sparking at 
the contacts. Even with the arrangement 
shown, there will be considerable sparking at 
the contacts; but relay contacts can stand such 
sparking quite a while, even on d.c., before 
becoming worn or pitted enough to require 
attention. The 200-ohm resistor also serves 
to increase the effectiveness of the .01-ufd. 
t-f by-pass capacitor. 


Auxiliary Antenna 
Trimmer 


One other modification of 
the auto receiver which 
may or may not be desir- 
able depending upon the circumstances is the 
addition of an auxiliary antenna trimmer 
capacitor. If the converter uses an untuned 
output circuit and the antenna trimmer on the 
auto set is peaked with the converter cut in, 
then it is quite likely that the trimmer adjust- 
ment will not be optimum for broadcast-band 
reception when the converter is cut out. For 
reception of strong broadcast band signals this 
usually will not be serious, but where reception 
of weak broadcast signals is desired the loss in 
gain often cannot be tolerated, especially in 
view of the fact that the additional length of 
antenna cable required for the converter in- 
stallation tends to reduce the strength of broad- 
cast band signals. 

If the converter has considerable reserve 
gain, it may be practicable to peak the an- 
tenna trimmer on the auto set for broadcast- 
band reception rather than resonating it to the 
converter output circuit. But oftentimes this 
results in insufficient converter gain, excessive 
image troubles from loud local amateur sta- 
tions, or both. 

The difficulty can be circumvented by in- 
corporation of an auxiliary antenna trimmer 
connected from the “hot” antenna lead on the 
auto receiver to ground, with a switch in 
series for cutting it in or out. This capacitor 
and switch can be connected across either the 
converter end or the set end of the cable be- 
tween the converter and receiver. This auxil- 
iary trimmer should have a range of about 3 
to 50 uufd., and may be of the inexpensive 
compression mica type. 

With the trimmer cut out and the con- 
verter turned off (by-passed by the “in-out” 
switch), peak the regular antenna trimmer 
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Figure 3. 


USING THE RECEIVER PLATE 
SUPPLY FOR THE TRANSMIT- 
TER. 


This circuit silences the receiver on transmit, 
and in addition makes it possible to use the 
receiver plate supply for feeding the exciter 
and speech amplifier stages in the transmitter. 


on the auto set at about 1400 kc. Then turn 
on the converter, with the receiver tuned to 
1500 kc., switch in the auxiliary trimmer, and 
peak this trimmer for maximum background 
noise. The auxiliary trimmer then can be left 
switched in at all times except when receiving 
very weak broadcast band signals. One of the 
newer mobile converters (Gonset Tri-Band ) 
includes such a provision. 

Some auto sets, particularly certain General 
Motors custom receivers, employ a high-Q 
high-impedance input circuit which is very 
critical as to antenna capacitance. Unless the 
shunt capacitance of the antenna (including 
cable) approximates that of the antenna in- 
stallation for which the set was designed, the 
antenna trimmer on the auto set cannot be 
made to hit resonance with the converter cut 
out. This is particularly true when a long 
antenna cable is used to reach a whip mounted 
at the rear of the car. Usually the condition 
can be corrected by unsoldering the internal 
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connection to the antenna terminal connector 
on the auto set and inserting in series a 100- 
uufd. mica capacitor. Alternatively an adjust- 
able trimmer covering at least 50 to 150 
uufd. may be substituted for the 100-u#fd. 
fixed capacitor. Then the adjustment of this 
trimmer and that of the regular antenna trim- 


mer can be juggled back and forth until a. 


condition is achieved where the input circuit 
of the auto set is resonant with the converter 
either in or out of the circuit. This will pro- 
vide maximum gain and image rejection under 
all conditions of use. 


Reducing Battery Drain 
of the Receiver 


When the receiving 
installation is used 
frequently, and par- 
ticularly when the receiver is used with the 
car parked, it is desirable to keep the battery 
drain of the receiver-converter installation at 
an absolute minimum. A substantial reduction 
in drain can be made in many receivers, with- 
out appreciably affecting their performance. 
The saving, of course depends upon the design 
of the particular receiver and upon how much 
trouble and expense one is willing to go to. 
Some receivers normally draw (without the 
converter connected) as much as 10 amperes. 
In many cases this can be cut to about 5 
amperes by incorporating all practicable modi- 
fications. Each of the following modifications 
is applicable to many auto recéivers. 

If the receiver uses a speaker with a field 
coil, replace the speaker with an equivalent 
PM type. 

Practically all 0.3-ampere r-f and a-f volt- 
age amplifier tubes have 0.15-ampere equiva- 
lents. In many cases it is not even necessary 
to change the socket wiring. However, when 
substituting i-f tubes it is recommended that 
the i-f trimmer adjustments be checked. Gen- 
erally speaking it is not wise to attempt to 
substitute for the converter tube or a-f power 
output tube. 

If the a-f output tube employs conventional 
cathode bias, substitute a cathode resistor of 
twice the value originally employed, or add an 
identical resistor in series with the one al- 
ready in the set. This will reduce the B drain 
of the receiver appreciably without seriously 
reducing the maximum undistorted output. 
Because the vibrator power supply is much 
less than 100 per cent efficient, a saving of 
one watt of B drain results in a saving of 
nearly 2 watts of battery drain. This also 


minimizes the overload on the B supply when 
the converter is switched in, assuming that 
the converter uses B voltage from the auto 
set. 

If the receiver uses push-pull output and 
if one is willing to accept a slight reduction 
in the maximum volume obtainable without 
distortion, changing over to a single ended 
stage is simple if the receiver employs con- 
ventional cathode bias. Just pull out one tube, 
double the value of cathode bias resistance, 
and add a 25-ufd. by-pass capacitor across the 
cathode resistor if not already by-passed. In 
some cases it may be possible to remove a 
phase inverter tube along with one of the 
a-f output tubes. 

If the receiver uses a motor driven station 
selector with a control tube (d-c amplifier), 
usually the tube can be removed without up- 
setting the operation of the receiver. One then 
must of course use manual tuning. 

While the changeover is somewhat expen- 
sive, the 0.6 ampere drawn by a 6X4 or 6X5 
rectifier can be eliminated by substituting six 
115-volt r-m-s 50-ma. selenium rectifiers (such 
as Federal type 402D3200). Three in series 
are substituted for each half of the full-wave 
rectifier tube. Be sure to observe the correct 
polarity. The selenium rectifiers also make a 
good substitution for an 0Z4 or 0Z4-GT 
which is causing hash difficulties when using 
the converter. 

Offsetting the total cost of nearly $4.00 is 
the fact that these rectifiers probably will 
last for the entire life of the auto set. Be- 
fore purchasing the rectifiers, make sure that 
there is room available for mounting them. 
While these units are small, most of the newer 
auto sets employ very compact construction. 


Two-Meter Reception For reception on the 


144-Mc. amateur band, 
and those higher in frequency, the simple con- 
verter-auto-set combination has not proven 
very satisfactroy. The primary reason for this 
is the fact that the relatively sharp i-f channel 
of the auto set imposes too severe a limitation 
on the stability of the high-frequency oscillator 
in the converter. And if a crystal-controlled 
beating oscillator is used in the converter, only 
a portion of the band may be covered by tun- 
ing the auto set. 
The most satisfactory arrangement has been 
found to consist of a separately mounted i-f., 
audio, and power supply system, with the 
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Figure 4, 


FRONT OF THE TWO-BAND 
MOBILE CONVERTER. 


control head of the converter mounted near 
the steering column. The i-f system should 
have a bandwidth of 30 to 100 kc. and may 
have a center frequency of 10.7 Mc. if standard 
i-f transformers are to be used. The control 
head may include the 144-Mc. r-f, mixer, and 
oscillator sections, and sometimes the first i-f 
stage. Alternatively, the control head may in- 
clude only the h-f oscillator, with a broad- 
band r-f unit included within the main receiver 
assembly along with the i.f. and audio system. 
Commercially manufactured kits and complete 
units using this general lineup are available. 
An alternative arrangement is to build a 
converter, 10.7-Mc. i-f channel, and second 
detector unit, and then to operate this unit 
in conjunction with the auto-set power supply, 
audio system, and speaker. Such a system makes 
economical use of space and power drain, and 
can be switched to provide normal broadcast- 
band auto reception or reception through a 
converter for the h-f amateur bands. 


One-Tube Mobile Converter 
For 10 and 75 


The simple converter shown in figures 4 
through 7 provides reception over the fre- 
quency ranges from 26.5 through 30 Mc. 


and 3500 through 4000 kc. when operated 
into a standard broadcast-band auto radio re- 
ceiver. The converter uses a single tube, a 
single-ended Loctal type 7S7, and operates 
into an intermediate frequency of 1500 to 
1600 kc. Power supply requirements for the 
converter are low enough so that power may 
be furnished by the auto receiver. 


Circuit of the 
Converter 


A type 7S7 tube was chosen 
for use in the converter pri- 
marily as a result of its rela- 
tively high conversion conductance of 525 
micromhos. This value of conductance results 
in a slightly higher overall gain in the con- 
verter than could be obtained with the more 
standard types of tube such as the 6K8 or the 
6SA7. Also, the single-ended Loctal construc- 
tion of the tube contributes to circuit layout 
and to stability with respect to the mechanical 
vibration encountered. 

The 7S7 tube is a triode-heptode converter 
with internal injection between the triode grid 
and the number 3 grid of the heptode. Seriesed 
tank circuits are employed both in the oscil- 
lator portion of the circuit and in the antenna 
circuit. Through the use of the series-tank 
arrangement a lower value of loss is obtain- 
able since the high-potential end of the tank 
circuit for the high-frequency band is effec- 
tively isolated from the selector switch. Then, 
when the switch is placed in the position for 
the low-frequency band, the high-frequency 
tank is in series with the low-frequency tank 
circuit. The effect of having the high-frequen- 
cy tank in series with that for the low-fre- 


Figure 5. 
SIDE VIEW OF THE CONVERTER. 
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quency band is relatively minor. Reference to 
the schematic diagram of figure 7 will indi- 
cate the circuit details of the bandswitching 
method. 

The oscillator tank circuits, L: and L», must 

be solidly constructed and rigidly mounted. 
All components must be firmly held in place 
in such a manner that they cannot vibrate 
when the car is in motion. This requirement is 
particularly important in regard to the com- 
ponents for the 28-Mc. band. Any vibration 
in the oscillator tank circuit will show up as 
severe frequency modulation of an incoming 
signal when the car is in motion. Even a small 
amount of vibration of the components can re- 
sult in a degree of frequency modulation which 
will make it completely impossible to read an 
incoming signal with the car moving. This ef- 
fect will disappear, of course, as soon as the 
cat is stopped. 
The Antenna Circuit It will be ‘noted that 
two tank circuits are 
connected in series in the antenna circuit the 
same as in the oscillator circuit. The tank 
circuit for the 3.5-Mc. band is at the low- 
potential end, and is shorted out when the 
selector switch is in the 28-Mc. position. The 
main tuning capacitor Cin, is connected per- 
manently to a tap on the 28-Mc. coil. The 
negligible impedance of this tuned circuit on 
the 3.5-Mc. band results in the tuning capaci- 
tor being effectively connected to the top end 
of the tank coil on the lower frequency 3.5- 
Mc. band. 

Conventional inductive coupling from the 
antenna transmission line to the tank coil is 
used on the 28-Mc. band. Completely satis- 
factory results will be obtained with a conven- 
tional whip, 6 to 11 feet in length, as the re- 
ceiving antenna on the 28-Mc. band. How- 
ever, a quite different condition exists on the 
3.5-Mc. band. Any conventional whip antenna 


will appear as a moderate value of capacitance 
with a negligible value of radiation resistance 
to the end of the antenna transmission line. 
The matter of the antenna for mobile opera- 
tion on the 3.5-Mc. band has been discussed 
in some detail at the beginning of this chap- 
ter. But suffice to say that if a conventional 
unloaded whip is to be used for receiving, 
results will certainly not be very satisfactory 
as only the loudest signals on the band will 
be heard. Also, the feed line from the antenna 
terminal of the converter to the base of the 
antenna should be as short as possible and 
should be of the lowest capacitance cable ob- 
tainable. Even then, the entire feed line and 
antenna system must be treated as a capaci- 
tance with a small amount of signal pickup. 
Hence the tuning system indicated for the 
3.5-Mc. band on the schematic diagram of 
figure 7. 

If a good antenna is to be installed on the 
car for 3.5-Mc. mobile work (such as some 
type of loaded affair), then inductive coupling 
from the feed line to the antenna coil L: may 
be used, the same as has been done for the 
28-Mc. band on Ls. The bottom end of capaci- 
tor C: should be grounded with this type of 
antenna coupling so that this capacitor may 
act as the trimmer for the antenna tank circuit. 
Much improved reception will be obtained 
with this type of antenna and the inductive 
method of antenna coupling. But any short 
loaded antenna for the 3.5-Mc. band will 
necessarily be rather sharp in its tuning char- 
acteristics. So only a selected portion of the 
amateur band will be received with maximum 
signal pickup for any given set of tuning con- 
ditions at the antenna loading coil. 


Output Circuit 
of the 787 


The output tank in the plate 
circuit of the 7S7 converter 
stage may be any i-f trans- 
former with a primary winding capable of 


Figure -6. 
UNDERCHASSIS OF 
THE CONVERTER. 
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tuning to 1500 kc. Some experiment will be 
required in determining the number of turns 
on the secondary of Ls. The input circuit of 
most broadcast auto receivers is quite high in 
impedance, and is designed to operate from 
a signal source with a moderate amount of 
capacitance to ground. Hence the first test 
might be made with a conventional 1500-kc. 
double-tuned i-f transformer with the primary 
unchanged and with the tuning capacitance 
removed from the secondary. It will probably 
be found that there is too much circuit capaci- 
tance for resonance in the secondary winding 
under these conditions so some turns will have 
to be removed from the secondary. The actual 
tuning procedure of the installation will be 
described in the following paragraphs. 


Alignment of 
the Converter 


The alignment procedure for 
the converter is relatively sim- 
ple, but it can be carried out 
much more conveniently and successfully on 
a table in the operating room rather than with 
the converter installed in the car. Connect 
power supply voltages to the converter, and 
bring a short lead from the antenna post of 
the station communications receiver into the 
vicinity of the oscillator circuits of the con- 
verter. The intermediate frequency to be used 
with the converter should now be established. 
It is merely necessary to choose some frequency 
between 1450 and 1550 kc. which is not in 
use by some local broadcast station, and which 
can be tuned by the receiver in the car. If 
we assume that 1500 kc. is to be used, this 
value should be added to the frequency cov- 
erage of the oscillator in the converter. The 
oscillator is on the high side for both bands. 
This means that the oscillator must cover 
5000 to 5500 kc. with some leeway at each 
end for the 3.5 to 4.0 Mc. band; and the 
oscillator must cover from about 28.0 to 31.5 
Mc. to give reception from 26.5 Mc. through 
30 Mc. 

Adjustment of the oscillator coverage should 
be accomplished first on the 28-Mc. range. 
Only a variation in the setting of the zero- 
coefficient ceramic trimmer C: will be re- 
quired if the oscillator coil has been made 
and tapped as specified. Then the bandswitch 
should be placed in the 3.5-Mc. position and 
the tuning slug in L: varied until coverage 
from about 4950 to 5550 kc. is obtained. 

The output coaxial cable from the converter 
is now connected to the input of the communi- 


cations receiver and the receiver tuned to the 
frequency which has been chosen as the i.f.— 
1500 kc. in the example mentioned. The tuned 
circuit in the plate of the 7S7 is peaked for 
maximum noise output. The bandswitch is 
now placed in the 28-Mc. position and capaci- 
tor Cs peaked for maximum noise level on 
the 28-Mc. band. If a signal generator is 
available it may be used to check the tracking 
of the converter over the 28-Mc. band and to 
give an idea as to the relative sensitivity of 
the converter. If a signal generator is not 
available, the converter may be peaked with 
the aid of signals received in the 27 to 29.7 
Mc. range. 

Alignment of the 3.5-Mc. range of the 
converter must be accomplished with the 
equipment installed in the automobile, if the 
antenna input circuit of figure 7 has been 
used. However, if the feed line from the an- 
tenna to the converter actually is operating as 
a matched line instead of as a capacitance (as 
discussed in a previous paragraph) the induc- 
tive input circuit may be used. With this type 
of input circuit the converter may be tracked 
and aligned on the bench before installation 
in the car. With the type of input circuit 
shown in figure 7 the converter should be 
installed and capacitor C: peaked for maxi- 
mum noise level in the center of the desired 
band, probably about 3925 kc., with the an- 
tenna extended the normal amount. 


Matching the Converter Automobile broad- 
to the Broadcast Receiver cast receivers are 

designed to operate 
from an antenna with a specified capacitance 
range to ground. A trimmer is provided on 
these receivers to compensate for variations in 
the capacitance to ground of the actual an- 
tenna in use. With the receiver tuned for a 
particular capacitance to ground, a large de- 
terioration in performance will be encountered 
when the value of this capacitance is changed 
without a compensating change in the setting 
of the trimmer in the receiver. Consequently 
it is important that the input of the broad- 
cast receiver see the same value of capacitance 
whether the converter is in operation or the 
receiver is being fed directly from the an- 
tenna. 

After the converter is installed, with plate 
and heater voltage taken from within the 
broadcast receiver by means of a shielded 
cable and plug, the switch on the front of 
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Figure 7. 
SCHEMATIC OF THE TWO-BAND CONVERTER. 


Ci,, Ci,—Dual 100-uufd. variable (National STHD- 
100) with three plates removed from each stator 
section 

C:.—4.5-25 wufd. zero-coefficient ceramic trimmer 
(Centralab 822AZ) 

C;—7-35 uwufd. ceramic trimmer (Centralab 820C) 

C:—10-100 wyufd. ceramic trimmer (Centralab 
823BN) 

C;—20-125 ywufd. ceramic trimmer (Centralab 823 
AN) 

C.—Omit when whip antenna used—10-100 wuyfd. 
ceramic trimmer 

Li—5 turns no. 14 tinned on 14-inch insulator spaced 
to 12”, tapped at 312 turns, with 4 turns no. 22 
enam. on bottom for tickler 


L2—20 turns no. 22 enam. closewound on National 
XR-50 slug-tuned form 

L;—9 turns no. 14 tinned, air wound, 2” dia. by 
1” long, tapped 4 turns from ground end, 4-turn 
link for antenna coupling 

Li—-38 turns no. 22 enam. closewound on 34-inch 
dia. form (Amphenol no. 24) 

1500-ke. i-f transformer with trimmer removed 
from secondary. A 1415-ke. transformer of the 
type removed from a BC-454 command set was 
used in the model illustrated. 

S—5-pole 3-position switch made up from Centralab 
“Switchkit..” Ceramic deck used for coil switch- 
ing; other decks are wafer type. 


Ls 


the converter is placed in the position which 
allows broadcast reception. If a whip antenna 
is being used for reception it will be possible 
to vary the trimmer in the front end of the 
broadcast receiver until maximum sensitivity 
on the broadcast band is obtained. If a low- 
impedance transmission line from an antenna 
on the rear of the car is to be used it probably 
will be necessary to install an additional ca- 
pacitor, Cs, in series with the lead between 
the two switch sections. This capacitor is in 
series with the feed line on the broadcast 
band; variation in this capacitance about a 
value in the vicinity of 75 uufd. will allow 
the car receiver to be peaked in spite of the 


rather large feed-line capacitance to the rear 
of the car. Further information on this prob- 
lem has been given earlier under “Auxiliary 
Antenna Trimmer.” 

After the installation has been peaked for 
maximum sensitivity on the broadcast band 
with the existing antenna and feed line combi- 
nation, the converter should be switched to 
the 28-Mc. position. The trimmer across Ls 
should be peaked for maximum noise level on 
the 28-Mc. band or for maximum strength of 
a recieved signal. It is quite likely that in- 
sufficient overall gain will be obtained as a 
result of the detuning of the input circuit of 
the broadcast receiver. With step-by-step varia- 
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tion in the number of turns on the link 
winding of Ls and in the capacitance of Cs 
it will be possible to obtain optimum coupling 
of the signal from the converter into the broad- 
cast receiver, and at the same time peak up 
the first tuned circuit in the broadcast set 
for maximum overall gain. 


Construction The unit illustrated was con- 
structed on a 3 by 614 by 2 
inch chassis of the type used in a surplus 
marker-beacon receiver. The case for the origi- 
nal receiver also serves as the shield cover for 
the converter. A moderate amount of varia- 
tion in layout is permissible since only one 
tube is used and internal shielding is not 
critical. The form factor of the equipment can 
be varied considerably if it is necessary to fit 
the completed converter into the glove com- 
partment, below the dash, or onto the steer- 
ing column. The most important considera- 
tion is that the unit be completely shielded 
by a cover that completely encloses the as- 
sembly. Next most important is that the leads 
which supply plate and heater voltage to the 
equipment be properly shielded throughout 
their length from the car receiver to the con- 
verter, and that these leads be by-passed by 
low-inductance ceramic by-pass capacitors at 
each end. Also, make sure that the shield 
cover for the unit is securely fixed to the panel 
at the front and to the chassis at the rear. 
If the cover is permitted to vibrate with re- 
spect to the chassis it is probable that serious 
frequency modulation of incoming signals will 
occur whenever the automobile is in motion. 

The factors involved in the installation of 
a noise limiter and in the deriving of plate 
and heater voltage for the converter from the 
broadcast receiver have been discussed earlier 
in this chapter. 


19-2 Mobile 


Transmitters 


As in the case of transmitters for fixed-sta- 
tion operation, there are many schools of 
thought as to the type of transmitter which is 
most suitable for mobile operation. One school 
states that the mobile transmitter should be of 
very low power drain, so that no modification 
of the electrical system of the automobile will 
be required, and so that the equipment may be 


operated without serious regard to discharging 
the battery when the car is stopped, or over- 
loading the generator when the car is in 
motion. This point of view has much to com- 
mend it. 

However, the majority of mobile transmit- 
ters ate powered by a PE-103 dynamotor, 
which may be operated from a level somewhat 
below its nominal rating to a level somewhat 
above. A considerable amount of information 
on the conversion and operating characteristics 
of the PE-103 is given in later portions of 


this chapter. 


12-Watt 3.9-Mc. and 28-Mc. 
Mobile Transmitter 


With the opening of the 75-meter band 
to mobile radiophone operation, a large num- 
ber of amateurs have had to revise their think- 
ing about mobile operation. All previous op- 
eration has been on the 28-Mc. band and on 
the v.h.f.’s. The little transmitter shown in 
figures 8, 9, and 10 was designed to assist 
the average amateur in giving mobile opera- 
tion a fling without too much capital invest- 
ment. Both the component requirements and 
the power drain of this small transmitter are 
modest; yet it runs 12 watts input to the final 
stage and is capable of instant change from 
the 10-meter band to the 75-meter band at 
the flick of a switch. 

The transmitter is designed for operation 
from a single 300-volt 100-ma. power sup- 


Figure 8. 


TOP OF THE 12-WATT TWO-BAND 
MOBILE TRANSMITTER. 
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Figure 9. 


UNDERCHASSIS OF THE 12-WATT 
MOBILE TRANSMITTER. 


ply. Two power units which have proven sat- 
isfactory for use with the transmitter are the 
Mallory VP-552 Vibrapack and the 9-volt 
dynamotor from a Model ABK or SCR-595 
IFF transpondor. The 9-volt dynamotor was 
designed to deliver 450 volts, but when op- 
erated from a 6-volt supply it delivers about 
280 volts at a 100-ma. load. A photograph 
of the separate power unit for this transmit- 
ter is shown in figure 11, while the sche- 
matic diagram is shown in figure 12. Note 
that an inexpensive automobile-horn relay is 
used as the contactor to control the dynamotor. 
Circuit Design A unique feature of this 
transmitter which adds great- 
ly to operating convenience is the fact that 
it can be completely pre-tuned for operation 
on both the 75-meter phone band and on 
either the 10-meter or the 11-meter bands. 
The selector switch, Si, selects the crystal and 
the pre-tuned tank circuits for either band of 
operation. A 6AQ5 tube is used as a conven- 
tional crystal oscillator with a 3.9-Mc. crystal 
for the 75-meter band, while this same tube 
acts as a harmonic oscillator with a crystal in 
the 13.5 to 14.85 Mc. range to give excita- 
tion to the GAQS5 final amplifier in the 27 to 
29.7 range. Tank circuit C:L: tunes to the 


10-meter band while CL: tunes to the 3.9- 
Mc. band. 

Shunt feed is used to the plate of the 6AQ5 
final amplifier so that different types of output 
circuits may be used between the plate of the 
tube and the antenna circuit. Tank LiCs for 
the 10-meter range is a conventional parallel- , 
tuned circuit with a link wound over the low- 
potential end of the coil for antenna coupling. 
It may be found desirable to insert a 75-upfd. 
APC capacitor (C;) in series with the lead 
from the link coil to the antenna-selector por- 
tion of S:. Through the use of this capacitor 
the power input to the final amplifier of the 
transmitter may be varied by varying the an- 
tenna coupling. This capacitor also can serve 
to tune out any reactance which may exist 
in the antenna circuit on the 28-Mc. band. 
This capacitor is shown dotted in figure 10. 
A conventional 8-foot to 12-foot whip an- 
tenna will be found best for operation on the 
10-meter band. Coaxial cable such as RG- 
8/U, RG-58/U, or RG-11/U will prove satis- 
factory for the lead from the base of the an- 
tenna to the transmitter. 

A conventional pi network is switched in 
as a coupler when the transmitter is changed 
over for operation on the 75-meter band. This 
type of coupler has been used since it allows 
a wide degree of flexibility in the value of 
antenna impedance which may be matched to 
the plate of the final-amplifier tube. Antennas 
for 75-meter mobile operation are discussed in 
Section 19-3 of this chapter. 

The modulator for the transmitter is quite 
conventional, except in one respect; the carbon 
microphone is connected in the cathode cir- 
cuit of the first speech tube. The 6C4 tube 
is operated as a grounded-grid amplifier, with 
its plate circuit driving the grids of the 6AQ5 
modulator tubes through a push-pull input 
transformer. The 6C4 cathode current pro- 
vides the microphone current for the carbon 
button. Surplus microphone type T-17B has 
proven quite adequate for use in this circuit. 
The circuit eliminates the microphone trans- 
former and the microphone-voltage filter which 
is almost invariably required when the micro- 
phone is operated from the 6-volt line. The 
6AQ5 tubes operate into a plate-to-plate load. 
impedance of about 10,000 ohms, while the 
final amplifier presents a load of about 7500 
ohms to the secondary when it is running at 
40 ma. with 300 volts on the plate. The 
6AQ5’s have more than adequate power output 
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Figure 10. 
SCHEMATIC DIAGRAM OF THE 10/75 METER MOBILE TRANSMITTER. 


C:—50-uufd. APC capacitor 

C:—100-uufd. APC capacitor 

C;—25-uufd. APC capacitor 

C:—75-yuufd. APC capacitor 

C;—140-uufd. APC capacitor 

C;,—Ceramic padding capacitor (see text) 
7—75-uufd. APC capacitor 

Li—-6 turns no. 18, 34” dia., spaced to 34” 

L:—42 turns no. 24, 34” dia., closewound 

L;—6 turns no. 18, 34” dia., 34” long, with 3-turn 
link (B&W 3010 Miniductor), with 2 turns added 
from ground point for neutralizing 

Li—38 turns no. 22 enam., 1” dia., 1” long (Na- 
tional XR-2 form) 


L;—9 turns no. 18, 12” dia., closewound 
NC—2.5-6-yufd. ceramic trimmer 

Xi—14-Me. crystal (James Knights type H-73) 
X2—3.9-Me. crystal (James Knights type H-73) 


Ti—10,000-ohm plate to p-p grids driver (Stancor 
A-4734) 


10-watt mod. trans. 10,000 ohm pri. ‘to 8000 
ohms (Peerless M-2103X) 


RFC—2.5 mh. (National R-100U) 


Si—3-deck 4-pole double-throw ceramic (Made from 
Centralab Switchkit) 


Power connector—Jones P-308AB 


Tz 


to modulate the 12 watts input to the final 
amplifier. 

The transmitter is constructed on a 7 by 9 
by 2 inch aluminum chassis. Steel can of 
course be used, but aluminum is capable of 
lower losses from the fields around the tank 
coils, and the aluminum is much easier to 
work. The construction of the unit is appar- 
ent from the photograph. The switch and tank 
circuits occupy more than one half of the 
chassis, while the modulator and tubes take 
up the balance. 

Wiring is accomplished with conventional 
stranded hookup wire for all the d-c and audio 
circuits and with no. 14 tinned wire for all 
the r-f circuits. Coil Ls is self-supporting, 
while Li and L: are wound on Amphenol no. 
24 polystyrene coil forms. Ls is a portion of a 


B&W no. 3010 Miniductor, while L: is wound 
on a National XR-2 coil form. 

Tuning Procedure Two closed-circuit jacks 
are included in the chassis 
of the transmitter unit. One jack is used to 
measure grid current to the 6AQ5 amplifier, 
while the other jack is used to measure the 
sum of the plate and screen current to the 
same tube. A 0-50 d-c milliammeter may be 
plugged into either jack for measurement of 
the appropriate currents while tuning the 
transmitter. When tuning the antenna system 
it will probably be found most satisfactory to 
mount an insulated jack on the bumper apron 
at the rear of the car. Then a plug from this 
jack may be plugged into the plate-current 
jack on the transmitter. Through this arrange- 
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Figure 11. 


SHOWING THE DYNAMOTOR 
UNIT FOR THE 12-WATT 
TRANSMITTER. 


The dynamotor is a 9-volt to 450-volt unit 
removed from a surplus IFF transpondor. The 
blower assembly has been removed from the 
far end, although half the blower housing 
still remains. The reduction-gear assembly 
has been removed from the near end of the 
dynamotor. The plug and cable in the rear 
connect the dynamotor to the 12-watt mobile 
transmitter. 


ment the trunk may be closed for tuning the 
antenna system, yet plate current to the final 
amplifier may be measured by a milliammeter 
plugged into the external jack. 

Normal grid current to the 6AQ5 final 
amplifier will run about 3 ma., although 2 
to 2.5 ma. is adequate for satisfactory opera- 
tion of the stage. On the 3.9-Mc. band, where 
the crystal stage operates as a conventional 
tuned-plate oscillator, it will be found neces- 
sary to detune C: on the plate tank of the 
oscillator slightly on the low-capacitance side 
of maximum output. This procedure is stand- 
ard for a straight crystal oscillator to insure 
that the crystal will start reliably. On the 28- 
Mc. band the tank circuit in the plate of the 
crystal oscillator is peaked for maximum grid 
current to the final amplifier. It will be found 
best to listen to the output frequency of the 
oscillator plate tank in a 28-Mc. receiver, to 
insure that the correct harmonic of the crystal 
oscillator is being tuned. 


Neutralization of 
the Final Amplifier 


After excitation to the 
final amplifier has been 
obtained on both bands, 


the next procedure is to neutralize the 6AQ5 
stage on the 28-Mc. band. Neutralization is 
not required on the 3.9-Mc. band. 

The neutralizing procedure is as follows: 
Plug an open-circuited phone plug into the 
plate-current jack. Plug the milliammeter into 
the grid-current jack. Then apply plate volt- 
age to the transmitter and tune for maximum 
grid current to the 6AQ5 on the 28-Mc. band. 
Now vary the adjustment of the 28-Mc. plate 
tank capacitor, CG:;, while noting the indica- 
tion on the grid milliammeter. It probably 
will be noticed that there is a considerable 
kick in the grid current as the plate tank 
circuit is tuned through resonance. Now 
change the setting of NC and retune C: again 
for maximum grid current. Again tune Cs 
through resonance and see if the kick in grid 
current has been reduced. If the kick has been 
reduced, advance NC further in the same di- 
rection; if the kick was increased, move NC 
in the opposite direction. After a few tries, 
a setting for NC will be found where the 
tuning of C; through resonance will cause no 
change in the grid current of the 6AQ5. The 
final amplifier stage has been neutralized 
when this condition is reached. 


Tuning the 
Output Circuit 


The loading procedure for 
the final amplifier on the 
28-Mc. band is standard. 
The plate tank is dipped to resonance without 
the antenna connected. Then the antenna is 
connected, the tank tuned slightly to make 
sure that it is at resonance, and the plate cur- 
rent is noted. The number of link turns on 
L: and the setting of the series capacitor C; 
are varied until the indication on the plate- 
and-screen milliammeter is about 45 ma. at 
resonance. 

A pi network of the type indicated in figure 
10 for use on the 3.9-Mc. band is satisfactory 
for feeding an antenna system which has a 
relatively low value of feed-point impedance. 
Such an antenna might consist of a center- 
loaded radiator with the value of loading in- 
ductance varied until the impedance at the 
base of the antenna is an approximate match 
for a coaxial feed line. 

If the pi-network loading arrangement 
shown in figure 10 is used in conjunction with 
an antenna system which presents a relative- 
ly low value of load impedance, it will be 
found necessary to experiment with the value 
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DYNAMOTOR 


300 Vv. 
100 MA. 


+300 Vv. 


AUXILIARY 
MIKE JACK 


ate CONTROL BOX AT OPERATING POSITION 


Figure 12. 


SCHEMATIC OF THE DYNA- 
MOTOR AND TRANSMITTER 
CONTROL CIRCUIT. 


Although the main control for the transmit- 
ter is at the operating position, provision is 
made for alignment at the transmitter by 
closing the auxiliary filament switch and plug- 
ging the microphone into the auxiliary mike 
jack. The two-circuit filament switch at the 
operating position prevents turning on the 
dynamotor unless the filaments are lighted. 
An inexpensive automotive horn relay is used 
at K to control the dynamotor. The three 
connections to the usual type of horn relay 
are indicated by the three letters encircled 
on the drawing. The filament pilot lamp will 
light whether the heaters have been turned 
on at the transmitter or at the operating 
position. 


of capacitor used at Cs. For a first test it 
is best to place a 500-uufd. ceramic capacitor 
at this position. Then, with the load con- 
nected, dip C: to resonance and note the 
minimum plate current. The objective of the 
tuning procedure is to obtain the rated value 
of about 45 ma. of plate current plus screen 
current to the GAQ5 with the largest possible 
value of total capacitance at Cs plus Cy. If the 
minimum dip in plate current is too low, de- 
crease the setting of Cs and again dip C.. If 
the plate current dip is still too low, assuming 


that the out-of-resonance plate current exceeds 
the desired value, decrease the value of the 
shunting capacitor Cs. If the antenna is pre- 
senting a very low value of load impedance to 
the transmitter it may be found necessary to 
reduce the number of turns in L: to obtain 
proper loading. When the transmitter is loaded 
properly it will be found that the plate current 
at resonance is only about 10 per cent less 
than the out-of-resonance plate current. 

No difficulty should be encountered in get- 
ting the modulator to operate properly. How- 
ever, it will be found that close talking is 
required to obtain full modulation with a 
T-17 microphone. Other single-button carbon 
microphones, including the “F-1 unit” and the 
military “lip mike” type will give greater 
modulation for the same voice level. A sug- 
gested control circuit for the transmitter is 
indicated in the schematic of figure 12. 


De-Luxe 50-Watt 
Portable or Mobile 


After an extended period of operation with 
the usual type of mobile transmitter the oper- 
ator of such a unit usually will reach a set of 
conclusions as to desirable features to be in- 
cluded in his next mobile transmitter. Such a 
set of conclusions probably will include the 
following: 

(1) The transmitter should not be installed 
under the rear deck. A transmitter installed in 
an inaccessible position such as this is difficult 
to tune at any time and quite awkward to ad- 
just during a period of inclement weather. 
Also, there always is some doubt as to whether 
the output circuit is properly tuned when the 
deck is closed and the automobile is out in 
open country. Loaded antennas are quite criti- 
cal as to tuning, and may be detuned materially 
by the presence of buildings and. overhead 
wires at the location where the transmitter 
output circuit was tuned. The preferable loca- 
tion for the transmitter is in the front compart- 
meat, probably on the fire wall of the auto- 
mobile. 

(2) The transmitter should be capable of 
operation on the 10, 20, and 75 meter ama- 
teur phone bands, preferably by switching 
from the front panel of the unit and not by 
changing coils. 

(3) The transmitter should include a v.f.o., 
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Figure 13. 


FRONT OF THE DE-LUXE MOBILE 
TRANSMITTER. 


The v-f-o tuning head is shown alongside. 
Mike gain, power cable connector, and mike 
connector are on the left side, with the an- 
tenna cable connecter on the right. The crystal 
socket can be seen at top left on the front 
panel. Panel controls are, from top to bottom 
along the left: v.f.o.-crys‘al selector switch, 
14-Mc. multiplier tuning, 28-Mc. multiplier 
tuning, exciter bandswitch. The center control 
is the meter switch. On the right at top is 
the pi-network output capacitor, below it is 
the pi-network bandswitch, and at bottom is 
the 807 plate tuning capacitor. 


and should be capable of v.f.o. control or 
crystal control on all three bands. Crystal con- 
trol is desirable for spot frequency operation 
and v-f-o control should be available for mov- 
ing from beneath QRM and for moving to any 
desired frequency in the 10, 20, and 75 meter 


bands for calling purposes. It is quite discon- 
certing to be travelling through a town where 
a group of amateurs are in local contact, yet 
to be unable to break these stations due to in- 
ability to move to the operating frequency of 
the stations. 

(4) The transmitter should be completely 
enclosed, and should be easily removable for 
bench testing. As an extension of this thought, 
the transmitter also should be usable as a 
portable equipment merely by plugging in an 
appropriate power unit. 

(5) The transmitter should be TVI proof. 
Hit-and-run TVI must be eliminated as TV 
reception spreads to include all the major 
population areas of the country. This also is 
important for some types of portable opera- 
tion and for intermittent use of the trans- 
mitter at the home station. 

(6) The control circuits of the transmitter 
should be flexible. It should be possible to 
tune the exciter to the desired frequency with- 
out applying plate voltage to any of the higher 
level stages. Also, it should be possible to turn 
on the v.f.o. for frequency spotting without 
disabling the receiver or turning on the output 
stage of the transmitter. 

(7) Trick circuits requiring special high- 
frequency crystals are not desirable for obtain- 
ing 10-meter excitation to the final stage. A 
standard exciter unit which will use standard 
3.5-Mc. and 7-Mc. crystals would be desirable, 
but the exciter should require a minimum of 
heater and plate power. 

The transmitter described in the following 
paragraphs and illustrated in figures 13 
through 22 meets all the requirements listed 
above, and offers several additional operating 


Figure 14, 


THE R-F UNIT OF THE 
TRANSMITTER, 


The various connectors and 
the power-lead filter have 
been removed from the case 
for this photograph. Note 
the shield on the rear of the 
milliammeter. The small 4- 
prong plug supplies power 
to the speech amplifier. The 
major portion of the exciter 
assembly is mounted on the 
bent aluminum vertical 
chassis. The 6AK6 28-Mc. 
multiplier tube is mounted 
between the 807 tube shield 
and the front panel. 
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conveniences, such as a pi-network output 
circuit on all bands, provision for operating 
the complete exciter unit from the 200 to 250 
volt plate supply of the auto receiver, and 
provision for using a dynamic or ceramic- 
crystal microphone. 
The Exciter Unit The r-f exciter portion of 
the transmitter is the heart 
of the whole equipment and is the result of 
an extended amount of development work. 
Although the exciter requires a total of four 
tubes, these are all low-current types so that 
the entire exciter requires a plate supply of 
only 40 ma. at 225 volts for v-f-o operation 
on the 28-Mc. band. Also, the total heater 
current requirement for the exciter, when all 
tubes are operating as on the 28-Mc. band, 
is 0.75 amperes. Each of the tubes in the ex- 
citer requires about 10 ma. at 225 volts. 
Hence, dropping the v.f.o. tube (6CBG6) for 
28-Mc. crystal operation decreases the drain 
to about 30 ma., and so forth down to a total 
current drain of the exciter of 10 ma. for 
crystal operation on the 75-meter band; or 
about 20 ma. for 75-meter v-f-o operation. 

The heaters of the 6CB6 v-f-o tube and the 
6AK6 crystal stage or first multiplier are on 
at all times. The GAKG6 14-Mc. and 28-Mc. 
multipliers have their heaters lighted only 
when the transmitter is being operated on 
either of the latter two bands. Plate voltage 
is removed from the 6CB6 when v-f-o opera- 
tion is not being used. Type GAK6 tubes have 
been used throughout the exciter (except for 
the v-f*o tube where a higher Gm was re- 
quired) as a result of their low heater and 
plate current requirements (150 ma. heater 
current and about 10 ma. plate current as 
mentioned above) and because these tubes 
require only a relatively small amount of ex- 
Citation voltage for efficient operation as fre- 
quency multipliers. Type 6C4 miniature triodes 
also were tried; while these tubes required the 
same heater and plate current for the same 
output, they required considerably more ex- 
citation for efficient operation as frequency 
multipliers, thus precluding the use of broadly 
resonant tank circuits in the 3.5-Mc. and 7- 
Mc. stages. 


The 6AK6 
Oscillator-Multiplier Stage 


With switch S: in 
the lower position 
the first GAK6 
operates as a Colpitts harmonic crystal oscil- 


Figure 15. 


INSIDE VIEW OF THE V-F-O 
TUNING HEAD. 


lator. The circuit will oscillate with any crystal 
whose fundamental frequency is between 2 and 
10 Mc., regardless of the conditions in the 
plate circuit of the tube. It is merely necessary 
to plug in the crystal and apply plate voltage; 
if the crystal is within that range and has 
normal activity, it will oscillate. 

Crystals in the 3.5-Mc. to 4-Mc. range 
normally would be used for operation on the 
80-meter or 75-meter bands, and both 3.5-Mc. 
and 7-Mc. crystals may be used for operation 
on the 14-Mc. and 28-Mc. bands. Coils L: and 
L; in the plate circuit of this tube are broadly 
resonant and slug tuned. With switch S: in 
the 80-meter position, broadly-resonant coil 
Ls is connected to feed plate current to the 
6AK6, and excitation from the plate of this 
tube is fed directly to the grid of the 807 
final amplifier. No tuning of the exciter por- 
tion of the transmitter is required for opera- 
tion on any frequency within the 3.5 to 4-Mc. 
range. The grid current to the 807 will be 
between 3.5 and 5 ma. for normal operation 
of the transmitter, with either crystal or v-f-o 
excitation, at any frequency within this range. 


The 14-Mc. and 28-Mc. The heaters of the 
Multipliers next two 6AK6 
tubes are lighted 
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only when the exciter bandswitch S: is in such 
a position that the operation of the tubes is 
required. Hence, when either of these tubes 
is picked up by the bandswitch, a period of 
10 seconds or so should be allowed for the 
heaters to come to operating temperature. 

With S: in either the 20 or 10 meter posi- 
tion, broadly resonant 7-Mc. coil L: is in the 
plate circuit of the 6AK6 oscillator-multiplier, 
and the output of this tube is fed to the grid 
of the GAK6 14-Mc. multiplier. The 6AK6 
oscillator-multiplier acts‘as a doubler for v-f-o 
operation on these bands, or when a 3.5-Mc. 
crystal is being used; it operates straight 
through with a 7-Mc. crystal. 

For operation with the excitation switch 
S: in the 14-Mc. position, the heater circuit 
of the 28-Mc. doubler is open, and the plate 
circuit of the 14-Mc. doubler is capacitively 
coupled to the grid of the 807. The tuning 
capacitor across Li in the plate of the 14-Mc. 
6AK6 doubler is resonated to the operating 
frequency by a panel control. But since the 
input capacitance of the 807 with the extra 
switching circuit and the longer grid lead is 
about 7 uufd. greater than that of the follow- 
ing G6AKG, a trimmer capacitor is connected 
from the grid of the GAK6 28-Mc. multiplier 
to ground. This trimmer is adjusted to such a 
setting that the tuning capacitor across L: need 
not be changed when the bandswitch is changed 
from the 14-Mc. to the 28-Mc. position. Coil 
Ls in the plate circuit of the 28-Mc. multiplier 


also is tuned by a panel control. Grid current 
to the 807 under normal operating conditions 
with 225 volts on the exciter will be between 
3 and 4.5 ma. for operation on any frequency 
within the 20, 11, and 10 meter bands. 


The 6CB6 
Remotely-Tuned V.F.O. 


The Clapp oscillator 
v.f.o. of the transmit- 
ter is unique in that 
the tuned circuit of the v.f.o. is remote from 
the transmitter itself, and is connected to it 
by means of coaxial cable. This is a great 
operating convenience, especially in mobile 
work, since the transmitter proper may be 
mounted some distance from the driver’s 
seat, but the tuning head of the v.f.o. may be 
placed alongside the receiver. In the unit 
illustrated the cable between the tuning unit 
and the transmitter is only about 20 inches 
long, since the transmitter is mounted under 
the dash. But in a test installation the coaxial 
cable between the tuning unit and the trans- 
mitter was made 25 feet long without deleter- 
ious effects. It was necessary only to compen- 
sate for cable capacitance at the transmitter 
end by decreasing the capacitance of the grid- 
cathode and cathode-ground capacitors of the 
6CB6 oscillator. 

The principle of remote-tuning of the v.f.o., 
which is made possible through the use of the 
Clapp oscillator circuit, is of considerable 
convenience in the home-station installation 
also, since the small tuning head may be 


Figure 16. 


REAR VIEW 
SHOWING THE 
MODULATOR’ INSTALLED 
The r-f unit had been removed 


from the case when this 
photograph was taken. 
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placed alongside the receiver on the operating 
table, with a coaxial cable running from it to 
the shielded transmitter at any place in the 
room or even in another room. In this way 
the tuning head is effectively isolated from the 
heat and intense fields of the transmitter, thus 
simplifying the temperature-compensation and 
shielding problems. Also, due to the small 
size requirement of the tuning head, it may 
be placed in a convenient location on the 
operating table. 

As discussed in Chapter Seven, the stability 
of the Clapp oscillator insofar as tube varia- 
tions are concerned is a function of the grid- 
cathode and cathode-ground capacitors of the 
oscillator tube. The larger the capacitance at 
these points, the better will be the stability 
of the oscillator with respect to tube variations. 
But a large capacitance at this point requires 
a high Gu tube for the circuit to oscillate. 
Hence the 6AG7 tube with a Gn of about 
11,000 is ideal for this application. But for 
mobile work the GAG/7 requires excessive 
heater and plate current, so the 6CBG6 was 
chosen. This relatively new TV pentode has a 
Gu of about 6200, and requires about 10 ma. 
plate and screen current with a heater drain 
of 300 ma. In the unit illustrated a broadly- 
resonant coil in the plate of the 6CB6 delivers 
excitation to the first G6AK6 when S: is in the 
v-f-o position. This coil is peaked at 3750 


kc., and delivers adequate excitation to the 
6AK6 over the range between 3.5 and 4.0 Mc. 


The V.F.O Figure 15 is an inside photo- 
Tuning Head graph of the v-f-o tuning head. 

The tuning head includes the 
components shown in figure 18, including a 
switch to change the frequency coverage of the 
v.f.o. In the 75-meter position the tuning 
head covers from 1910 to 2015 kc. to give 
good bandspread on the 75-meter phone band 
(full-scale on the dial covers 3810 to 4030 
kc.). In the other switch position the tuning 
head covers from 1760 to 1870 kc., to give a 
dial calibration of 3520 to 3740 kc. This tun- 
ing range spreads the 10-meter phone band 
over nearly all the tuning scale. Hence, the 20- 
meter phone band occupies only a small por- 
tion of the range. 

The tuning head includes a 40-uufd. Cen- 
tralab temperature compensating capacitor, a 
ceramic bandset capacitor with access hole for 
the adjusting screwdriver in the back cover 
of the tuning head, and the zero-coefficient 
ceramic padding capacitors. Also included 
within the tuning head is a zero-coefficient 
ceramic capacitor across the coaxial output 
terminal of the tuning head. This capacitor 
must be decreased for increased length of 
coaxial line to the transmitter—with 12 feet 
of RG-58/U line this capacitor is removed 


Figure 17. 
UNDERCHASSIS VIEW OF THE MODULATOR UNIT. 


The modulation transformer is mounted externally to the modulator chassis, on the top of the 
main housing as shown in figure 16. The shielded lead with the resistor at the end extending from 
the top of the chassis is soldered to the microphone receptacle. 
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Figure 18. 
SCHEMATIC OF THE TRANSMITTER UNIT. 


L—30 wh.; 35 turns no. 28 enam. closewound on 
1” form, coil waxed after winding 

Li—National XR-50 form with one layer closewound 
no. 32 enam. 

L2o—36 t. no. 26 enam. on National XR-50 form 

L;—Same as Li 

Li—22 t. 544” dia. 16 t.p.i. (B&W no. 3007) 

L;-—8 t. 5” 16 t.p.i. (B&W no. 3007) 

ic—33 turns no. 16 enam. on National XR-13A 
form. Section A is 6 turns, section B is 4 turns, 
and section C is 23 turns. Twisted taps are brought 
out at junction between A and B, and between 
B and C. 

Ti—3:1 pri. to total sec. push-pull input (Stancor 
A-53-C) 

T:—15 to 25 watt multiple-match mod. trans. (Merit 
A-3104 used with taps as indicated) 

RFC—2.5-mh. 125-ma. r-f chokes 


RFCi—-V-h-f type chokes 

RFC:—High-current v-h-f type choke 

S—S.p.s.t. midget wafer switch 

Si—4-pole double-throw lever switch (3 poles used) 
Centralab 1458 

S2—Assembled from Centralab Switchkit. Rear ceram- 
ic wafer 3-pole 3-position. Front phenolic wafer 
Centralab G to pick up successive heater circuits. 

S;—2-pole 4-position 90-degree ceramic type 
(Centralab 2543) 

Si—2-pole 3-position non-shorting lever type 
(Centralab 1454) 

Ci:—100-nufd. 1500-volt variable (Johnson 100H15) 

C:—Dual-section midget broadcast variable with sec- 
tions in parallel (must be good quality) 

C3, C1—20-yufd. miniature variables (Johnson 20M11) 

PC—6 ft. no. 18 tinned wound around 2-watt 47- 
ohm Ohmite 


completely. With a line length shorter than 
20 inches this capacitor must be increased pro- 
portionately (the capacitance of RG-58/U 
line is 28.5 uufd. per foot.). By proportionate 
reduction in the grid-cathode and cathode- 
ground capacitors of the 6CB6 much greater 
cable length between the tuning head and the 
oscillator tube may be employed. However, 
the coaxial cable used in this position should 
be of the solid-molded polyethylene variety 
such as RG-58/U or RG-59/U. Do not use 
so-called low-capacitance microphone cable or 
auto-antenna lead-in cable; in such types of 
cable the inner conductor is not rigidly cen- 
tered, so that oscillator instability with cable 
movement or vibration may be encountered. 
Also, it is important that all components with- 
in the tuning head be mounted in such a man- 
ner that they will not vibrate. 


The 807 Final 
Amplifier 


The shield for the 807 out- 
put is a baby-food can with 
the top removed and the bot- 
tom cut out to pass the top of the tube socket. 
The most common size of baby-food can is 
just right for an 807 shield. If an 807W is 
to be used in place of the 807, there is a 
smaller size can which is adequate for this 
newer tube. However, in the unit illustrated it 
was found necessary only to include the stand- 
ard 6-turn coil of no. 18 tinned wire around 
a 47-ohm 2-watt Ohmite carbon resistor in 
series with the lead to the plate cap of the 
807 for complete suppression of all types of 
parasitic oscillation. With this parasitic choke 
the stage is completely stable on all bands, 
using either the standard 807 or the 807W. 


Without this suppressor the 807 showed 
strong parasitic oscillations, while the 807W 
showed oscillations only slightly less strong. 
Hence there is little to choose between the two 
tubes on this basis. The 807W does require 
slightly higher screen voltage and slightly less 
excitation, however, for the same output as 
the standard 807. 

The 807 normally operates with a plate 
voltage of 500 at a plate current of 100 ma. 
from a PE-103A for mobile work or from a 
standard a-c operated power pack for non- 
mobile operation. Higher or lower voltage 
may be used on the 807, just so that the maxi- 
mum plate current rating of 100 ma. is not 
exceeded. 


The Pi-Network 
Plate Circuit 


After experimenting with 
several types of output cir- 
cuits in the plate of the 
807 the pi-network was finally chosen since it 
affords fair harmonic reduction within itself, 
it provides a convenient loading adjustment, 
and it is convenient to use with a single 
tapped coil for operation on all three bands. 
The main tuning capacitor for the plate of 
the 807 is a 100-uufd. Johnson 100H15. This 
is paralleled with a 150-uufd. 1200-volt mica 
capacitor for operation on the 4*Mc. band. The 
plate tank coil is wound of no. 14 enameled 
wire on a National XR-13A form, with twisted 
taps brought out at the appropriate points. 
The output capacitor of the pi-network is a 
dual-section BC-band variable capacitor with 
both sections in parallel to give about 600 
eefd. maximum capacitance. This capacitor is 
paralleled with a fixed 800-uufd. ceramic 
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HIGH RATIO 12AU7 
MIKE TRANS. 6C4 
CARBON 


—- + +250 


Figure 19. 


ALTERNATIVE INPUT CIRCUIT FOR 
CARBON MICROPHONE. 


capacitor for operation into a 50-ohm load on 
the 4-Mc. band. The efficiency of the pi-net- 
work plate tank circuit has been found to be 
quite good on all bands. Plate circuit efficiency 
of the 807 is about 75 per cent, and there is 
no heating of any of the components of the 
output network on any band of operation. 


TVI Proofing 
the Transmitter 


The transmitter is completely 
shielded, and all leads enter- 
ing the shielded compart- 
ment are filtered as shown in figure 18. The 
housing is a 7 by 8 by 10 inch metal utility 
box (Bud CU-879), with a piece of 0.100” 
dural used for a front panel. The shield box 
around the lead filter on the side of the hous- 
ing is made from sheet tin salvaged from the 
tin-can box. The 0-5 hermetically sealed mil- 
liammeter (Marion) is shielded by a cut-down 
tin can with a flange soldered to one end and 
held down by the three screws which hold the 
meter. The filter components for the leads to 
the meter are housed inside this can, with 
spaghetti covered leads of no. 14 tinned wire 
out the side, and the cover of the can is 
soldered in place. 

It is important, as discussed in Chapter 
Seventeen, that the tuning shafts of variable 
capacitors have good panel bearings. Since 
only a small amount of space was available 
for the tuning capacitors of the exciter, and 
since shaft bearings on the capacitors were re- 
quired, Johnson type 20M11 miniature 20- 
uufd. capacitors were used. As a point of in- 
terest, the Centralab lever switches used in two 
places in the transmitter afford a considerable 
reduction in space requirements over the more 
conventional wafer type of switch, and these 
switches do not destroy the shielding of the 
housing even though they do not have shaft 
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Figure 20. 


BLOCK DIAGRAM OF THE MOBILE 
INSTALLATION. 


bearings bolted to the panel. Bonding to 
ground of the levers which operate the switches 
has proven to be sufficiently good. 

With the shielding and filtering features 
discussed and shown in the drawings and 
photographs the transmitter is quite free of 
harmonic radiation. However, it was found 
necessary to use a complete T-section filter, 
with conventional r-f chokes mounted inside 
the main shield housing for the transmitter, on 
each of the plate voltage leads for the unit 
before complete suppression of harmonic 
radiation could be obtained. A conventional 
low-pass filter of the home-constructed or 
manufactured variety is used between the 
coaxial output terminal of the transmitter and 
the antenna changeover relay. 


The High-Efficiency One of the serious prob- 
Class B Modulator lems of mobile operation 

with a PE-103 power 
supply and a transmitter of 40 to 50 watts 
input to the final stage is the design of a 
25-watt modulator which will meet the follow- 
ing requirements: 


(1) Operate with minimum heater drain, 


(2) operate with low no-signal plate cur- 
rent and deliver good plate efficiency 
with full signal, 


(3) preferably not require a bias battery, 


(4) preferably not require a screen supply 
with its attendant regulation require- 
ments, 
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(5) operate with very low current drain 
in the driver stages, 


(6) require a minimum of transformers. 


The modulator unit used in conjunction 
with this transmitter meets all the above fe- 
quirements. The total heater drain is only 
1.65 amperes, and this includes the low-level 
stage which permits operation of the modu- 
lator from a crystal or dynamic microphone. 
The unit does not require a bias battery, yet 
the no-signal plate current of the modulators 
is about 15 ma. With a full speech signal the 
modulator will kick to about 50 ma.; with 
sine-wave output of 25 watts the modulator 
plate current is about 75 ma. at 500 volts. 
Screen supply for the modulators is not tfe- 
quired. Total current drain of the speech 
amplifier and driver is 12 ma. at 250 volts. 
And only one inexpensive 3:1 audio trans- 
former is required in addition to the modula- 
tion transformer. 

The photographs of figures 16 and 17 show 
the extreme compactness of the modulator, yet 
the components are not crowded. The output 
stage of the modulator uses a pair of 7C5 tubes 
operating Class B. The tubes are operated in 
an interesting circuit in which the screens are 
connected to the control grids with 20,000- 
ohm resistors, with the audio driving signal 
being fed to the screen grids of the 7CS’s. 
With this connection of the tubes the plate 
current with the screens grounded is almost 
zero at 500 volts; hence, the requirement for 
a bias supply and a screen-grid supply for the 
modulator tubes is eliminated. 

The only disadvantage of this connection 
for the tubes is that a fairly high peak voltage 
swing is required on the screen grids. The 
7C5’s require a peak swing per screen of 100 
to 120 volts for 25 watts output at 500 volts 
(807’s in the same circuit require a peak 
screen swing of about 280 volts per screen for 
120 watts output with 750 plate volts.). The 
high driving voltage is easily obtained in a 
modulator of this power level through use of 
a pair of cathode followers as drivers. A 
12AU7 acts as the pair of cathode followers. 

Since the cathode followers introduce a 
small loss in voltage, rather than providing a 
gain, a peak voltage of about 140 per grid 
is required on the cathode followers. This volt- 
age is attained through the use of a 3:1 step 
up (total primary to total secondary) trans- 
former in the output of the triode speech stage. 
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Figure 21. 


SCHEMATIC OF THE MODIFIED 
PE-103A DYNAMOTOR. 


All electrical components except those indi- 
cated on this diagram may be removed in 
making the conversion of the dynamotor. 
Resistor 3R3 is difficult to remove so it may 
be by-passed. The relay K:1 may be added if it 
is desired to control the heater power to the 
tubes in the transmitter through the dyna- 
motor unit. It may be any small 6-volt relay 
capable of carrying the heater current of the 
tubes in the transmitter. This relay will not be 
required if the block diagram of the complete 
installation shown in figure 20 is to be used, 
since in this type of installation the heater 
power for the transmitter tubes is obtained 
from the auto receiver or from a source ex- 
ternal to the control circuits of the dynamotor. 


A triode connected GBH6 tube is used as the 
triode in this position in the circuit.since this 
tube has high Gm and relatively low plate 
resistance, yet is capable of giving a voltage 
gain of about 30 through a transformer such 
as used. 

The GAUG first stage gives ample gain for 
operation of the modulator from a crytsal 
microphone either of the ceramic or conven- 
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Figure 22. 
SCHEMATIC OF THE CONTROL BOX. 


This unit is the heart of the mobile installa- 
tion since it contains the control switches, 
the low-voltage filter, the low-voltage power 
control relay, and the pilot lights, and since 
the unit acts as the junction box for the 
cables which run to all the components of 
the mobile installation. See figure 20 for the 
block diagram of the installation showing the 
functions performed by the control box. If 
the transmitter is to be removed from the car 
for use in conjunction with an a-c operated 
power supply, the control functions associated 
with this control box may be included in the 
power-supply unit which feeds the transmitter. 


R:i—Adjust to give correct value of voltage to the 
converter 


R.—Spark suppressor resistor, 220 ohms 1 watt 


R:—This resistor is included as a portion of the 
filter in the auto set 


R:—Bleeder resistor 


$:i—3-position (HOLD-OFF-MOMENTARY) communi- 
cation switch (Centralab 1467) 


S.—V-f-o frequency check switch. Same type as S: 


J—Jack for alternative hand-held communications 
switch 


tional type, or from a high-impedance dynamic 
microphone. If it is desired to operate the 
modulator with a carbon microphone, the 
6AUG6 stage may be omitted, and a single- 
button microphone transformer used to feed 
the grid of the triode-connected 6BH6. Since 
less gain will be needed with the single-button 
microphone, a 6C4 may be used in place of the 
6BH6G triode. Microphone current for a single- 
button mike may be obtained by using the 
cathode current of the first speech stage 
through use of the circuit shown in figure 19. 

The 7C5 tubes should be operated into a 
plate-to-plate load impedance of 17,000 ohms 
for a power output of 25 watts with an 
applied plate voltage of 500. This value of 
load impedance seems rather high, but when 
one considers that the tubes are operating at 
500 volts with relatively low plate current, 


the value does not seem unreasonable. This 
value also agrees with the theoretical value of 
load impedance assuming a peak plate current 
of 109 ma. and a peak plate swing of 460 
volts. Under these operating conditions the 
7C5 tubes exhibit a maximum-signal plate 
efficiency of 72 per cent, which means that 
with a full-signal sine-wave output of 25 
watts the plate dissipation on the pair of tubes 
is less than 10 watts. So the 7C5 tubes operate 
well within their maximum ratings as far as 
plate dissipation, screen voltage, and screen 
dissipation are concerned, but the maximum 
plate-voltage rating is being exceeded. How- 
ever, the insulation within the tubes is quite 
adequate for the operating conditions specified, 
and since screen voltage is low even on modu- 
lation peaks, and all dissipations within the 
elements are well within ratings, no tube 
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failure has been encountered in more than 
two years of service with these operating con- 
ditions. 


Installation of 
the Equipment 


Figure 18 is a complete 
schematic of the transmitter 
including the v-f-o unit and 
the modulator with provision for a low-level 
microphone. Figure 20 is a block diagram of 
the complete installation, assuming that the 
exciter stages and the speech amplifier will be 
operated from the 250-volt output of the 
auto receiver, while the 807 output stage and 
the 7C5 modulators will be operated from a 
PE-103A or other 500-volt dynamotor. The 
drain from the auto receiver is 52 ma. at 250 
volts with all the tubes in the exciter operating. 
The drain from the 500-volt supply without 
modulation is about 125 ma., kicking up to 
about 160 ma. on modulation peaks, with 50 
watts input to the output stage. The 52-ma. 
drain from the auto receiver is just about 
normal for the usual type of power supply in 
such receivers, while the drain from a PE- 
103A is just about the rated value on modu- 
lation peaks. 

A schematic of a control and junction box 
for use with the installation is given in figure 
22. This unit includes a provision for momen- 
tary application of voltage to the exciter unit 
for frequency spotting. Also, by opening the 
high-voltage control switch the exciter unit 
of the transmitter may be tuned. Then the 
h-v switch may be closed and the output stage 
loaded to the proper value. 


Figure 23. 


TOP VIEW OF THE 
144-MC. TRANSMITTER. 


832A Transmitter For 144 Mc. 


The transmitter illustrated in figures 23 
and 24 may be used with a dynamotor or 
vibrator-pack supply for mobile use, or with an 
a-c Operated power pack for use at the home 
station. In either event a power supply capa- 
ble of delivering 300 volts at about 160 ma. 
will be required. The unit is crystal controlled 
with an 832A in the output stage which runs 
at about 20 watts input—65 to 70 ma. at 
300 volts. Provision is included within the 
unit for operation with a single-button carbon 
microphone, with the 6C4 plate current act- 
ing as microphone current. If desired, a GAUG6 
pentode amplifier stage may be included ahead 
of the 6C4 for operation of the unit from 
a ceramic or a dynamic mike. 


Circuit Details The transmitter is crystal 

controlled, with output from 
the crystal stage on about 24 Mc. If a 24-Mc. 
crystal is available, it may be used in the 
equipment. However, 8-Mc. crystals of the 
surplus variety are much more readily avail- 
able, and they may be used with equal facility. 
The oscillator actually operates on the third 
mechanical harmonic of the crystal frequency. 
This “third overtone” mode of operation gives 
an output frequency which is not exactly equal 
to three times the calibrated frequency of the 
crystal. So when using a crystal whose output 
frequency would be close to the band limit, 
it will be wise to make an accurate check on 
the output frequency of the transmitter. 
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The data given for the oscillator coil, Li, 
has proven to be satisfactory for use with the 
normal run of surplus 8-Mc. crystals for third- 
overtone use. However, if a high-frequency 
crystal designed for 24-Mc. operation (such as 
the James Knights H-173, Standard Piezo HF- 
20, or Bliley AX-3) is to be used, the num- 
ber of turns on the grid end of the coil 
should be reduced to the amount which is 
just sufficient to sustain oscillation. 

The second section of the 6J6 is capaci- 
tively coupled to the output of the crystal 
oscillator stage. This section of the tube acts 
as a frequency tripler with output at some 
frequency between 72 and 74 Mc., depend- 
ing upon the frequency of the crystal used. 
A split-stator capacitor is used in the plate 
Circuit, with capacitive coupling to the grids 
of the 12AU7 doubler. 
The 144-Mc. Multiplier Those who have 
wotked with low- 
power crystal-controlled transmitters on the 
144-Mc. band already know that the main 
problem is to obtain adequate output from the 
stage which multiplies frequency to 144 Mc. 
A variety of tubes and circuit combinations 
were tried in the transmitter illustrated. The 
first arrangement used a 6J6 as a push-pull 
tripler, with the output of the 6J6 oscillator- 


Figure 24, 


UNDERCHASSIS OF THE 
144-MC. TRANSMITTER. 


multiplier on 48 Mc. This circuit arrangement 
simply would not deliver sufficient output to 
the 832A. Also tried were 6AQ5, 6C4, and 
12AU7, both as doublers and triplers. The 
6AQ5 was completely unsatisfactory, the 6C4 
was marginal in output even at excessive plate 
input power, and the 12AU7 as a push-pull 
tripler was almost satisfactory. 

Since the 6C4 as a doubler came closest to 
delivering the desired output, the 12AU7 was 
then tried as a push-push doubler. Sufficient 
output was obtained with a plate input less 
than the maximum rated value. An effort was 
made to eliminate grid-chokes Ls and L: by 
using shunt feed to the plate of the 12AU7 
and series feed to the 832A grids; this ar- 
rangement did not give satisfactory output. 
So the circuit shown in figure 25 was wired 
in final form in the completed version. Ap- 
proximately 3.5 ma. of grid current is deliv- 
ered to the 832A by the exciter arrangement 
illustrated. 

The 832A final amplifier is plate modu- 
lated by a pair of 6V6-GT tubes operating as 
a class AB: amplifier. The 832A stage is con- 
ventional, with the plate tank and antenna 
coupling coil on top of the chassis. A coaxial 
fitting may be mounted in place of the two- 
terminal output fitting if it is desired to feed 
the antenna system by means of coaxial cable. 
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Figure 25. 
SCHEMATIC OF THE 832A 144-MC. TRANSMITTER. 


C:—50-uufd. miniature variable (Millen 20050) 

C2, C;, Ci—7-yufd. midget butterfly (Cardwell ER- 
8-BF/S) 

Note—All by-pass capacitors on 832A are Centralab 
ceramic 

Li—10 turns no. 20, 34” dia. by 54” long (B&W 
no. 3011 Miniductor) tapped 3 turns from the 
crystal end 

L.—10 turns no. 16 enam. 12” i.d. spaced to 1-1” 

L;, Li—22 turns no. 22 enam. 5/16” i.d. closewound 
self-supporting, secured with polystyrene cement 


L;—-4 turns no. 14 bare 12” i.d., spaced to fit lugs 
on C3 

Li, L;:—14 turns no. 18 tinned 14” i.d. spaced to 7” 

L:—Same as L; 

L:—One turn pickup link, no. 14 enam. 

S:i—2-pole 3-position wafer switch (Centralab 1405) 

T:—Push-pull input, 3:1 ratio (Stancor A-4750) 

T:—10-watt mod. trans. 10,000-ohm pri. to 5000- 
ohm sec. 

PLi—4-contact plug (Jones P-404-AB) 


A miniature butterfly capacitor is used in the 
plate circuit of the 832A as well as in the 
plate circuits of both multiplier stages of the 
exciter. 

Metering Provision is included for check- 
ing the cathode current of the 
832A final amplifier, and for measuring the 
grid currents of the 12AU7 144-Mc. doubler 
and the 832A final amplifier. A 0-75 or 
0-100 d-c milliammeter will be suitable for 
metering all three circuits. The indication in 
the two grid-current positions will be rather 


small (from 1.5 to 4 ma.) but the deflection 
is sufficiently great to permit tuning. 


144-Mc. Mobile 


Antennas 


The most satisfactory an- 
tenna system for mobile 
operation on the 144-Mc. 
band has been found to be a ground-plane 
vertical. The most satisfactory antenna installa- 
tion, if there is no objection to cutting a hole 
in the roof of a metal-top car, is that which 
uses a vertical rod operating against the car 
roof as a ground plane. A variety of such 
antennas designed for police car use are avail- 
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able, or one of the military surplus antenna 
bases designed for installation through the 
skin of an airplane may be used. In any event 
the length of the radiating rod should be 
about 20 inches. The tapered rods furnished 


with the surplus aircraft-type antennas usually © 


are several inches shorter than 20 inches. But 
in most cases an extension may be machined 
to fit between the large base of the tapered rod 
and the antenna mounting unit. Coaxial feed, 
either with RG-8/U or RG-58/U cable should 
be used between the base of the antenna and 
the coaxial antenna changeover relay. 

If it is desired not to cut a hole in the 
roof of the car for installation of the antenna 
at this point, the ground-plane vertical may 
be mounted atop a steel tube supported from 
the rear bumper. The height of the vertical 
radiator, when installed in this manner, should 
be at least as great as the car top to avoid 
strong directional effects. 


19-3 


Antennas for 


Mobile Work 


10-Meter Mobile 
Antennas 


The most popular mobile 
antenna for 10-meter oper- 
ation is a fear-mounted 
whip approximately 8 feet long, fed with 
coaxial line. This is a highly satisfactory an- 
tenna, but a few remarks are in order on the 
subject of feed and coupling systems. 

The feed point resistance of a resonant 
quarter-wave rear-mounted whip is approxi- 
mately 20 to 25 ohms. While the standing- 
wave tatio when using 50-ohm coaxial line 
will not be much greater than 2 to 1, it is 
nevertheless desirable to make the line to the 
transmitter exactly one quarter wavelength 
long electrically at the center of the band. 
This procedure will minimize variations in 
loading over the band. The physical length 
of RG-8/U cable, from antenna base to an- 
tenna coupling coil, should be approximately 
5 feet 3 inches. The antenna changeover re- 
Jay preferably should be located either at the 
antenna end or the transmitter end of the 
line, but if it is more convenient physically 
the line may be broken anywhere for inser- 
tion of the relay. 

If the same rear-mounted whip is used for 
broadcast-band reception, attenuation of broad- 
cast-band signals by the high shunt capaci- 


104 FT 
752 COAX TO XMTR 
Figure 26. 
5/16-WAVE WHIP RADIATOR FOR 
10 METERS. 


If a whip antenna is made slightly longer 
than one-quarter wave it acts as a slightly 
better radiator than the usual quarter-wave 
whip, and it can provide a better match to 
the antenna transmission line if the reactance 
is tuned out by a series capacitor close to 
the base of the antenna. Capacitor C: may be 
a 100-uufd. midget variable. 


tance of the low impedance feed line can be 
reduced by locating the changeover relay right 
at the antenna lead in, and by running 95- 
ohm coax (instead of 50 or 75 ohm -coax) 
from the relay to the converter. Ordinarily 
this will produce negligible effect upon the 
Operation of the converter, but usually will 
make a worthwhile improvement in the 
strength of broadcast-band signals. 

A more effective radiator and a better line 
match may be obtained by making the whip 
approximately 1014 feet long and feeding 
it with 75-ohm coax (such as RG-11/U) via 
a series capacitor, as shown in figure 26. The 
relay and series capacitor are mounted inside 
the trunk, as close to the antenna feedthrough 
or base-mount insulator as possible. The 1014- 
foot length applies to the overall length from 
the tip of the whip to the point where the 
lead in passes through the car body. The leads 
inside the car (connecting the coaxial cable, 
relay, series capacitor and antenna lead) 
should be as short as possible. The outer con- 
ductor of both coaxial cables should be ground- 
ed to the car body at the relay end with short, 
heavy conductors. 

A 100-vufd. midget variable capacitor is 
suitable for C:. The optimum setting should 
be determined experimentally at the center of 
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the band. This setting then will be satisfac- 
tory over the whole band. 

One suitable coupling arrangement for either 
a 14-wave or 5/16-wave whip on 10 meters 
is to use a conventional tank circuit, inductively 
coupled to a “variable link” coupling loop 
which feeds the coaxial line. Alternatively, a 
pi-network output circuit may be used. If 
the input impedance of the line is very low 
and the tank circuit has a low C/L ratio, it 
may be necessary to resonate the coupling loop 
with series capacitance in order to obtain suf- 
ficient coupling. This condition often is en- 
countered with a 14-wave whip when the line 
length approximates an electrical half wave- 
length. 

If an all-band center-loaded mobile antenna 
is used, the loading coil at the center of the 
antenna may be shorted out for operation 
of the antenna on the 10-meter band. The 
usual type of center-loaded mobile antenna 
will be between 9 and 11 feet long, including 
the center-loading inductance which is shorted 
out. Hence such an antenna may be shortened 
to an electrical quarter-wave for the 10-meter 
band by using a series capacitor as just dis- 
cussed. Alternatively, if a pi-network is used 
in the plate circuit of the output stage of 
the mobile transmitter, any reactance presented 
at the antenna terminals of the transmitter by 
the antenna may be tuned out with the pi- 
network. 


The All-Band 
Center-Loaded 
Mobile Antenna 


The great majority of mo- 
bile operation on the 14-Mc. 
band and below is with 
center loaded whip antennas 
such as the Master Mount and the Premax 
units. The Master Mount uses replaceable coils 
in the center of the antenna for the 75, 40, or 
20 meter bands, with a metal can shield cover 
over the coil. The Premax uses a single coil 
with taps for the various bands. These an- 
tennas use an insulated bumper or body mount, 
with provision for coaxial feed from the base 
of the antenna to the transmitter, as shown in 
figure 27. 

The center-loaded whip antenna must be 
tuned to obtain optimum operation on the 
desired frequency of operation. These an- 
tennas will operate at maximum efficiency 
over a range of perhaps 20 kc. on the 75- 
meter band, covering a somewhat wider range 
on the 40-meter band, and covering the whole 
20-meter phone band. The procedure for tun- 
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Figure 27. 
THE CENTER-LOADED WHIP ANTENNA. 


The center-loaded whip antenna, when pro- 
vided with a tapped loading coil or a series 
of coils, may be used over a wide frequency 
range. The loading coil may be shorted for 
use of the antenna on the 10-meter band. 


ing the antennas is discussed in the instruction 
sheet which is furnished with them, but 
basically the procedure is as follows: 

The antenna is installed, fully assembled, 
with a coaxial lead of RG-58/U from the base 
of the antenna to the place where the trans- 
mitter is installed. The rear deck of the car 
should be closed, and the car should be parked 
in a location as clear as possible of trees, 
buildings, and overhead power lines. Objects 
within 15 or 20 feet of the antenna can exert 
a considerable detuning effect on the antenna 
system due to its relatively high operating Q. 
The end of the coaxial cable which will plug 
into the transmitter is terminated in a link 
of 3 or 4 turns of wire. This link is then 
coupled to a grid-dip meter and the resonant 
frequency of the antenna determined by noting 
the frequency at which the grid current 
fluctuates. The coils furnished with the an- 
tennas normally are too large for the usual 
operating frequency, since it is much easier 
to remove turns than to add them. Turns then 
are removed, one at a time, until the antenna 
resonates at the desired frequency. If too many 
turns have been removed, a length of wire may 
be spliced on and soldered. Then, with a length 
of insulating tubing slipped over the soldered 
joint, turns may be added to lower the reson- 
ant frequency. Or, if the tapped type of coil 
is used, taps are changed until the proper 
number of turns for the desired operating 
frequency is found. This procedure is repeated 
for the different bands of operation. 
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After much experi- 
menting it has been 
found that the most 
satisfactory method for feeding the coaxial line 
to the base of a center-loaded antenna is with 
the pi-network coupler. Figure 28 shows the 
basic arrangement, with recommended circuit 
constants. It will be noted that relatively large 
values of capacitance are required for all 
bands of operation, with values which seem 
particularly large for the 75-meter band. But 
reference to the discussion of pi-network tank 
circuits in Chapter Seven will show that the 
values suggested are normal for the values of 
impedance, impedance transformation, and 
operating Q which are encountered in a mobile 
installation of the usual type. An example of 
an all-band pi-network output circuit for 
mobile work is given in the description of the 
De-Luxe 50-Watt Mobile Transmitter dis- 
cussed earlier in this chapter. 


Feeding the 
Center-Loaded Antenna 


19-4 Construction and 
Installation of Mobile 
Equipment 


It is recommended that the following 
measures be taken when constructing mobile 
equipment, either transmitting or receiving, to 
ensure trouble-free operation. over long peri- 
ods: 

Use only a stiff, heavy chassis unless the 
chassis is quite small. 

Use lock washers or lock nuts when mount- 
ing components by means of screws. 

Use stranded hook-up wire except where 
r-f considerations make it inadvisable (such 
as for instance the plate tank circuit leads in 
a v-h-f amplifier). Lace and tie leads wher- 
ever necessary to keep them from vibrating 
or flopping around. 

Unless provided with gear drive, tuning 
capacitors in the large sizes will require a 
rotor lock. 

Filamentary (quick heating) tubes should 
be mounted only in a vertical position. 

The larger size carbon resistors and mica 
capacitors should not be supported from tube 
socket pins, particularly from miniature sock- 
ets. Use tie points and keep the resistor and 
capacitor “pigtails” short. 

Generally speaking, rubber shock mounts 
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Figure 28. 
PI-NETWORK ANTENNA COUPLER. 


The pi-network antenna coupler is particularly 
satisfactory for mobile work since the coupler 
affords some degree of harmonic reduction, 
provides a coupling variation to meet varying 
load conditions caused by frequency changes, 
and can cancel out reactance presented to 
the transmitter at the end of the antenna 
transmission line. 


For use of the coupler on the 3.9-Mc. band 
C, should have a maximum capacitance of 
about 250 wufd., Li should be about 9 micro- 
henrys (30 turns 1” dia. by 2” long), and 
C; may include a fixed and a variable element 
with maximum capacitance of about 1400 
uutd. A 100-uufd. variable capacitor will be 
suitable at C; for the 14-Mc. and 28-Mc. 
bands, with a 350-uufd. variable at C2. In- 
ductor L; should have an inductance of about 
2 microhenrys (11 turns 1” dia. by 1” long) 
for the 14-Mc. band, and about 0.8 microhenry 
(6 turns 1” dia. by 1” long) for the 28-Mc. 
band. 
j 


are unnecessary or even undesirable with pas- 
senger car installations, or at least with full 
size passenger cars. The springing is suff- 
ciently “soft” that well constructed radio 
equipment can be bolted directly to the ve- 
hicle without damage from shock or vibra- 
tion. Unless shock mounting is properly engi- 
neered as to the stiffness and placement of 
the shock mounts, mechanical-resonance ‘“am- 
plification” effects may actually cause the 
equipment to be shaken more than if the 
equipment were bolted directly to the vehicle. 

Surplus military equipment provided with 
shock or vibration mounts was intended for 
use in aircraft, jeeps, tanks, gun-firing Naval 
craft, small boats, and similar vehicles and 
craft subject to severe shock and vibration. 
Also, the shock mounting of such equipment 
is very carefully engineered in order to avoid 
harmful resonances. 

To facilitate servicing of mobile equip- 
ment, all interconnecting cables between units 
should be provided with separable connectors 
on at least one end. 

Control Circuits The send-receive control cir- 
cuits of a mobile installation 
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Figure 29. 
RELAY CONTROL CIRCUIT. 
Simplified schematic of the recommended 


relay control circuit for mobile transmitters. 
The relatively small push-to-talk relay is 
controlled by the button on the microphone 
or the communications switch. Then one of 
the contacts on this relay controls the other 
relays of the transmitter; one side of the 
coil of all the additional relays controlled 
should be grounded. 


are dictated by the design of the equipment, 
and therefore will be left to the ingenuity of 
the reader. However, a few generalizations 
and suggestions are in order. 

Do not attempt to control too many relays, 
particularly heavy duty relays with large coils, 
by means of an ordinary push-to-talk switch 
on a microphone. These contacts are not de- 
signed for heavy work, and the inductive 
kick will cause more sparking than the con- 
tacts on the microphone switch are designed 
to handle. It is better to actuate a single relay 
with the push-to-talk switch and then control 
all other relays, including the heavy duty 
“contactor” for the dynamotor or vibrator 
pack, with this relay. 

The procedure of operating only one relay 
directly by the push-to-talk switch, with all 
other relays being controlled by this control 
relay, will eliminate the often-encountered 
difficulty where the shutting down of one 
item of equipment will close relays in other 
items as a result of the coils of relays being 
placed in series with each other and with 
heater circuits. A recommended general control 
circuit, where one side of the main control 
relay is connected to the hot 6-volt circuit, 
but all other relays have one side connected 
to ground, is illustrated in figure 29. An addi- 
tional advantage of such a circuit is that only 
one control wire need be run to the coil of 
each additional relay, the other side of the 
relay coils being grounded. 


The heavy-duty 6-volt solenoid-type “con- 
tactor” relays such as provided on the PE- 
103A and used for automobile starter relays 
usually draw from 1.5 to 2 amperes. While 
somewhat more expensive, heavy-duty 6-volt 
relays of conventional design, capable of break- 
ing 30 amperes at 6 volts d.c., are available 
with coils drawing less than 0.5 ampere. 

When purchasing relays keep in mind that 
the current rating of the contacts is not a 
fixed value, but depends upon (1) the volt- 
age, (2) whether it is a.c. or d.c., and (3) 
whether the circuit is purely resistive or is 
inductive. If in doubt, refer to the manufac- 
turer's recommendations. Also keep in mind 
that a dynamotor presents almost a dead short 
until the armature starts turning, and the 
starting relay should be rated at considerably 
more than the normal dynamotor current. 


Microphones and The most generally used 
Circuits microphone for mobile 

work is the single-button 
carbon. With a high-output-type microphone 
and a high-ratio microphone transformer, it is 
possible when “close talking” to drive even a 
pair of push-pull 6L6’s without resorting to 
a speech amplifier. However, there is a wide 
difference in the output of the various type 
single button microphones, and a wide dif- 
ference in the amount of step up obtained 
with different type microphone transformers. 
So at least one speech stage usually is de- 
sirable. 

One of the most satisfactory single button 
microphones is the standard Western Electric 
type F-1 unit (or Automatic Electric Co. 
equivalent). This microphone has very high 
output when operated at 6 volts, and good 
fidelity on speech. When used without a 
speech amplifier stage the microphone trans- 
former should have a 50-ohm primary (rath- 
er than 200 or 500 ohms) and a secondary 
of at least 150,000 ohms and preferably 250,- 
000 ohms. 

The widely available surplus type T-17 
microphone has higher resistance (200 to 500 
ohms) and lower output, and usually will 
require a stage of speech amplification except 
when used with a very low power modulator 
stage. 

Unless an F-1 unit is used in a standard 
housing, making contact to the button presents 
somewhat of a problem. No serious damage 
will result from soldering to the button if the 
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Figure 30. 


STANDARD CONNECTIONS FOR THE 
PUSH-TO-TALK SWITCH ON A HAND- 
HELD SINGLE-BUTTON CARBON 
MICROPHONE. 


connection is made to one edge and the solder- 
ing is done very rapidly with but a small 
amount of solder, so as to avoid heating the 
whole button. 

A sound-powered type microphone removed 
from one of the chest sets available in the sur- 
plus market will deliver almost as much volt- 
age to the grid of a modulator stage when used 
with a high-ratio microphone transformer as 
will an F-1 unit, and has the advantage of not 
requiring button current or a “hash filter.” 
This is simply a dynamic microphone designed 
for high output rather than maximum fidelity. 

The standardized connections for a single- 
button carbon microphone provided with push- 
to-talk switch are shown in figure 30. Prac- 
tically all hand-held military-type single-button 
microphones on the surplus market use these 
connections. 

There is an increasing tendency among mo- 
bile operators toward the use of microphones 
having better frequency and distortion char- 
acteristics than the standard single-button type. 
The high-impedance dynamic type is probably 
the most popular, with the ceramic-crystal type 
next in popularity. The conventional crystal 
type is not suitable for mobile use since the 
crystal unit will be destroyed by the high tem- 
peratures which can be reached in a closed 
car parked in the sun in the summer time. 

The use of low-level microphones in mo- 
bile service requires careful attention to the 
elimination of common-ground circuits in the 
microphone lead. The ground connection for 
the shielded cable which runs from the trans- 
mitter to the microphone should be made at 
only one point, preferably directly adjacent to 
the grid of the first tube in the speech ampli- 
fier. The use of a low-level microphone usu- 
ally will require the addition of two speech 
stages (a pentode and a triode), but these 


stages will take only a milliampere or two of 
plate current, and 150 ma. per tube of heater 
current. 


PE-103A Dynamotor 
Power Unit 


Because of its avail- 
ability on the surplus 
market at a low price 
and its suitability for use with about as power- 
ful a mobile transmitter as can be employed 
in a passenger car without resorting to auxil- 
iary batteries or a special generator, the PE- 
103A is probably the most widely used dyna- 
motor for amateur work. Therefore some use- 
ful information will be given on this unit. 

The nominal rating of the unit is 500 volts 
and 160 ma., but the output voltage will of 
course vary with load and is slightly higher 
with the generator charging. Actually the 160 
ma. rating is conservative, and about 275 
ma. can be drawn intermittently without over- 
heating, and without damage or excessive 
brush or commutator wear. At this current the 
unit should not be run for more than 10 
minutes at a time, and the average “on” time 
should not be more than half the average 
“off” time. The ability to deliver this amount 
of current means that the unit can be used 
to power the popular Harvey-Wells TBS-50 
portable transmitter as a mobile installation. 

The output voltage vs. current drain is 
shown approximately in figure 31. The exact 
voltage will depend somewhat upon the loss 
resistance of the primary connecting cable and 
whether or not the battery is on charge. The 
primary current drain of the dynamotor prop- 
er (excluding relays) is approximately 16 am- 
peres at 100 ma., 21 amperes at 160 ma., 26 
amperes at 200 ma., and 31 amperes at 250 
ma. 

Only a few of the components in the base 
are absolutely necessary in an amateur mobile 
installation, and some of them can just as 
well be made an integral part of the trans- 
mitter if desired. The base can be removed for 
salvage components and hardware, or the dyna- 
motor may be purchased without base. 

To remove the base proceed as follows: 
Loosen the four thumb screws on the base 
plate and remove the cover. Remove the four 
screws holding the dynamotor to the base plate. 
Trace the four wires coming out of the dyna- 
motor to their terminals and free the lugs. 
Then these four wires can be pulled through 
the two rubber grommets in the base plate 
when the dynamotor is separated from the base 
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plate. It may be necessary to bend the eyelets 
in the large lugs in order to force them 
through the grommets. 

Next remove the two end housings on the 
dynamotor. Each is held with two screws. 
The high-voltage commutator is easily identi- 
fied by its narrower segments and_ larger 
diameter. Next to it is the 12-volt commu- 
tator. The 6-volt commutator is at the other 
end of the armature. The 12-volt brushes 
should be removed when only 6-volt opera- 
tion is planned, in order to reduce the drag. 

If the dynamotor portion of the PE-103A 
power unit is a Pioneer type VS-25 or a Rus- 
sell type 530- (most of them are), the wires 
to the 12-volt brush holder terminals can be 
cross connected to the 6-volt brush holder 
terminals with heavy jumper wires. One of 
the wires disconnected from the 12-volt brush 
terminals is the primary 12-volt pigtail and 
will come free. The other wire should be 
connected to the opposite terminal to form 
one of the jumpers. 

With this arrangement it is necessary only 
to remove the 6-volt brushes and replace the 
12-volt brushes in case the 6-volt commu- 
tator becomes excessively dirty or worn or 
starts throwing solder. No difference in out- 
put voltage will be noted, but as the 12-volt 
brushes are not as heavy as the 6-volt brushes 
it is not permissible to draw more than about 
150 ma. except for emergency use until the 6- 
volt commutator can be turned down or fre- 
paired. At 150 ma. or less the 12-volt brushes 
will last almost as long as the 6-volt brushes. 

The reason that these particular dynamotors 
can be operated in this fashion is that there 
are two 6-volt windings on the armature, and 
for 12-volt operation the two are used in 
series with both commutators working. The 
arrangement described above simply  substi- 
tutes for the regular 6-volt winding the wind- 
ing and commutator which ordinarily came 
into operation only on 12-volt operation. Some 
operators have reported that the regulation of 
the PE-103A may be improved by operating 
both commutators in parallel from the 6-volt 
line. 

The three wires now coming out of the 
dynamotor are identified as follows: The 
smaller wire is the positive high voltage. The 
heavy wire leaving the same grommet is posi- 
tive 6 volts and negative high voltage. The 
single heavy wire leaving the other grommet 
is negative 6 volts. Whether the car is posi- 
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Figure 31. 


APPROXIMATE OUTPUT VOLTAGE 
VS. LOAD CURRENT FOR A PE-103A 
DYNAMOTOR. 


tive of negative ground, negative high volt- 
age can be taken as car-frame ground. With 
the negative of the car battery grounded, the 
plate current can return through the car bat- 
tery and the armature winding. This simply 
puts the 6 volts in series with the 500 volts 
and gives 6 extra volts plate voltage. 

The trunk of a car gets very warm in sum- 
mer, and if the transmitter and dynamotor 
are mounted in the trunk it is recommended 
that the end housings be left off the dyna- 
motor to facilitate cooling. This is especially 
important in hot climates if the dynamotor 
is to be loaded to more than 200 ma. 

When replacing brushes on a PE-103A 
check to see if the brushes are marked nega- 
tive and positive. If so, be sure to install them 
accordingly, because they are not of the same 
material. The dynamotor will be marked to 
show which holder is negative. 

When using a PE-103A, or any dynamotor 
tor that matter, it may be necessary to devote 
one set of contacts on one of the control re- 
lays to breaking the plate or screen voltage to 
the transmitter oscillator, if these are supplied 
by the dynamotor, because the output of a 
dynamotor takes a moment to fall to zero when 
the primary power is removed. 


Vehicular Noise Suppression 


Satisfactory reception on frequencies above 
the broadcast band usually requires greater at- 
tention to ‘suppression’ measures. The re- 
quired measures vary with the particular ve- 
hicle and the frequency range involved. 
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Most of the various types of noise that may 
be present in a vehicle may be broken down 
into the following main categories: 


(1) Ignition noise. 

(2) Wheel static (tire static, brake static, 
and intermittent ground via front wheel bear- 
ings). 

(3) “Hash” from voltage regulator con- 
tacts. 


(4) “Whine” from generator commutator 
segment make and break. 


(5) Static from scraping connections be- 
tween various parts of the car. 


There is no need to suppress ignition noise 
completely, because at the higher frequencies 
ignition noise from passing vehicles makes the 
use of a noise limiter mandatory anyway. 
However, the limiter should not be given 
too much work to do, because at high engine 
speeds a noisy ignition system will tend to 
mask weak signals, even though with the lim- 
iter working, ignition “pops” may appear to 
be completely eliminated. 

Another reason for good ignition suppres- 
sion at the source is that strong ignition pulses 
contain enough energy when integrated to 
“load up” the a-v-c circuit of the receiver, caus- 
ing the gain to drop whenever the engine is 
speeded up. Since the a-v-c circuits of the 
receiver obtain no benefit from a noise clip- 
per, it is important that ignition noise be sup- 
pressed enough at the source that the a-v-c cir- 
cuits will not be affected even when the engine 
is running at high speed. 


Ignition Noise The following procedure 
should be found adequate 
for reducing the ignition noise of practically 
any passenger car to a level which the clipper 
can handle satisfactorily at any engine speed 
at any frequency from 500 kc. to 148 Mc. 
Some of the measures may already have been 
taken when the auto receiver was installed. 
First either install a spark plug suppressor 
on each plug, or else substitute Autolite “re- 
sistor’ plugs. The latter are more effective 
than suppressors, and on some cars ignition 
noise is reduced to a satisfactory level simply 
by installing them. However, they may not 
do an adequate job alone after they have been 
in use for a while, and it is a good idea to 
take the following additional measures. 
Check all high tension connections for gaps, 


particularly the “pinch fit” terminal connec- 
tors widely used. Replace old high tension 
wiring that may have become leaky. 

Check to see if any of the high tension wir- 
ing is cabled with low tension wiring, or run 
in the same conduit. If so, reroute the low 
tension wiring to provide as much separation 
as practicable. 

By-pass to ground the 6-volt wire from the 
ignition coil to the ignition switch at each 
end with a 0.1-ufd. molded case paper capaci- 
tor in parallel with a .001-ufd. mica or cer- 
amic, using the shortest possible leads. 

Check to see that the hood makes a good 
ground contact to the car body at several 
points. Special grounding contactors are avail- 
able for attachment to the hood lacings on 
cars that otherwise would present a grounding 
problem. 

If the high-tension coil is mounted on the 
dash, it may be necessary to shield the high 
tension wire as far as the bulkhead, unless 
it already is shielded with armored “flex.” 


Wheel Static Wheel static is either static 


electricity generated by rota- 
tion of the tires and brake drums, or is noise 
generated by poor contact between the front 
wheels and the axles (due to the grease in the 
bearings). The latter type of noise seldom is 
caused by the rear wheels, but tire static may 
of course be generated by all four tires. 
Wheel static can be eliminated by insertion 
of grounding springs under the front hub caps, 
and by inserting “tire powder” in all inner 
tubes. Both items are available at radio parts 
stores and from most auto radio dealers. 


Voltage Regulator Certain voltage regula- 


Hash tors generate an objec- 

tionable amount of 
“hash” at the higher frequencies, particularly 
in the v-h-f range. A large by-pass will affect 
the operation of the regulator and possibly 
damage the points. A small by-pass can be 
used, however, without causing trouble. At 
frequencies above the frequency at which the 
hash becomes objectionable (approximately 
20 Mc. or so) a small by-pass is quite effec- 
tive. A 0.001-ufd. mica capacitor placed from 
the field terminal of the regulator to ground 
with the shortest possible leads often will pro- 
duce sufficient improvement. If not, a choke 
consisting of about 60 turns of no. 18 d.c.c. 
or bell wire wound on a 34-inch form can be 
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added. This should be placed right at the regu- 
lator terminal, and the 0.001-ufd. by-pass 
placed from the generator side of the choke to 
ground. 
Generator Whine Generator ‘whine,’ also 
known as_ generator 
“howl” or “growl,” often can be satisfactorily 
suppressed from 550 kc. to 148 Mc. simply 
by by-passing the armature terminal to ground 
with a special “auto radio” by-pass of 0.25 or 
0.5 wfd in parallel with a 0.001-ufd. mica or 
cetamic capacitor. The former usually is placed 
on the generator when an auto radio is in- 
stalled, but must be augmented by a mica or 
ceramic capacitor with short leads in order to 
be effective at the higher frequencies as well 
as on the broadcast band. 

When more drastic measures are required, 
special filters can be obtained which are de- 
signed for the purpose. These are recom- 
mended for stubborn cases when a wide fre- 
quency range is involved. For reception only 
over a comparatively narrow band of frequen- 
cies, such as the 10-meter amateur band, a 
highly effective filter can be improvised by 
connecting between the previously described 
parallel by-pass capacitors and the generator 
armature terminal a resonant choke. This may 
consist of no. 10 enamelled wire wound on 
a suitable form and shunted with an adjust- 
able trimmer capacitor to permit resonating the 
combination to the center of the frequency 
band involved. For the 10-meter band 11 
turns close wound on a one-inch form and 
shunted by a 3-30 uefd. compression-type 
mica trimmer is suitable. The trimmer should 
be adjusted experimentally at the center fre- 
quency. 

When generator whine shows up after once 
being satisfactorily suppressed, the condition 
of the brushes and commutator should be 
checked. Unless a by-pass capacitor has opened 
up, excessive whine usually indicates that the 
brushes or commutator are in need of atten- 
tion in order to prevent damage to the genera- 
tor. 


Body Static Loose linkages or body or 
frame joints anywhere in the 
car are potential static producers when the car 
is in motion, particularly over a rough road. 
Locating the source of such noise is difficult, 
and the simplest procedure is to give the car 


a thorough tightening up in the hope that the 


offending poor contacts will be caught by the 
procedure. The use of braided bonding straps 
between the various sections of the body of the 
car also may prove helpful. 


Miscellaneous There are several other po- 


tential noise sources on a 
passenger vehicle, but they do not necessarily 
give trouble and therefore require attention 
only in some cases. 

The heat, oil pressure, and gas gauges can 
cause a rasping or scraping noise. The gas 
gauge is the most likely offender. It will 
cause trouble only when the car is rocked or 
is in motion. The gauge units and panel indi- 
cators should both be by-passed with the 0.1- 
eid. paper and 0.001-ufd. mica or ceramic 
combination previously described. 

At high car speeds under certain atmos- 
pheric conditions “corona” static or “velocity” 
static may be encountered unless means are 
taken to prevent it. The receiving-type auto 
whips which employ a plastic ball tip are so 
provided in order to minimize this type of 
noise, which is simply a discharge of the fric- 
tional static built up on the car. A whip which 
ends in a relatively sharp metal point makes 
an ideal discharge point for the static charge, 
and will cause corona trouble at a much lower® 
voltage than if the tip were hooded with in- 
sulation. A piece of Vinylite sleeving slipped 
over the top portion of the whip and wrapped 
tightly with heavy thread will prevent this 
type of static discharge under practically all 
conditions. An alternative arrangement is to 
wrap the top portion of the whip with “Scotch” 
brand electrical tape. 

Generally speaking it is undesirable from 
the standpoint of engine performance to use 
both spark-plug suppressors and a distributor 
suppressor. Unless the distributor rotor clear- 
ance is excessive, noise caused by sparking of 
the distributor rotor will not be so bad but 
what it can be handled satisfactorily by a noisé 
limiter. If not, it is preferable to shield the 
hot lead between ignition coil and distributor 
rather than use a distributor suppressor. 

In many cases the control rods, speedometer 
cable, etc., will pick up high-tension noise un- 
der the hood and “pipe” it up under the 
dash where it causes trouble. If so, all control 
rods and cables should be bonded to the fire 
wall (bulkhead) where they pass through, 
using a short piece of heavy flexible braid 
of the type used for shielding. 
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In some cases it may be necessary to bond 
the engine to the frame at each rubber engine 
mount in a similar manner. If a rear mounted 
whip is employed the exhaust “tail pipe” also 
should be bonded to the frame if supported 
by rubber mounts. 


Locating 
Noise Sources 


Determining the source of 
certain types of noise is 
made difficult when several 
things are contributing to the noise, because 
elimination of one source often will make 
little or no apparent difference in the total 
noise. The following procedure will help to 
isolate and identify various types of noise. 
Ignition noise will be present only when 


the ignition is on, even though the engine 
is turning over. 

Generator noise will be present when the 
motor is turning over, regardless of whether 
the ignition switch is on. Slipping the drive 
belt off will kill it. 

Gauge noise usually will be present only 
when the ignition switch is on or in the “left” 
position provided on some cars. 

Wheel static when present will persist when 
the car clutch is disengaged and the ignition 
switch turned off (or to the left position), 
with the car coasting. 

Body noise will be noticeably worse on a 
bumpy road than on a smooth road, particu- 
larly at low speeds. 


CHAPTER TWENTY 


Receiving Equipment 


It is generally conceded, even by those in- 
terested in equipment construction, that the 
most economical method of obtaining the basic 
station receiver is to purchase a standard fac- 
tory model. Excellent commercial receivers are 
available on the market in all price range 
groups. Many of these receivers have been ex- 
pressly designed for communication work. To 
equal the performance of these equipments 
would require the expenditure of about the 
same amount of cash plus a large amount of 
time and energy which might more effectively 
be spent on the transmitter and its control sys- 
tems, of on antennas. 

Satisfactory surplus receivers such as the 
BC-348, BC-312, and BC-342 also are avail- 
able at a cost much less than the market price 
of components equivalent to those used in the 
equipments. True, these receivers do not offer 
in themselves coverage of the amateur bands 
above 14.4 Mc., but convenient and satisfactory 
multiband converters are available from sev- 
eral manufacturers for adding coverage of the 
higher frequency bands. Alternatively, many 
amateurs prefer to construct the higher fre- 
quency converters so that they will be able to 
obtain peak performance or crystal-controlled 
operation on a particular band. 

As a result of this trend, this chapter is 
devoted to the construction of converters and 
adapters for operation with the regular station 
communication receiver. An exception is the 
simple regenerative receiver which has been 
described to enable the beginner in amateur 
radio to obtain a familiarity with the opera- 
tion of simple radio circuits. Even then, a 


modification procedure has been described 
whereby the simple regenerative receiver may 
be changed over to result in a simple, though 
excellent, one-tube converter for the bands 
below 30 Mc. 


Two-Tube Regenerative Receiver 


A simple two-tube regenerative receiver is 
illustrated by figures 1 through 4. The receiver 
is designed primarily for operation from a 
simple a-c power supply, though it may also 
be operated from a 6-volt “A” battery and 
either a vibrator power pack or 180 volts of 
“B” battery. 

The receiver employs a 6J7 tube as a fre- 
generative detector with a 6J5 tube as an 
audio amplifier. Loud signals are delivered to 
high-impedance headphones (2000 ohms or 
over). All the amateur bands from 1.8 
through 30 Mc. are covered, and a simple 
single-wire antenna may be used for receiving 
on all the bands. 

Chassis and panel construction is used with 
an aluminum panel (8 by 12 inches by 0.125 
inches thick) and an aluminum chassis 514 by 
10 by 3 inches (ICA no. 29004). The layout 
of the components on the chassis and the panel 
is not especially critical and may be made 
from inspection of the photographs. The large 
dial drives the main tuning capacitor and the 
small knob to the left of the lower panel drives 
the band-set capacitor. The knob below the 
tuning dial is the regeneration control and the 
phone jack is on the right end of the front 
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Figure 1. 


FRONT OF THE REGENERATIVE 
RECEIVER, SHOWING COILS. 


panel. All power connections to the receiver 
are made to a 4-prong Jones plug which may 
be seen on the rear of the chassis. The anten- 
na terminal post also is mounted on the rear 
of the chassis. 


Receiver The following steps should be 
Adjustment taken in adjusting the regenera- 
tive receiver for operation: (1) Connect 4- 
wire power cable between power unit and re- 
ceiver. (2) Plug 3.5-Mc. coil into coil socket 
of receiver. (3) Insert power-supply line 
plug into 115-volt a-c outlet and throw switch 


Figure 2. 


TOP VIEW OF THE REGENERATIVE 
RECEIVER. 


in power supply to ON position. (4) Insert 
headphone plug into jack on receiver panel and 
allow about one minute for all tubes to heat 
fully. (5) Set bandset capacitor on lower left 
of receiver panel to about dial division 3. 
(6) If a test oscillator is available, feed a 
signal of 4000 kc. into receiver, and adjust 
regeneration control until a beat note is heard. 
Calibrate receiver main dial for this frequency 
and proceed down through the band to obtain 
additional calibration points. 

If a test oscillator is not available and cannot 
be borrowed from a friend or radio serviceman, 
connect antenna and ground to the receiver and 
listen to signals on the 3.5-Mc. band in the 
evening. The two ends of the band may be 
determined with fair accuracy by noting the 
points beyond which no more amateur signals 
appear. 

The calibration operation described above 
must be repeated for the coils which give oper- 
ation on the other amateur bands. The approxi- 
mate settings for the bandset capacitor for each 
of the amateur bands are given in the coil 
table. The antenna coupling capacitor should 
be adjusted to the minimum amount which will 
give satisfactory reception of signals on all 
bands. The regeneration control should be 
set for the minimum amount of regeneration 
which will give good reception. This control 
should be set at the point where the detector 
tube is barely oscillating for c-w reception, and 
should be set at the point just below oscillation 
for the reception of radiophone signals. ° 


COIL TABLE FOR REGENERATIVE 
RECEIVER 


1.8 Mc. 68 turns no. 28 enam. closewound, 
cathode tap at 9 turns. Bandset 
dial set at approximately 4. 


3.5 Me. 30 turns no. 22 enam. closewound, 
cathode tap at 31! turns. Band- 
set dial set at approximately 3. 


7.0 Mc. 191% turns no. 22 enam. closewound, 
cathode tap at 234 turns. Band- 


set dial set at approximately 7. 


14 Me. 934 turns no. 22 enam. spaced to 7% 
inches, cathode tap at 212 turns. 
Bandset dial set at approximately 7. 


21 Me. Use 28-Mc. coil. Bandset dial set 
at approximately 4. 


28 Mc. 434 turns no. 22 enam. spaced to 7 
inches, cathode tap at 11 turns. 
Bandset dial set at approximately 8. 


All Coils wound on 1l-inch diameter National 
XR-1 coil forms. 
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Figure 3. 
UNDERCHASSIS OF THE 
REGENERATIVE 
RECEIVER. 
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HEATERS 


PHONES 


Figure 4. 


SCHEMATIC OF THE REGENERATIVE RECEIVER. 


C:—-100-yufd. midget variable (National UM-100) 

C.—15-yyfd. midget variable (National UM-15) 

C;—0.0001-ufd. midget mica 

C,;—0.05-yfd. 400-volt tubular 

C;—0.00025-yfd. mica 

C.—0.01-yfd. 400-volt tubular 

C:—-25-yfd. 25-volt electrolytic 

C;—0.05-yufd. 400-volt tubular 

Cy—7-35-yufd. ceramic trimmer (Centralab 820C) 

Cio—0.003-nfd. midget mica 

CH—Secondary winding of Stancor A-4742 audio 
transformer 

L—See “Coil Table for Regenerative Receiver’ 

Ri—2.2 megohms 1% watt 

R:—100,000 ohms 12 watt 

R;—470,000 ohms 12 watt 

R:—1000 ohms 1% watt 


R;—100,000 ohms 2 watts 

Rce—50,000-ohm potentiometer (IRC D11-123 linear 
taper) 

R;—100,000 ohms 2 watts 

Rs—22,000 ohms 2 watts 

Ro—47,000 ohms 2 watts 

PL—Jones P-304AB 

Connections to PL are: 
1—Ground, negative side of plate voltage 
2—6.3 volts to heaters 
3—6.3 volts to heaters 
4—Plus 250 volts d.c. 

Note: If batteries are to be used, or if the receiver 
plate supply delivers less than 200 volts, resistor 
Rs should be omitted from the circuit, resistor Rs 
should be omitted and the lead from terminal 4 
on PL should go to the junction of R:, CH, and Rs. 
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Figure 5. 


FRONT OF THE SUPERHET CON- 
VERTER, SHOWING COILS. 


One-Tube Superheterodyne 
Converter 


The regenerative receiver just described will 
deliver surprising performance on all the ama- 
teur bands, when consideration is given to the 
fact that only two tubes are used. But the re- 
generative receiver leaves much to be desired 
in the way of selectivity, and is somewhat 
critical in tuning. 

Superheterodyne reception may be had on all 
amateur bands through the use of a super- 
heterodyne converter and a broadcast receiver 
or a short-wave receiver with limited coverage. 
One of the least expensive arrangements which 
will still be found quite adequate is the use of 
a surplus BC-454A receiver to cover the 3 to 6 
Mc. range directly, and then the use of this 
receiver in conjunction with a simple super- 
heterodyne converter to cover all the other 
amateur bands. 


The converter unit to be described may be 
used in conjunction with any receiver capable 
of tuning either to 1.5 Mc. (such as a broadcast 
receiver) or to 3 Mc. (such as a BC-454A, a 
BC-312, or a BC-348). When the converter 
is to be used with a broadcast receiver it will 
of course be used to cover all the amateur 
bands. When used with a BC-454A it will 
be used to cover all bands except 3.5 Mc., and 
when used with a BC-348 or BC-312 it will 
probably be used only to cover the 21 Mc. or 
28 Mc. bands. 

The converter illustrated in figures 5 through 
8 is designed to be constructed as a modifica- 
tion of the regenerative receiver just described. 
The modification is accomplished as follows: 
Remove all components from the receiver ex- 
cept the two tuning capacitors and the coil 
socket. Then reverse the octal socket in the 
center of the chassis so that the slot for the 
locating pin is away from the coil socket. Then 
install another four-prong ceramic tube socket 
in the position formerly occupied by the socket 
for the 6J5 tube. Install a switch of the toggle 
type in the position formerly occupied by the 
regeneration control, and place a 100-umfd. 
variable tuning capacitor in the place formerly 
occupied by the phone jack. The adjustable 
capacitor across the output coil in the plate of 
the 6SA7 is mounted on the chassis in such a 
position that the adjusting nut projects through 
the hole in the chassis which formerly passed 
the wires for the choke in the plate of the 6J7. 

With these changes made, which involve 
very little additional metal work, the converter 
may be wired as shown in figure 8. The coil 
socket which originally was in the regenerative 
receiver is used as the oscillator coil socket— 
and all of the coils made for the regenerative 


COIL TABLE FOR SUPERHETERODYNE CONVERTER 


BAND OSCILLATOR COIL ANTENNA COIL 
E 54 see : Vn" 
1.8 Me. Use 3.5-Mc. coil from the re- did. fore (National XR-4). deities °8 sie 
generative receiver. no. 22 enam. 

3.5 Me. Use 3.5-Mc. coil from the re- 35 turns no. 22 enam. closewound on 1” dia. 
) generative receiver. form. Ant., 7 turns. 

7.0 Mc Use 7-Mc. coil from the _ re- 18 turns no. 22 enam. closewound on 1” dia. 
' generative receiver. form. Ant., 634 turns. 

14 Me Use 14-Mc. coil from the re- 74 turns no. 18 enam. spaced to 5%. Ant. 
1 generative receiver. coil 4 turns no. 22 enam. 

eile Use 28-Mc. coil from the re- 534 turns no. 18 bare spaced to 54. Ant. coil 

28 Mc. generative receiver. 5 turns no. 22, 


Antenna coils for the converter all are wound on National XR-1 coil forms with the exception of 
the coil for 1.8 Mc. which is wound on a 11-inch diameter, National XR-4 coil form. 
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Figure 6. 


TOP VIEW OF THE SUPERHET 
CONVERTER. 


The oscillator coil is on the right and the 
mixer-grid (antenna) coil plugs into the socket 
_on the left of the 6SA7 tube. 


receiver can be used intact as the oscillator 
coils for the converter. The added coil socket 
is for the tuned circuit which couples the 
signal from the antenna into the signal grid 


of the 6SA7. 


Tuning The tuning procedure for the 
Procedure converter is relatively simple. 

Plug in coil for one of the 
amateur bands and couple the output of the 
converter to the input of the receiver with 
which it is to be operated. The tuned circuit 
in the plate of the 6SA7 must of course tune 
to the same frequency as the input circuit of 
the receiver with which the converter will 
operate. Apply plate and heater voltage to the 
converter and turn on the receiver which is fed 
by the converter. Turn up the gain on the 
receiver, and tune it to 3000 kc. (assuming 
that a receiver which will tune to this fre- 


Figure 7. 


UNDERCHASSIS OF THE 
SUPERHET CONVERTER. 


quency is being used). A fair amount of noise 
output should be heard. Then tune the capaci- 
tor across the coil in the plate of the 6SA7 
for maximum noise output from the receiver. 
A fairly sharp increase in noise level output 
should be heard when the plate circuit of this 
tube is tuned to the same frequency as the 
input circuits of the receiver which it is feeding. 

Then attach an antenna to the converter and 
set the bandset knob to approximately the same 
position as was used when the unit was used 
as a regenerative receiver. Then peak up the 
grid circuit of the 6SA7 for maximum noise 
level and tune for signals. 

It will be found, if the unit has been wired 
correctly, that the converter is quite a “hot” 
unit. Excellent results should be obtained on 
all bands through 30 Mc. It will be found that 
the peaking of the 6SA7 signal grid circuit 
(the knob on the right of the front panel) 
tunes fairly sharply for maximum signal, but 
a fair portion of each of the amateur bands 
may be covered by tuning the main tuning 
dial only, without re-peaking of the mixer 
(6SA7) grid circuit. Pulling in frequency be- 
tween the mixer grid circuit and the oscillator 
tuned circuit is negligible as long as the 
mixer circuit is tuned to peak up the signal 
strength. The oscillator portion of the con- 
verter may be operated either higher or lower 
than the signal frequency by the output fre- 
quency of the converter. Thus if 3 Mc. is to 
be the output frequency of the converter (and 
hence the input frequency of the receiver being 
fed by the converter) the oscillator may be 
operated either 3 Mc. above the signal fre- 
quency or 3 Mc. below, whichever is more 
convenient with the coils being used. 

For c-w reception with the unit, the beat os- 
cillator in the associated receiver should be 
turned on. If the receiver does not have a beat 
oscillator, one may be added. 
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Figure 8. 
SCHEMATIC OF THE SUPERHETERODYNE CONVERTER. 


Ci, C.—100-yuyufd. midget variable (National UM-100) 

C;—15-uufd. midget variable (National UM-15) 

C:—20-125 uyfd. ceramic variable (Centralab 823- 
BN) 

C;—0.003-yufd. midget mica 

C;:—0.01-ufd. 400-volt tubular 

C:—0.0068-ufd. midget mica 

C.:—75-yuufd. midget mica 

C.—75-uufd. midget mica (Note: Cy is included in 
the circuit only for operation with 1.5-Me. i.f. For 
3-Me. i.f. it is omitted.) 


Ci1w—0.003-ufd. midget mica 

Li, bL2—See ‘Coil Table for Superheterodyne Con- 
verter’ 

L;—1 3/16 inch no. 28 enam. on 34-inch dia. Am- 
phenol no. 24. Link, 8 t. no. 22 enam. 

Ri—22,000 ohms, 2 watts 

R2—100 ohms, 12 watt 

R;:—22,000 ohms, 12 watt 

R:—47,000 ohms, 2 watts 

S—S.p.s.t. toggle switch 

J—Auto-antenna-type connector 


Adding 175-Kc. I.F. 
to the BC-348Q Series 


Many users of the BC-348 series receivers 
have found that the i-f channel of the re- 
ceiver is much too broad for satisfactory c-w 
operation on the dx bands, or for completely 
satisfactory phone operation on any of the 
bands. It is possible, of course, to add an ex- 
ternal adapter unit with a lower frequency i-f 
channel to accomplish the sharpening. In fact, 
some operators have changed the local-oscilla- 
tor frequency and the r-f alignment of the 
BC-453A receiver so that its 85-kc. i-f channel 
could be fed from the 915-kc. 1-f output of 
the BC-348. 

However, the vacant space Jeft by the re- 
moval of the dynamotor from the BC-348 
leaves a convenient space for the inclusion of 
the “sharp i-f channel.” Many operators origin- 
ally installed the power supply for the BC-348 
in the space formerly occupied by the dyna- 
motor. However, the relatively large amount 
of heat given off by an a-c power supply suff- 


ciently large to operate the BC-348 has in most 
cases resulted in an excessive amount of drift 
in the receiver, at least as far as c-w operation 
is concerned. So, since the power supply is 
best mounted externally anyway, the neat dyna- 
motor space is ideal for the installation of the 
175-kc. i-f channel. 

Since we are operating on the receiver any- 
way, an additional audio stage and the noise 
limiter may conveniently be installed at the 
same time that the 175-kc. “sharp channel” i 
added. A considerable degree of variation in 
the conversions and additions is permissible, 
but the data given herein has resulted in a very 
satisfactory receiver. The selectivity is excel- 
lent, permitting the copying of either sideband 
of a conventional AM phone signal, and allow- 
ing “single-signal” c-w reception either with or 
without the receiver crystal in the circuit. 


The Modified 


Circuit 


The wiring of the receiver is 
left unmodified up to and in- 
cluding the second i-f stage. 
The secondary of the second 1-f transformer 
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then is coupled into a 6BE6 mixer, which 
converts the 915-kc. if. to 175 kc. The output 
of the 6BEG6 then passes through two loosely 
coupled 175-kc. i-f transformers into a GBAG 
175-kc. i-f stage and then into a 6AL5 com- 
bined diode detector and noise limiter. The 
6BEG, 6BAG, and GALS with their associated 
components are on a small chassis which is 
mounted in the place formerly occupied by the 
dynamotor. The output of the 6AL5 then 
feeds back through the gain control on the 
front panel into a 6SJ7-6V6 audio channel 
which has been installed on the original “plate 
chassis” which still mounts the two 915-kc. i-f 
stages. The 6C5 beat oscillator tube, which 
operates on 915 kc. simply because the 915-kc. 
beat oscillator transformer already is installed, 
is installed on the original chassis behind the 
6V6 and 6SJ7 tubes. 


Modification 
Procedure 


Figure 11 shows the modified 
circuit of the output end of 
the receiver. Before making 
any modification in the set it is advisable to 
make sure that the front end up to and in- 
cluding the second i-f stage is operating prop- 
erly. If the unmodified receiver already is 
in operation, no problem will be introduced. 
But if the receiver is in its original condition 
and has not been tested, it will be well to 
re-wire the heater circuits for 6.3-volt opera- 
tion and check out the set. Note that, with the 
receiver in the unmodified state it will be 
necessary to short pin 2 to pin 6 on the con- 
nection plug on the rear of the receiver before 
operation can be obtained. 

After the set has been checked out in its 
original state, the changeover can be started 
with the assurance that the unmodified portion 
is capable of operating properly, so that only 
the added portions need be gotten into opera- 
tion. The first step in the changeover is to 
remove all components associated with the 3rd 
i-f stage, the 2nd det.-a.v.c.-c.w. osc. stage, and 
the output audio stage. The wires to the beat- 
oscillator transformer, the audio output trans- 
former, and the AVC-OFF-MCW switch 
should be removed, but the components should 
be re-installed. The 3rd i-f transformer is re- 
moved and an octal socket installed in its place. 

The 175-kc. i-f channel and noise limiter 
are constructed on a chassis-plate with finished 
dimensions of 37% by 6 inches. A 36-inch lip 
is bent zpward along each of the 6-inch sides 
of the chassis-plate. This means that the origi- 


nal dimensions of the aluminum plate before 
bending are approximately 458 by 6 inches. 
After the chassis has been bent to shape a 
clearance hole for the locating pin on the 
main chassis may be made in the aluminum 
plate and the holes for the four mounting 
screws drilled. The 175-kc. i-f channel may 
be built, wired, and tested externally to the 
main receiver. The installation of the chassis 
in the main receiver is then a simple problem. 

The two audio stages and the beat oscillator 
are then wired to the three socket holes in the 
main chassis of the receiver alongside the two 
915-kc. i-f stages which were left unmodified. 
Shielded leads are used to the output trans- 
former from the 6V6 and from the output 
transformer to the two phone jacks on the 
panel. The low-impedance winding on the 
output transformer is run to one phone jack 
and the higher impedance winding to the other 
phone jack. The low-impedance winding is 
best for headphone reception. and the higher- 
impedance winding will feed a PM dynamic 
speaker with a 2000-ohm to voice coil trans- 
former included with the speaker. The leads 


Figure 9, 


TOP VIEW OF THE BC-348 
WITH THE 175-KC. I-F 
CHANNEL INSTALLED. 


The ceramic coupling capacitor between Tz 

and Ts; may be seen mounted physically be- 

tween them in this photograph. The added 

socket with the 6V6 tube may be seen occupy- 

ing the position formerly occupied by the 
third 915-ke. i-f transformer. 
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from the noise limiter to the volume control 
and from the volume control to the grid of 
the 6SJ7 also are run in shielded wire through- 
out their length. 

The action of the AVC-OFF-MCV switch 
is changed somewhat as a result of the use of 
an external a-c operated power supply. The 
new wiring arrangement of the switch is 
shown in figure 11. Resistor 101-2 (5000 
ohms) and capacitor 64 (0.05ufd.) in the 
time-constant changing circuit associated with 
the beat-oscillator switch are removed. 

The receiver as diagrammed in figure 11 is 
very satisfactory for weak-signal reception. 
However, strong signals such as caused by 
local stations or signals fed to the front end 
of the receiver by a high-gain converter can 
cause overload of the receiver. The overload- 
ing takes place in the following manner: As- 
sume the receiver is tuned to 3900 kc. and a 
weak signal is being received. Then assume 
that a very strong signal on perhaps 3908 kc. 
comes on the air. The gain of the receiver is 
still high since only the weak signal on 3900 
kc. is being passed through the 175-kc. i-f 
amplifier. But the strong signal on 3908 kc. is 
receiving full amplification through the r-f 
portions of the BC-348 and substantially full 


Figure 10. 
UNDERCHASSIS OF THE MODI- 
FIED BC-348 RECEIVER. 


The added chassis which carries the 175-kc. 
i-f amplifier, detector, and noise limiter is in 
the upper right hand corner. 


amplification through the 915-kc. i-f amplifier. 
The net result of this action is that several 
volts of interfering signal resulting from the 
station on 3908 kc. will be applied to the grid 
of the GBEG mixer, resulting in rectification, 
limiting, distortion, and a reduction in the 
overall gain of the receiver as a result of signal 
fed to the a-v-c line by rectification at the grid 
of the 6BE6. 

The condition discussed in the previous para- 
graph is a natural consequence of operation 
of a receiver on a.v.c. when there is relatively 
high gain ahead of the stages in which band- 
width restriction takes place. It can be elimi- 
nated in receivers specifically designed for 
double-superhet operation by careful design 
of the low-level stages so that the signal levels 
ahead of the bandwidth-restricting stages can- 
not ordinarily reach rectification levels. But it 
is a normal consequence of “Q-5’er” operation 
with overall a.v.c. However, the condition can 
be eliminated quite easily in the unit described, 
and for that matter in any receiver followed 
by a “Q-5’er” type of amplifier, by installing 
a manual r.f.-1.f. gain control zm addition to 
the usual audio volume control. In the tfe- 
ceiver illustrated it is necessary only to install 
a 20,000-ohm control, with cathode-gain-con- 
trol taper, in the lead from the cathode returns 
of the r-f and i-f amplifiers to ground. The 
20,000-ohm portion of the dual control fur- 
nished with the BC-348 is not used, and the 
switch positions normally associated with the 
shorting of this control on “AVC” are not 
used. In the case of the BC-348 this control 
can be installed in the place formerly occupied 
by the “DIAL LIGHTS” control in the upper 
right portion of the panel. 

When this control has been installed it can 
be adjusted to where overload of the receiver 
does not take place on a.v.c. with strong sig- 
nals being fed into the receiver. For reception 
of weak signals in the absence of interfering 
strong signals, the control can be turned full 
open. 


Alignment 
Procedure 


It is best to have a signal genera- 
tor available for the alignment 
of the 175-kc. channel. If one 
is available, the 175-kc. stages should be 
aligned first, with the output of the 6AL5 being 
fed through an audio amplifier to an output 
meter or loudspeaker. Then, with the aid of a 
broadcast receiver coupled to the output of the 
6BE6 mixer, the tuning capacitor across T: 
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Figure 11. 
SCHEMATIC OF THE CIRCUITS ADDED TO THE BC-348. 


RFC—8 mh. r-f choke (Meissner 19-2078) 

T:1—Broadcast band ‘’6SA7 type” oscillator coil 
(Meissner 14-1033) mounted in shield can with 
100-yufd. APC trimmer. 


is tuned until a signal is heard in the broad- 
cast receiver on 1090 kc. The signal generator 
is then tuned to 915 kc. and the trimmer on T: 
varied slightly until the 915-kc. signal from 
the signal generator comes through in the 
center of the 175-kc. pass band. Some varia- 
tion in the sharpness of the 175-kc. channel 
may be obtained by varying the setting on the 
5-20 wufd. trimmer which couples T: and Ts. 

If a signal generator is not available, the i-f 
channel may be tuned by using it as a broad- 
cast receiver, with an antenna coupled through 
a tuned circuit to the grid of the 6BE6 mixer. 
Tuning of a portion of the broadcast band in 
the vicinity of 900 kc. may be obtained by 
varying the tuning of the circuit in the grid 
of the 6BE6 while the oscillator frequency is 


Te, T;—175-ke. 
ner 16-6650) 

Ti—175-ke. “output” 
6651) 


“interstage” i-f transformers (Meiss- 


i-f transformer (Meissner 16- 


varied by tuning the 100-#ufd. trimmer across 
Se} 

The 6SJ7-6V6 audio channel installed in 
the BC-348 chassis may be checked separately 
if desired, but little difficulty should be encoun- 
tered with its operation. After the 175-kc. 1-f 
channel is installed, it may be desirable to re- 
trim the capacitor across J: slightly to insure 
that signals in the center of the 915-kc. channel 
of the BC-348 will be converted to such a fre- 
quency that they will fall in the center of the 
175-kc. channel. Only a very slight trimming 
of the capacitor across T: should be required. 
It may be desirable, for c-w operation, to dis- 
place the frequency of T: a few kc. to one side 
or the other from 1090 kc. so that single- 
signal selectivity may be obtained with a c-w 
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Figure 12. 


TOP VIEW OF THE 28-MC. CRYSTAL- 
CONTROLLED CONVERTER. 


signal in the center of the response curve of 
the 175-kc. channel. The crystal filter of the 
BC-348 should be in operation when this 
alignment is being made. 


28-Mc. Broad-Band 
Crystal Converter 


The unit shown in figures 12 and 13 and 
diagrammed in figure 14 was designed to fill 
two general needs: 1. To give complete cover- 
age of the 27 and 28 Mc. bands for those re- 
ceivers which do not cover this frequency 
range. Many surplus receivers such as the 
BC-348, BC-312 and BC-779 give excellent 
operation on the lower frequency bands but 
are limited to an upper frequency range of 
18 to 20 Mc. In conjunction with this con- 
verter these receivers will give excellent cover- 


age of the 10 and 11 meter range. And 2, to 
provide improved stability of operation for 
28 Mc. c-w reception. Many of the less ex- 
pensive communications receivers which do 
cover the 28 Mc. band do not have sufficient 
local oscillator stability to give completely 
satisfactory crystal filter operation in this fre- 
quency range. Through the use of this con- 
verter the 27 to 29.7 range is transferred to 
the range from 7 to 9.7 Mc. where local oscil- 
lator stability in the receiver is usually greatly 
improved. Since the 20-Mc. high frequency 
beating oscillator in the converter is crystal 
controlled, oscillator stability within the con- 
verter itself is a negligible factor in overall 
stability. 

The converter is substantially flat in response 
over the 3 Mc. range from 26.8 to 29.8 Mc. 
Coverage of this wide a frequency range re- 
quires the use of broadband amplifiers with 
their relatively large power drain. The actual 
power requirements of the unit are 0.925 am- 
pere at 6.3 volts and about 25 ma. at 120 to 
130 volts. In many cases it will be found that 
this power drain is in excess of that which 
the power pack in the associated receiver can 
deliver. Hence it will be necessary to construct 
a small external unit for operation of the 
converter. In some cases this external power 
supply may consist merely of a filament trans- 
former and a selenium-rectifier filter system 
operating directly from the 110-volt line. 
However, in cases where it is not acceptable to 
ground one side of the receiving equipment to 
the grounded side of the 110-volt a-c line, a 
small power supply with a 50-ma. low-voltage 
power transformer, a selenium rectifier and an 
R-C filter can be used to deliver the 130 volts 
to the converter. 


Figure 13. 


UNDERCHASSIS OF THE 
28-MC. CRYSTAL-CON- 
TROLLED CONVERTER. 
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Figure 14. 
SCHEMATIC OF THE BROAD-BAND 28-MC. CONVERTER. 


Li—10 turns no. 24 enam. closewound on National 
XR-50 form 

L2, L:—13 turns no. 20 enam. closewound on National 
XR-50 form 


Li—-28 turns no. 24 enam. closewound on National 


XR-50 form with 4-turn link of hookup wire at 
cold end 


L;—12 turns no. 24 enam. closewound on 12” dia. 


ceramic pillar insulator 


All resistors are one-half watt 


Circuit Description Experience with many 
types of broadband con- 
verters has led to the conclusion that at least 
two r-f stages within the converter are fe- 
quired for completely satisfactory operation. In 
the first place the converter must have suff- 
cient signal output to override the mixer and 
front-end noise which exists in any communi- 
cations receiver. If the output level of the 


converter is not sufficiently high, the effective 


signal to noise ratio of the receiver-plus-con- 
verter combination will be poorer than that 
of the receiver alone. Another reason for hav- 
ing a high signal-voltage output level from 
the converter is that the high signal voltage 
will assist in overriding the few signals in the 
7 to 9.7 Mc. range which inevitably get 
through. If the converter and the coaxial cable 
between it and the receiver along with all con- 
nectors were compeltely shielded, no low fre- 
quency signals would be passed through the 
converter. However, no receiver is completely 
shielded and in most cases it will be found 
that one or two powerful commercials and 
perhaps any neighboring amateurs on the 7 
Mc. band will deliver signals of sufficient in- 
tensity to be heard. With a moderate degree 
of experimenting with grounding and shield- 
ing it will be possible, however, to reduce 
these interfering signals to a sufficient degree 
that they will cause little trouble to reception 
on the 28-Mc. band. 


R-F Stages In the unit shown two pentode 
r-f stages have been cascaded to 
provide a high signal level at the grid of the 
6J6 mixer. The first stage is a 6GAK5 with the 
popular “R9’er” input coupling circuit. The 
plate circuit of the GAKS is coupled by means 
of a broadband circuit to the grid of the suc- 
ceeding stage. Next stage is a 6AU6 with an- 
other broadband coupler between its plate 
circuit and the grid of the 6J6 mixer. A con- 
siderable degree of flexibility is permissible 
in the selection of these two r-f amplifier 
stages. In fact as long as grounded grid stages 
are not used in either circuit position it is 
probable that no change will be required in 
the coils which have been shown. One combi- 
nation which would be satisfactory but which 
gave less gain when tried would be to use two 
stages of cathode-coupled 6J6. Coupling from 
the antenna to the grid of the first tube can 
best be accomplished with the same input cir- 
cuit which has been shown for the 6GAKS5. 


‘Alternatively, a pair of 6AK5’s could be used 


for both stages. Changing the second stage to 
a 6GAKS gave an almost negligible gain in- 
crease. 

A very slight improvement in noise factor 
for the complete system can be obtained by 
using a 6J4 in the first stage of the amplifier 
feeding a 6AKS second stage. However, the 
use of a 6J4 as a grounded-grid amplifier 
brings with it a requirement for a different 
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Figure 15. 


ALTERNATIVE INPUT CIRCUIT 
FOR USE WITH COAXIAL LINE. 


Coils L; and L2 are the same as described in 

figure 14. The r-f# chokes in the heater leads 

may be Ohmite type Z-28 chokes. A type 

6AB4 or one-half of a type 6J6 may be used 

in place of the 6J4 with slightly reduced 
performance. 


type of input circuit. The cathode impedance 
of the 6J4 is approximately 50 ohms so that 
excellent results with this tube may be ob- 
tained by feeding its cathode directly from the 
center conductor of a 50-ohm coaxial line. An 
alternative input circuit of this type is shown 
in figure 15. Due to the difficulty in tuning 
for maximum response when using a 6J4 or 
other grounded-grid input stage, it 1s recom- 
mended that the input circuit shown in figure 
14 be used in all cases except when the 
amplifier is to be fed from a coaxial trans- 
mission line. 


The 6J6 
Oscillator-Mixer 


A type 6J6 tube is used in 
this converter unit as an 
oscillator-mixer. The oscil- 
lator circuit is the conventional tuned-plate 
crystal-grid arrangement with a 20-Mc. crystal 
from grid to ground. The particular unit 
shown in the photographs uses a crystal manu- 
factured by Standard Piezo, their type HF-20. 
The plate circuit of the 6J6 is tuned approxi- 
mately to 8350 kc. If the receiver used with 
the converter has an “antenna trimmer’ con- 
trol on the panel this control may be peaked 
to give maximum response in the particular 
portion of the band being used at the moment. 
As in the case of all converters of this general 
type, it is necessary merely to put the numeral 
2 mentally in front of the dial reading on the 
communications receiver to obtain the fre- 
quency of the signal being received. Thus a 


signal of 28,680 kc. would be received on the 
communications receiver at 8,680 kc. 

In the event that the high degree of stability 
of the 20 Mc. crystal oscillator is not required, 
the crystal may be replaced by a tuned circuit. 
The use of a self-controlled oscillator in the 
converter portion of the unit will give exactly 
the same result at the output when operating 
in conjunction with the conventional com- 
munications receiver except that the stability 
of incoming signals will be a function both of 
the self-excited oscillator in the converter and 
the self-excited oscillator in the receiver. A 
suitable oscillator circuit for use in a converter 
of this type was shown in the 11th edition of 
the RADIO HANDBOOK on page 281. 

Operation at 120 volts on the plates of the 
tubes in the converter unit will give com- 
pletely satisfactory operation. No improvement 
will be obtained at higher voltages and the 
tubes may be damaged if the voltage should be 
allowed to run much higher than 150. The 
power supply should be checked with the unit 
operating from it to insure that the plate volt- 
age is not in excess of about 150 volts. 


Alignment The first step in getting the con- 
verter into operation is to tune 
an additional receiver in the station to 20 Mc. 
and then to tune the plate circuit of the oscilla- 
tor in the converter until oscillation is heard 
on 20 Mc. If a crystal is being used as the 
controlling element in the oscillator, it is 
merely a question of whether the circuit is 
oscillating or not. However, if a self-excited 
oscillator is being used in place of the crystal 
its frequency should be set quite accurately to 
20 Mc. 

The next step will be to couple the output 
of the converter to the input of the communi- 
cations receiver and then to tune the com- 
munications receiver to 8350 kc. The variable 
slug in coil Li then is adjusted for maximum 
noise level output at the 8350 kc. point. A 
signal generator on 28,350 kc. should then be 
coupled to the input of the converter and the 
signal thus received should be tuned in by the 
communications receiver. Coils L: and Ls 
should then be peaked for maximum output. 
This procedure will insure that these coils have 
been wound properly and that they are capable 
of hitting the center of the frequency range to 
be covered. An antenna then should be con- 
nected to the antenna terminals of the con- 
verter, the slug of L: should be set at about 
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Figure 16. 
CHASSIS LAYOUT DRAWING FOR THE 28-MC. CONVERTER. 


The same general chassis layout and tube locations may be used for the 50-Mc. converter. How- 

ever, all coils for the 50-Mc. converter except the output coil, L,, are mounted through the top 

of the chassis rather than through the side wall. Also, different types of input and output 
connectors will necessitate different mounting holes. 


the middle of its range and the two trimmer 
capacitors in the input coupling network 
should be adjusted for maximum response to 
noise as received on 28,350 kc. 

After the converter has been roughly aligned 
in this manner on a single frequency, the com- 
munications receiver should be tuned across 
the band completely from 26.9 Mc. to 29.7 
Mc. It will be found that there is a consider- 
able drop-off in sensitivity at both ends of 
the frequency range. Since single-tuned cir- 
cuits are used as interstage coupling imped- 
ances, it is necessary to stagger tune these cir- 
cuits in the manner used for TV broad-band 
i-f amplifiers. 

The converter unit has a quite high signal 
gain coupled with a satisfactory noise factor. 
Hence it is possible to use the noise generated 
across a resistor at the input of the unit as a 
signal in the alignment procedure. The first 
step is to place a resistor, of the same value 
as the impedance of the transmission line 
which will be used to feed the converter, across 
the input terminals of the unit. Since 300- 
ohm Twin-Lead probably will be used as feed- 
er to the set, connect a 270-ohm 14-watt resis- 
tor across the input terminals of the converter. 


Tune the communications receiver to 9.3 
Mc., peak up the antenna trimmer control on 
the front of the communications set for maxi- 
mum noise output. Then peak up both capaci- 
tors in the “R9’er” input circuit of the GAK5 
for maximum noise. It probably will be found 
that greatest noise output will be obtained with 
the trimmer having one side grounded set to 
maximum capacitance, and the other trimmer 
at slightly greater than minimum capacitance. 
Coil Ls in the plate circuit of the GAUG should 
then be peaked for maximum noise by moving 
the tuning slug with a screwdriver. All the 
above adjustments are made with the com- 
munications receiver set at 9.3 Mc., correspond- 
ing to a signal frequency of 29.3 Mc. 

The communications receiver is now set 
to 7.4 Mc. and the trimmer knob on the com- 
munications set again peaked for maximum 
noise. It is probable that no change in the 
setting of the trimmer will be necessary. Now 
coil L: in the plate circuit of the GAK5 is 
peaked for maximum noise output. The com- 
munications receiver is then tuned to 8.3 Mc. 
and the “R9’er” circuit peaked for maximum 
noise output at this frequency. If the procedure 
has been done correctly the input circuit of 
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the converter should be peaked in the center 
of the range, at 28.3 Mc., the tuned circuit in 
the plate of the GAKS will be peaked at 27.4 
Mc., and the plate circuit of the GAU6 will be 
peaked at 29.3 Mc. and the plate circuit of the 
6J6 mixer will be tuned approximately to 8.3 
Mc. but will be capable of being tuned more 
or less over the 6.9 to 9.7 Mc. frequency range 
by the antenna trimmer knob on the com- 
munications receiver. 


As we tune the communi- 
cations receiver over the 
6.9 to 9.7 Mc. frequency 
range we should hear a relatively constant and 
quite high noise level, with the noise some- 
what greater between 8 and 8.5 Mc. and fall- 
ing off somewhat at the ends of the range. 
The crucial test is then to short the grid of 
the GAKS5 to ground (to the shield in the 
center of the miniature socket) by means of 
a very short piece of wire. The wire should 
be soldered to ground at the end and then 
should be bent so that it may be made to 
touch the grid terminal of the tube when it 
is pushed with a pencil or plastic neutralizing 
wrench. Whenever the grid of the GAKS5 is 
grounded in this manner there should be a 
sharp decrease in the noise-level output as 
heard in the communications receiver. This 
sharp decrease in noise level when the grid is 
shorted should take place all the way from 
6.9 to 9.7 Mc. as heard on the communica- 
tions receiver. As we tune beyond these two 
frequency extremes the decrease in noise as 
the grid is shorted will become so small as to 
be negligible. 

The noise-decrease test discussed in the pre- 
vious paragraph is a way of checking, with no 
additional test equipment, in a qualitative 
manner the equivalent noise factor of any re- 
ceiver or converter. The test simply shows the 
approximate percentage of the total noise out- 
put of a receiver which is coming from ther- 
mal agitation in the resistances associated with 
the first tuned circuit of the receiver. Note 
that the input circuit must be matched to its 
normal antenna load for the test to have any 
value. In the converter being described, the 
270-ohm resistor across the input simulates the 
characteristic impedance of the antenna trans- 
mission line which will be used with the unit. 

In the case of a perfect receiver, all noise 
output would cease when the grid of the first 
tube was shorted to ground. In the case of 


Checking Noise 
Factor 


a very good receiver or converter, and the unit 
being described is an example, the noise out- 
put will drop about one-half when the grid 
of the first tube is shorted to ground. A poor 
or mediocre receiver or converter will show 
only a very slight decrease in noise level when 
this test is made with a resistor of the rated 
value matched to the input circuit. 

When this test is made on the converter 
it may be found that the performance is bet- 
ter at one end of the band than at the other. 
Or it may be desired to peak up the perform- 
ance in a particular portion of the band with 
a sacrifice at the two ends of the range. In 
any event, a much more accurate check on 
the performance of the converter may be ob- 
tained in this manner than by attempting to 
tune up the unit with a signal generator of 
the conventional type or with the aid of ama- 
teur signals received. 

After the adjustment procedures have been 
completed the 270-ohm resistor should be re- 
moved from the input and the antenna trans- 
mission line connected. If the band is open 
a profusion of signals should be received in 
the 26.9 to 29.7 Mc. range, but these signals 
will be received with the receiver stability 
characteristic of the 6.9 to 9.7 Mc coverage. 
Construction The converter is constructed 
on a U-shaped chassis bent 
up from soft sheet dural in a tinshop. The 
overall dimensions of the chassis along with 
the position and sizes of the major holes 
are given in figure 16. The power socket 
and the coaxial connector for the output cable 
are mounted on a lip bent down on one end 
of the chassis. The two-terminal strip for the 
antenna leads is mounted on the top of the 
chassis at the opposite end, but of course this 
connector may be mounted on a lip bent down 
at the other end if that should be desirable 
from a mechanical standpoint. 

Construction of the unit after the chassis 
has been bent and drilled is a relatively sim- 
ple process. Experience in building these 
units has shown that it is necessary to use 
low-inductance ceramic by-pass capacitors of 
the disc or tubular type in all the high-fre- 
quency circuits rather than the more conven- 
tional mica units. Complete stability in the 
converter could not be attained until the mica 
capacitors originally employed were replaced 
with the low-inductance ceramic units. Also, 
use the very shortest leads possible in attaching 
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Figure 17. 


SHOWING BOTH THE 28-MC. AND 50-MC. CONVERTERS 
MOUNTED ON THE POWER UNIT. 
The 50-Mc. unit is in the foreground in this photograph. The lower switch on the chassis of the 
power supply is the a-c line switch, while the upper switch selects either the 28-Mc. unit or the 


50-Mc. unit by applying heater voltage to the appropriate unit. Plate voltage is applied to both 
units at all times. 


the ceramic by-pass capacitors. Note in ad- 
dition that the plate and screen by-pass capaci- 
tors for the two r-f amplifier stages are returned 
to one cathode terminal of the tubes (pin 7), 
while the other cathode terminal (pin 2) re- 
ceives the cathode resistor and by-pass capaci- 
tor. Since pin 2 is the suppressor terminal only 
on the 6GAUG a lead is run directly from pin 
7 to pin 2 across the bottom of the socket. 
A mica capacitor is used for filament by-pass, 
and it is placed directly across pins 3 and 4 
on the 6AKS5 socket. 


50-Mc. Broad-Band Crystal 
Converter 


The unit illustrated in figures 17 and 18 and 
diagrammed in figure 19 was designed for use 
as a companion unit to the 28-Mc. unit just 
described. Both converters are shown mounted 
on their associated power-supply unit in figure 
by. 

The advantages of crystal-controlled broad- 
band converter operation are equally as valu- 
able on the 50-Mc. band as they are in the 
28 Mc. region. Hence the 50-Mc. unit shown 


in figure 17 was developed. Although the 
appearance of the 50-Mc unit is quite similar 
to that of the 28-Mc. converter, the circuit 
of the r-f portion is quite different in that 
the “cascode” circuit is employed. A neutral- 
ized, triode-connected G6GAKS tube is used as 
the first tube in the cascode to feed a type 
6AB4 as the grounded-grid stage. The output 
of the cascode is fed to the grid of a 6J6 com- 
bined oscillator-mixer, with the second half of 
the 6J6 acting as a conventional crystal oscil- 
lator with a 36-Mc. crystal. 

With the 36-Mc. crystal (Standard Piezo 
type HF-20) providing excitation to the mixer, 
the 50-Mc. band covers from 14 to 18 Mc. on 
the receiver being fed from the converter. A 
frequency of 50 Mc. is received at 14 Mc. 
on the receiver dial, with 54 Mc. being 
received at a receiver dial setting of 18 Mc. 
If a 36 Mc. crystal is not available, a type 
6AB4 tube may be used as the mixer, with 
a 6J6 tube acting as a crystal-oscillator multi- 
plier from a crystal with a lower fundamental 
frequency. Either a 12-Mc. crystal or a 9-Mc. 
crystal may be used, with a 36-Mc. coil in 
the plate circuit of the second section of the 
6J6 oscillator-multiplier. 
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Construction, alignment, and noise-factor 
checking of the converter is essentially the 
same as that of the 28-Mc. converter just 
described. However, since the lowest mega- 
cycle of the 50-Mc. band is the most generally 
used, and since marker stations just below 
50 Mc. are important as an aid to the antici- 
pation of band openings, the coils in the 
converter ate peaked for maximum per- 
formance on 50.0 Mc. Coils Li and Ls are 
peaked at 50.5 Mc., and L: is peaked at 14.5 
Mc. Coil L2 also is peaked at 50.5 Mc., but the 
peaking must be done with a grid-dip meter 
when the tubes are not lighted since the 
loading of the GAB4 grounded-grid stage is 
very heavy when the tubes are operating. Also, 
the grid-dip meter will be found quite effective 
in making the initial adjustments on all the 
other tuned circuits in the converter unit. 

The neutralizing coil of the triode-connected 
6AK5, L, may be wound as given in figure 
19 and left as is, if desired, since precise 
neutralization of the tube is not required. 
However, if it is desired to neutralize the tube 
accurately, the converter may be placed ‘in 
normal operation with the GAK5 tube in the 
socket but with heater voltage removed from 
this tube. All other tubes should have normal 
heater and plate potentials applied. Then the 
inductance of L should be varied until mini- 
mum signal is coupled through from the an- 
tenna input of the converter. When minimum 


coupling is obtained, the GAK5 will have been 
neutralized. 

A similar design to the 50-Mc. converter 
could be built for operation on the 144:Mc. 
band. The injection frequency from the crystal 
and multipliers should be 130 Mc. to spread 
the 144 to 148 Mc. band from 14 to 18 Mc. 
on the dial of the receiver being used as 
second i.f. and audio. The crystal used should 
have a fundamental frequency such that an 
integral harmonic using doublers or triplers 
will hit 130 Mc. Any multiplying factor 
greater than 12 (crystal frequency of 10.833 
Mc.) will result in a spurious response in the 
144 to 148 Mc. band. As an example, a 
crystal on 7222 kc. followed by two triplers 
and a doubler (multiplying factor of 18) to 
reach 130 Mc., will result in a spurious re- 
sponse at about 144.4 Mc., as will a crystal 
on 14.44 Mc. multiplied 9 times to reach 
130 Mc. Desirable crystal frequencies would 
be: 43.3 Mc., 32.5 Mc., 21.66 Mc., or 10.833 
Mc., followed in each case by appropriate 
multipliers to reach 130 Mc. 


Power Unit for the Crystal 
Converters 


Shown in figures 17 and 20 is a simple 
power unit and mounting base for two crystal- 


Figure 18. 
UNDERCHASSIS OF THE 50-MC. CONVERTER. 
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C= 500 UUFD. 
RFC = UHF TYPE 


+120 V. 


Figure 19. 


SCHEMATIC OF THE 50-MC. CRYSTAL CONVERTER. 


C—500-uufd. dise. or tubular ceramic 

L—45 t. no. 28 enam., spaced to 1”, on 14” dia. 
polystyrene rod 

Li—14 t. no. 28 enam., closewound on 3” dia. 
Millen 69041 slug-tuned ceramic coil form. An- 
tenna tap 3 t. from ground end. 

L:—7 t. no. 28 enam. on Millen 69041 form 


L:—7 t. no. 28 enam. on Millen 69041 form 

Li—21 t. no. 28 enam., spaced to 12” on National 
XR-50 form 

L;—7 t. no. 24 enam. on Millen 69041 form 

RFC—40 t. no. 28 enam. closewound on 1” dia. 
form 


controlled broad-band converters. If desired, a 
somewhat larger chassis could be employed 
so that a 144-Mc. converter could be mounted 
alongside those for the 28-Mc. and 50-Mc. 
bands. Selection of the desired converter could 
be accomplished remotely, since no adjustment 
of the converter is required after it is once 
aligned. If remote selection were to be used, 
the antennas for the appropriate bands would 
be permanently connected to the converter input 
receptacles, and separate coaxial cables from 
the output of each converter would be run 
to the selector switch at the operating position 
which applied heater voltage to the desired 
converter. 

The power unit itself is a simple selenium- 
rectifier power supply making use of an in- 
expensive transformer which supplies 6.3 
volts to the tube heaters and 117 volts 
from a separate winding to the selenium 
rectifier. The filter is made up of a 470-ohm 
2-watt resistor and a dual 40-mfd. 150-volt 
electrolytic capacitor. Two Jones plugs are 
brought out for connection to the two con- 
verter units. Plate voltage is continuously 
applied to both-units, and heater voltage is 
applied to the unit in use. 


Figure 20. 


UNDERSIDE PHOTO OF THE 
POWER-SUPPLY CHASSIS. 


The schematic of the power supply is the same 

as that used in the Utility Booster, figure 26, 

except that a switch is included for applying 

heater voltage to the converter unit which 
is to be used. 
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Figure 21. 
FRONT VIEW OF THE 144-MC. CONVERTER. 


144-Mc. Cascode Converter 


A low-noise front end in a receiver offers 
a material improvement in receiver effective- 
ness on frequencies of 144 Mc. and above. 
The 144-Mc. converter shown in figures 21, 
22, and 23 is based on the combination of a 
cascode front end, broadly resonated to the 
center of the band, a broad-band triode mixer, 
and a variable-frequency oscillator with con- 
stants porportioned in such a manner that the 
144-148 Mc. band covers almost the entire 
dial. 

The first tube in the triode is a triode- 
connected 6AK5, with coil neutralization from 
the plate back to the grid circuit. The second 
tube, which acts as a grounded-grid stage, is 
a 6AB4. The output of the dual-tube cascode 
circuit is capacitively coupled to a triode 
mixer which employs one-half of a type 12AT7 
tube. The other half of the 12AT7 acts as 
the beating oscillator. The r-f stage and the 
mixer are fix tuned; tuning of the converter 
is accomplished by varying the frequency of 
the local oscillator. The unit is designed for 
feeding into an intermediate frequency of 
10.7 Mc. An i-f unit using standard 10.7-Mc. 
transformers may be used for FM or AM 
reception with the converter, or the converter 
may be fed into the station receiver as an i-f 
and audio channel, with the station receiver 


being tuned to 10.7 Mc. 


The converter includes its own power supply, 
since plate voltage requirements are 120 volts 
at about 35 ma. Transformer T is a small 
unit which supplies 6.3 volts at a current up 
to 1.5 amperes and 117 volts a.c. at a load up 
to 50 ma. The filter for the power supply 
consists of two 30-ufd. 150-volt electrolytic 
capacitors and a 470-ohm resistor. Oscillator 
stability with line-voltage variations is im- 
proved through the use of a type OB-2 
voltage regulator on the plate supply to the 
local oscillator. 

A considerable simplification in construction 
and alignment is attained through the use of 
broad-band circuits in the r-f portion of the 
converter, since only the local oscillator need 
be tuned. Excellent stability is attained in the 
converter through the generous use of v-h-f 
r-f chokes and small ceramic by-pass capacitors 
in the heater and plate supply circuits. 


Construction ‘The converter is housed in a 


box 8 inches wide, 414 inches 


high, and 6 inches deep. The particular 
type of case used (L. M. Bender type 
146) is made up in two parts, both 


U-shaped. The lower part constitutes the 
front panel, bottom, and rear panel. The other 
part, which slips in place and is held by two 
screws, provides the top and two ends. 

The dimensions of the sub-panel which 
holds the r-f unit are 4 inches wide by 414 
inches in depth. The front and back folds are 
each 15g inches, with a 34-inch lip provided 
for the holding screws. The input and output 
phono-type jacks and the output transformer 
Li are mounted on the rear of the sub-panel, 
with matching holes in the rear of the main 
housing. The three 7/16-inch holes in the 
converter case, which give access to the phono 
jacks and the adjustment for the output trans- 
formers, are marked and drilled after the 
sub-panel has been mounted to the main 
housing. 

The oscillator tuning capacitor is mounted 
with a bracket on the right front corner of 
the sub-panel. The dial is mounted in the 
center of the panel after careful measure- 
ments to be sure that it will be at the correct 
height for the shaft of the tuning capacitor. 
Then the tuning capacitor and dial may be 
coupled, and holes marked on the floor of the 
box for holding the sub-panel in position. 

Tube sockets should be mounted such that 
the shortest leads to the socket pins will result. 
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It is advisable to place a solder-lug under 
one socket mounting screw, and then to bond 
to the solder lugs all the socket pins that 
are to be grounded. Then the by-pass capacitors 
and the filament choke associated with that 
socket may be mounted. The balance of the 
wiring should be done such that the coils are 
well separated and mounted in such a manner 
that they may easily be removed for adjust- 
ments. The approximate resonant frequency 
of the coils may be checked with a grid-dip 
meter. Final alignment of the broad-band coils 
may be done in the manner discussed in con- 
nection with the 28-Mc. broad-band crystal 
converter. 

Some adjustment in the oscillator coil 
probably will be required to attain the desired 
degree of bandspread. With a given capaci- 
tance range in the tuning capacitor, the use 
of a larger coil and less padding capacitance 
will increase the bandspread; a smaller coil 
with greater padding capacitance will decrease 
the bandspread. The local oscillator may be 
operated most conveniently on the low side, 
and hence should cover the frequency range 
from about 133 to 138 Mc. to give full 
bandspread of the 144 to 148 Mc. range 
with 10.7-Mc. i.f. 


Figure 22. 


INSIDE OF THE 144-MC. 
CONVERTER. 


Showing the inside of the 144- 
Me. converter with the cover 
removed. The power supply por- 
tion of the converter is con- 
structed on the main housing. 
The r-f portion is constructed 
on a small chassis bent from a 
sheet of aluminum. 


The neutralizing coil Lx for the 6GAKS5 
triode is not too critical; it may simply be 
wound as specified and soldered in place. If 
it is desired to make an accurate neutralizing 
adjustment, the heater lead to the 6AK5 should 
be removed and a signal strong enough to 
read on the S meter of the associated re- 
ceiver should be tuned in. Then the inductance 
of Ly should be varied until minimum signal 
is received. The heater lead to the 6GAKS 
should be reconnected for normal operation. 

The leads from the power supply are 
terminated in a lug strip mounted to the floor 
of the box. Another terminal strip with 
matching connections is mounted on the r-f 
unit sub-panel. When the r-f unit is being 
tested out of the box, extended leads between 
the two terminal strips are installed. Then 
when the r-f unit is installed in the box short 
jumpers are connected between the adjacent 
terminals on the strips. 


Utility Dual-Channel Booster 


An extra stage of amplification at the 
signal frequency often is helpful in the higher 
frequency ranges. Such a stage helps in the 
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Figure 23. 
SCHEMATIC OF THE 144-MC. CONVERTER. 


C—V-h-f type midget variable with two plates 
Li—-5 t. no. 18 bare, air wound, 52” long, 34” dia., 
tapped 2 t. from bottom end for antenna lead 
L2—2 ¢t. no. 18 bare, air wound, %4” long, 4” dia. 
L:—3 t. no. 22 enam. on Millen 69041 slug-tuned 
form 

L:—-22 t. no. 22 enam. on National XR-50 form; 
3 t. link 

L;—4 t. no. 14 bare, air wound, 5/16” dia., 34” long 


L.—9 t. no. 22 enam. spaced wire dia. on 4” 
polystyrene rod 

RFC—Midget v-h-f chokes or 22 t. no. 28 enam. 

T—6.3 v. at 1.5 a.; 117 v. at 50 ma. (Merit no. 
3/16” diam., V2” long 
P-3045) 

S—A-ce line toggle switch 

Ji, Jo—Coaxial input and output connectors (May be 
Phono jacks.) 


Figure 24. 


FRONT VIEW OF THE DUAL- 
CHANNEL BOOSTER. 


A type 6AK5 tube is used in the 144-Mc. por- 

tion of the booster while a type 6CB6 tube is 

used in the 50-Mc. side. Alternative tubes are 
the 6AG5 and the 6BC5. 


reduction of image interference and is useful 
in making up the gain that is lost in the front 
end of conventional receivers as the tuning 
range is extended into the v-h-f region. Tra- 
ditionally, such an amplifier is called a “pre- 
amplifier’ when used with a communications 
receiver, but recently the term “booster” has 
come into general use as a result of TV 
terminology. 

The unit shown in the photographs of 
figures 24 and 25 and in the schematic of 
figure 26 has been designed for use as a 
utility amplifier capable of being adapted to 
various amateur, entertainment, and communi- 
cation frequencies up to about 170 Mc. It is 
really two amplifiers in one housing, partly 
to justify the built-in power supply and partly 
because the average amateur or experimenter 
normally is interested in reception on at 
least two of the v-h-f tuning ranges. Appro- 
priate coils may be installed for use of the 
unit on the 10, 6 or 2 meter amateur bands, 
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Figure 25. 
UNDERCHASSIS OF THE UTILITY BOOSTER. 


The individual r-f amplifier units have been assembled on small plates which then are affixed 
into the main chassis. 


the low-band TV and the FM bands, the v-h-f 
airway communication band, or the mobile 
telephone communication band. 

The tuning range and bandspread are readily 
changed through the use of appropriate coils 
and tuning capacitors. Hence the point of most 
general value about the unit is the com- 
ponent layout, which has proven useful to 
about 170 Mc. with good gain and freedom 
from instability. Experiment showed that the 
layout was not suitable for “high-band’” TV 
service; more compact construction with slug- 
tuned coils or “line-type” tuned circuits should 
be used for the range above 175 Mc. 

One side of the unit is set up with 100-uufd. 
tuning capacitors for the lower of the two 
tuning ranges. The other side uses 35-umufd. 
tuning capacitors for the higher of the two 
tuning ranges. The side with the larger tuning 
capacitors will cover the 6-meter band and the 
low TV range, or the low TV range and the 
FM band. 

As shown, the unit was constructed for 
use with 300-ohm ribbon line input and 
output. If coaxial line is to be used, coaxial 
fittings should be substituted for the binding 


posts, and either link coupling or direct taps 
used on the input and output coils. When 
using coaxial line the outer conductor is 
grounded by the coaxial fitting and the 
inner conductor is connected to the link or 
tapped a small amount up the appropriate 
coil; a series capacitor must be included in 
series with the tap to the plate coils if this 
method of coupling is to be used. 

The power supply is based on a small power 
transformer which includes a 6.3-volt and a 
117-volt winding. Thus the a-c line is isolated 
from the chassis so that a direct chassis ground 
may be used at the same time that all common 
negative leads are made to the chassis ground. 
The output of the rectifier is filtered by an RC 
filter; the output voltage measures about 130 
under full load. 

Construction Wiring of the individual am- 
plifier units is greatly simpli- 
fied by assembling each amplifier on a small 
aluminum plate, as shown in the sketch includ- 
ed in figure 26. The sockets are placed on the 
plates in such a position that the input side 
of the tube socket is adjacent to the input 
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SCHEMATIC OF THE UTILITY BOOSTER. 


A sketch showing the layout of components on the amplifier plates is shown in the lower right 
portion of the drawing. 


C:, C—APC-type midget variable capacitors 

C;—150-uyufd. ceramic tubular capacitor 

Ci, Cs, Cy, C:—500 to 1000 wufd. ceramic by-pass 
capacitors 

Cy, Cy»—30-yvfd. 150-volt electrolytic capacitors 

R:i—100,000 ohms, 1 watt 

R2,—27,000 ohms 14 watt 

R:—470 ohms, 2 watt 

Ri—47 ohms 2 watts 


R;s—470 ohms 2 watts 

Rv —47,000 ohms 2 watts 

RFC—YV-h-f type chokes 

SR—65-ma. selenium rectifier 

T—6.3 v., 1.5 a.; 117 v. 50 ma. (Merit P-3045) 
S:i—S.p.s.t. toggle switch 

S.—Ceramic rotary switch, 3-pole, 2-position 

Li, L2—Coils for desired frequency range (see text). 


end of the main chassis. The output sides of 
the sockets should face the output switch. 

The two sides of the tube socket are shielded 
by a small copper sheet that is soldered to a 
solder lug under the socket mounting screw 
nearest pin 4, to pin 4, and to the sleeve in 
the center of the tube socket. If the lower 
half of the copper sheet is tinned on both 
sides before assembly, but after the sheet 
has been notched and shaped to fit the contour 
of the tube socket, the shielding sheet may 
easily be soldered into place. 

The three “tie point” strips on each mount- 
ing plate are held in place temporarily during 
wiring by small machine screws. After wiring 
is complete, these screws are removed; the 
mounting screws which hold the mounting 
plate in place on the main chassis also hold 


the tie points in place. The tube sockets pro- 
ject through holes which have been made with 
a much larger socket punch in the main chassis. 
To complete the amplifier assemblies the tuning 
capacitors are mounted in position and wired 
to their connection points on the amplifiers, 
and the coils are soldered in place on the 
terminals of the tuning capacitors. The power 
supply is mounted along the inside of the 
rear lip of the chassis, which in the case of 
the unit illustrated has dimensions of 10 
inches by 5 inches with a height of 3 inches. 

The coil sizes depend, as mentioned before, 
on the desired frequency range and the capa- 
citances of the tuning capacitors used. In the 
case of the unit illustrated, for coverage of 
the 6-meter band and low-band TV _ with 
100-uefd. capacitors, 514 turns of no. 16 are 
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space wound to a length of 34 inch with a 3%4- 
inch diameter as coils for both the grid and 
plate circuits. In the other amplifier, which 
gives good gain on the 144-Mc. band, 2 
turns are used on each coil, wound 39-inch 
in diameter and 14 inch long, with 35-uufd 
tuning capacitors. 

The amplifiers illustrated cover the 6-meter 
and 2-meter amateur bands with very little 
bandspread. However, band spreading is of 
little importance since the amplifiers are 
moderately broad-band in their gain-frequency 
characteristic. For coverage of a different fre- 
quency range the coils may be sized with good 


accuracy by using a grid-dip meter. The 
coupling links are made of a few turns of 
plastic-covered hookup wire squeezed between 
turns at the low-potential ends of the tuning 
coils. If oscillation occurs in the units, it may 
be a result of coupling between the input 
and output lines external to the unit. If 
this is not the cause, it may be stopped by 
using tighter coupling at the antenna end 
of the amplifier units. Some experiment with 
the number of link turns and the tightness of 
coupling should be made to determine that 
adjustment which produces best gain with 
complete stability. 


CHAPTER TWENTY-ONE 


Exciters and Low-Power 
Transmitters 


Several different types of equipment, de- 
signed to meet a range of needs, have been 
described in this chapter. There is a simple 
two-tube all-band transmitter and a simple 
v-f-o unit for the beginner or for those with 
simple needs. Then there are several exciter 
units and low-powered transmitters for various 
frequency ranges. And finally, for those with 
more advanced taste or needs, there is a sim- 
plified single-sideband generator of high per- 
formance which makes use of the classic filter 
method, but which requires no special difficult- 
to-obtain components. 


Two-Tube All-Band Transmitter 


Illustrated in: figures . 1). 2,-and 3,018 <a 
simple two-tube transmitter r-f unit which 
may be used, with appropriate crystals, on all 
the amateur bands from 1.8 through 54 
Mc. It may be used either for c-w operation or 
the GLG tube in the final stage may be plate 
modulated. 
Circuit Description The crystal oscillator tube 
is a 6AG7. It operates as 
an untuned Colpitts oscillator with the crystal 
between grid and ground. The output energy 
from the tuned plate circuit of the tube is 
capacitively coupled into the grid of the 6L6 


amplifier. Variations in the tuning of the 
6AG7 plate circuit have negligible effect on the 
frequency of oscillation or activity of the crys- 
tal circuit. 

Bias for the 6AG7 is obtained from the 
drop caused by grid current through the 100,- 
000-ohm grid leak, plus a small amount of 
bias developed across the 100-ohm cathode 
resistor and the d-c resistance of the r-f choke. 
Grid bias for the 6L6 is obtained exclusively 
as a result of grid current flowing through 
the 47,000-ohm grid leak for the tube. Hence 
plate voltage must not be applied to the 6L6 
unless it is receiving excitation from the crys- 
tal stage. This matter is discussed in more 
detail in the section devoted to Adjustment 
and Operation. Screen voltage for both the 
tubes in the transmitter is obtained from the 
plate-voltage supply through series screen re- 
sistors. Shunt feed of the plate voltage to the 
6L6 through RFC: is employed so that plate 
voltage will not be present at any point on the 
top of the transmitter. The plate coil, Li, 
of the 6L6 is at ground potential as far as 
d.c. is concerned. However, this coil does 
have the full r-f voltage output of the stage 
across it; hence it is possible to obtain a pain- 
ful r-f burn from the coil even though no 
electrocution danger is present. . 

The transmitter may be operated on the 
160, 80, and 40 meter bands with the plate 
circuit of the GAG7 untuned. For this type of 
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operation the plate tuning capacitor for the 
6AG7 is turned to “100” on its control knob 
so that it is at minimum capacitance. If this 
tuning capacitance is increased from minimum 
capacitance, its shunting effect will reduce the 
amount of excitation voltage available at the 
grid of the 6L6, and the power output from 
the 6L6 will be reduced. 

However, the modified transmitter is capa- 
ble of operating on all the higher frequency 
bands with an appropriate coil in the plate 
circuit of the 6AG7. But it is important to 
remember that, when the transmitter is to be 
operated with a coil plugged into the plate 
circuit of the GAG7, the 6L6 stage always must 
operate as a frequency multiplier. In other 
words, the coil in the plate circuit of the 
6AG7 (which coil, of course, is also in the 
grid citcuit of the 6LG) must be tuned to 
one-half or one-third the frequency to which 
the coil in the plate circuit of the 6L6 is tuned. 
If this is not done, and if the grid circuit of 
the 6LG is tuned to the same frequency as the 
plate circuit, the 6LG stage will oscillate. Self- 
oscillation in the 6L6 is very likely to result 
in out-of-band operation and poor frequency 
stability since the crystal no longer will be 
controlling the frequency of transmission. 
Therefore, always make sure with a simple 
wavemeter that the grid circuit of the 6L6 
(plate of the 6AG7) is tuned to a fraction 
(either one-half or one-third) of the output 
frequency of the transmitter. 

Operation of the output stage of the trans- 
mitter as a frequency multiplier results in a 
slight reduction in the power output capabili- 
ties of the transmitter. But the reduction in 
power output is so small as to be negligible. 
Extensive tests of the transmitter, operating in 
conjunction with the 12-watt 6V6 Modulator 
shown in Chapter Twenty-Three have shown 
that plate modulation of the 6L6 as a fre- 
quency doubler gives quite satisfactory results 
with a good modulation percentage and ex- 
cellent voice quality on all amateur phone 
bands through 54 Mc. The effective modu- 
lation percentage on the 6-meter band (50 
to 54 Mc.) is down somewhat from that ob- 
tained on all the other bands, as it is viewed 
on the cathode-ray oscilloscope in the labora- 
tory. But checks of the transmitted signal over 
the air have shown that the effective modu- 
lation percentage and audio quality of the sig- 
nal as heard are excellent. 

The Coil and Crystal table indicates the 


proper combination of coils and crystal fre- 
quencies to be used on each of the amateur 
bands. It will be noted that there are several 
possible ways of obtaining output on several 
of the lower frequency amateur bands. Any 
of these combinations may be used, depend- 
ing upon the particular crystal frequencies 
available to the operator of the transmitter. 
If crystal frequencies are selected carefully, it 
will be seen from the chart that many crystals 
may be used on three harmonically related 
bands. Thus a crystal between 3.5 and 3.6 
Mc. may be used on the 3.5 Mc., 7.0-Mc., and 
14-Mc. bands. The same consideration applies 
to 1.8-Mc. and 7-Mc. crystals. 
Construction The r-f unit is mounted on 
514 by 10 by 3-inch dural 
chassis (ICA No. 29004). Other types of 
chassis with similar dimensions may of course 
be used in place of the one specified. This 
same consideration in regard to substitution 
applies to all the other components which go 
to make up the transmitter. Other makes 
may be substituted for the components which 
have been specified, so long as the electrical 
characteristics are the same as those used in 
the equipment. 

All wiring must be done neatly, with the 


Figure 1. 


FRONT OF THE ALL-BAND 
TRANSMITTER UNIT. 


Coils for operation of the unit on the ama- 
teur bands through 54 Mc. are illustrated 
along with the r-f unit. 
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shortest possible leads used for r-f circuits. 
Use a good grade of insulated hook-up wire 
and mechanically affix each lead to the point 
where it is to be connected before applying 
solder. Solder should be used as a means of 
insuring a good electrical connection; it should 
not be relied upon for mechanical support. No 
difficulty whatsoever will be encountered with 
the actual procedure of soldering if all 
components and wires are clean before solder- 
ing is attempted, if a good grade of rosin-core 
solder is used, and if a good quality electric 
soldering iron is used to make the joint. Do 
not solder one end of a component to a fixed 
part and then leave the opposite end dangling 
from a wire going to the next fixed part. Use 
the simple paper-bakelite “tie points” such 
as have been used in the units shown. Tie 
points are quite inexpensive and are readily 
available from retailers of electronic compon- 
ents. 


The Power 
Supply 


The power supply for the trans- 
mitter (described in Chapter 
Twenty-five) is mounted on a 
separate chassis so that it may be used con- 
veniently at a later date in conjunction with 
other items of equipment. The power unit is 
capable of delivering from 350 to 375 volts at 
a load current of 75 to 110 ma. In addition 
the unit supplies 6.3 volts a.c. at any current 
up to 4.5 amperes for lighting the heaters of the 
tubes in items of equipment connected to it. 
For the sake of convenience, the keying jack 


and the key-click filter for the associated trans- 
mitter are included in the power supply 
chassis. 


Adjustment and The adjustment procedure 
Opersation for the transmitter is quite 

simple, but a moderate de- 
gree of care is required in the antenna coupling 
Operation to insure that the maximum amount 
of the available power is actually being fed 
into the antenna system. The tuning procedure 
is as follows: 

First, turn on the station receiver, without 
its antenna connected, and tune the receiver 
approximately to the frequency of the crystal 
to be used in the transmitter. A 1.8-Mc. band, 
a 3.5-Mc. band, or 7-Mc. band crystal may 
be used. Then apply filament voltage to the 
tubes in the transmitter by turning on the a-c 
line switch in the center of the power-supply 
chassis. The key plug should be inserted into 
the key jack on the front of the power supply 
chassis. After a period of about 30 seconds, 
apply plate voltage to the transmitter by turn- 
ing on the switch on the right end of the 
power supply chassis. If a d-c voltmeter is 
available, measure the voltage at the output 
of the power supply unit—it should be about 
425 volts when the power supply is unloaded 
as it now is. If a voltmeter is not available, 
and if there is no sparking or overheating in- 
side the 5Y3-GT rectifier it may be assumed 
that the power supply is delivering voltage 
to the transmitter. Now make a series of dots 


Figure 2. 


UNDERCHASSIS OF THE 
ALL-BAND R-F UNIT. 
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Figure 3. 
SCHEMATIC OF THE ALL-BAND R-F UNIT. 


C:i—100-yufd. variable (National TMS-100) 
C:—15-uyufd. midget ceramic (Centralab) 
C;—200-uufd. midget ceramic (Centralab) 

C;, Cs, Cs —0.0068-ufd. mica 

C:—75-yyfd. midget mica 

Cs, Cox—0.0068-yufd. mica 

Cio—100-pwufd. 1000-volt mica 

Cus, C12——-0.0068-ufd. mica 

Cis—100-yufd. midget variable (National UM-100) 
Ci:—75-ppyfd. midget mica 


Ri—100,000 ohms 14 watt 

R:—39,000 ohms 2 watts 

R:—100 ohms 14 watt 

R.:— 47,000 ohms 2 watts 

R;—22,000 ohms 2 watts 

X—Crystal for desired band (See Coil and Crystal 
Table) 

Li,L:—See Coil and Crystal Table 

RFCi,2,;—2)Y2-mh. 125-ma chokes (National R-100U) 

M—0O-100 d-c miilammeter (Simpson No. 127) 


or short dashes with the key, while tuning 
the receiver back and forth across the crystal 
frequency. The crystal oscillator should be 
heard in the receiver each time the key is 
pressed. If the crystal is not heard, there is 
some trouble either in the power supply, crys- 
tal oscillator, or key leads or else the crystal 
is defective. But defective crystals are rare 
these days so it will be best to check the 
circuits carefully if oscillation is not obtained. 

After the crystal oscillator has been heard 
in the receiver, couple a dial lamp and a loop 
of wire loosely to the coil in the plate circuit 
of the 6L6 (See Coil and Crystal Table) and 
tune the tank to resonance by tuning for 
maximum brilliancy. With wntwned operation 
of the plate circuit of the 6AG7, more power 
output will be obtained with a crystal for the 


same frequency as the plate tank coil, but 


good output on 3.5 Mc. witha 1.8-Mc. crystal 


can be had, and a moderate amount of output 
on the 7-Mc. band may be obtained with a 
crystal between 3.5 and 3.65 Mc. in the grid 
of the 6AG7. 

For operation of the unit on the higher 
frequency bands with a coil in the plate circuit 
of the G6GAG7 (remembering that the 6L6 
stage always must operate as a multiplier when 
a coil is used in the plate of the 6AG7), 
the lamp and loop should be coupled first 
to the 6AG7 plate coil. The first tuned circuit 
then is tuned for maximum output on the 
desired frequency. The lamp then may be 
coupled loosely to the plate tank of the 6L6 
for tuning to maximum output on the 
desired harmonic of the 6L6 excitation fre- 
quency. 

The transmitter may now be checked for 
power output by coupling a 25-watt 115-volt 
lamp to its output circuit. The best procedure 
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COIL AND CRYSTAL TABLE 


CRYSTAL 


BAND OF COIL IN COIL IN 
OPERATION Ugertan vt PLATE OF 6AG7 PLATE OF 6L6 
1.8 Me. 1.8 - 2.0 None 1.8 Me. 
3.6 Me. 1.75 - 2.0 None 3.6 Me. 
3.6 Me. 3.55 - 4.0 None 3.6 Me. 
7.0 Me. 1.75 - 1.825 3.6 Me. 7.0 Me. 
7.0 Mec. 3.5 - 3.65 3.6 Me. 7.0 Me. 
7.0 Mc 7.0 - 7.3 None 7.0 Me. 
14 Me. 3.5 - 3.6 7 Me. 14 Me. 
14 Me. 7.0 - 7.2 7 Me. 14 Me. 
21 Me. 7.0 - 7.15 7 Me. 21 Me. 
21 Me. 10.5 -10.725 7 Me. (Tune to 10 Me.) 21 Me. 
27 = =Me. 
(26.96-27.23) 6:74 - 6.8075. 14 =Me. 28 Me. 
28 Me. 7.0 - 7.425 14 Me. 28 Me. 
50 Me. 8.334- 9.0 21 Me. (Tune to 25 Mc.) 50 Me. 
COIL WINDING DATA 
Frequency 
Band 6AG7 Plate Coils 6L6 Plate Coils 


1.8 Me. None Required. 


3.5 Me. 35 turns no. 22 enam. closewound 
on l-inch dia. form (Nat. XR-1). 

7.0 Mec. 23 turns no. 22 enam. closewound 
on l-inch dia. 

14 ## Me. 10 turns no. 22 enam. spaced to 
l-inch on 11-inch diameter form. 

21 Me. None required. 

28 Mc. None required. 

50 Me. (Coil tunes to 25 Mec.) 534 turns 


no. 18 enam. spaced to 54-inch 
on one-inch diameter form. 


54 turns no. 22 enam. on 11-inch dia. form 
(National XR-4). Link, 8 turns no. 22 enam. 


35 turns no. 22 enam. closewound 1l-inch dia. 
form. Link, 7 turns no. 22 enam. 


18 turns no. 22 enam. closewound 1-inch dia. 
form. Link, 634 turns no. 22. 


714 turns no. 18 enam. spaced to 5 inch, 
l-inch dia. Link, 4 turns no. 22. 


Use 28-Me. coil. 


414 turns no. 14 enam. spaced to 7-inch, 
l-inch dia. Link, 4 turns no. 22. 

4 turns no. 8 bare wire unsupported. 7g-inch 
inside diameter by 11% inches long. 


for accomplishing this is to wind temporarily 
10 turns of hookup wire around the 6L6 tank 
coil and then solder the ends of this temporary 
external coil to the side and center contacts 
of the 25-watt lamp. The lamp should light 
nearly to normal brilliancy as the plate tank 
circuit is turned to resonance. For checking on 
the 1.8-Mc. band about 20 turns of hookup 
wire around the coil will be needed. 

The transmitter should now be keyed, and 
the keying characteristics checked with the 25- 
watt lamp serving as a dummy load. The keying 
should be clean, without noticeable clicks or 
chirps, but some thump will be noticed in the 
receiver due to its operation in the immediate 
vicinity of the transmitter. The transmitter 
may now be coupled to the antenna system, 
using one of the antenna coupling systems 
described in Chapter Eleven. 


One-Tube V.F.O. Unit 


The simple v-f-o unit shown in figures 4 
through 7 was designed for use primarily on 


the lower frequency amateur bands. Its sta- 
bility is quite adequate for phone operation 
on all the bands with the 6AG/7 oscillator 
tube operating directly into a frequency multi- 
plier, even directly into the final amplifier 
for operation on the 160-meter band. .The 
oscillator itself tunes the frequency range from 
1700 to 2000 kc., with a small amount of 
coverage extra at each end of the frequency 
range. Since the v.f.o. is designed for use on 
the 160-meter band as well as on the higher 
frequency amateur bands, the plate circuit of 
the GAG7 tube is broadly tuned to about 1850 
kc. About one-quarter watt of output power 
is available over the entire frequency range 
from 1.7 to 2.0 Mc. 

If it is desired to use the v.f.o. only for 
operation on the amateur bands higher than 3.5 
Mc., the plate circuit of the 6AG7 may be 
tuned to about 3700 kc., thus sacrificing op- 
eration on the 160-meter band, but eliminat- 
ing the requirement for a doubler stage in 
the transmitter from the 160-meter to the 
80-meter band. If this is to be done the 
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plate coil for the GAG7 should be the same 
in construction as the grid coil for the 6AG7, 
except that the output link is wound around it. 


Circuit Description The GAG7 tube is operat- 


ed in a standard Clapp 
oscillator circuit with output power being taken 
from the plate circuit of the tube by electron 
coupling. Due to the excellent stability of the 
Clapp oscillator circuit, plus the fact that out- 
put from the tube is taken by electron coupling, 
it is possible to operate the oscillator portion 
of the circuit on the same frequency as that 
to which the output is tuned. Thus the 
exciter unit may be used on the 160-meter 
band to feed a transmitter, even though the 
oscillator itself is operating on the same fre- 
quency as the output of the transmitter. This 
system of operation has proven quite satis- 
factory, and through this procedure it is not 
necessary to have the oscillator portion of the 
v.f.o. in the broadcast band, as would be the 
case if it were a requirement to have the 
oscillator of the v.f.o. on one-half the output 
frequency of the transmitter. 

The oscillating circuit of the v.f.o. is series 
resonant and consists of coil Li which is tuned 
to resonance by capacitors Ci, C2, and Cs in 
parallel. The high current which passes through 
the series-resonant circuit at resonance also 
passes through the two silver-mica capacitors 
C; and Cs. This resonant current causes a small 
voltage drop across the capacitive reactances 
of C: and Cs. This relatively small voltage is 
impressed on the grid of the 6AG7 as excita- 
tion, while the cathode of the tube feeds 
current to the tuned circuit to keep it in a 
state of oscillation. 

It is important that the mode of oscilla- 
tion of the Clapp circuit be kept in mind, as 
described briefly in the paragraph above. The 
mode of operation is quite different from that 
of the more conventional type of oscillator; 
in the conventional oscillator circuits the tube 
is connected to a high impedance point on the 
oscillating circuit, but in the Clapp oscillator 
the tube is connected to a low impedance 
point which has a relatively small amount of 
coupling to the resonant circuit. It is these 
two facts (tube across a low-impedance point 
in the circuit and tube loosely coupled to the 
circuit) which permit the greater frequency sta- 
bility of the Clapp oscillator with respect to 
variations in tube parameters. But it must not 
be overlooked that variations in the compo- 


nents which go to make up the resonant circuit 
of the oscillator will have just as much effect 
on the frequency of oscillation as they will 
have in any other oscillator circuits. 

Capacitors C: and Cs should have as large a 
value as can be used while still sustaining 
adequate oscillation amplitude over the desired 
frequency range. If these two capacitors are 
too large, the circuit will not oscillate at all, 
or will operate only over a portion of the 
frequency range. But if the two capacitors are 
made too small in capacitance, the coupling 
between the tube and the resonant circuit will 
be too great resulting in increased effect of 
tube variations on the frequency of oscillation. 
The values shown have been found to be opti- 
mum for the circuit illustrated. The output of 
the oscillator just begins to fall off as the 
frequency of oscillation reaches 2000 kc. 

It is convenient to check the amplitude of 
oscillation by measuring the rectified grid 
bias on the 6AG7 with a vacuum-tube volt- 
meter. The operating grid bias should be 
between 3 and 8 volts. If the bias voltage 
is much less than 3 it means that the circuit 


Figure 4, 


FRONT OF THE ONE-TUBE 
V-F-O UNIT. 
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is just oscillating. essentially in a Class A 
mode, so that oscillation will tend to be un- 
stable with loading and voltage changes. If the 
amplitude of oscillation is such that the operat- 
ing grid bias is much more than 8 to 10 
volts it means that there is too much coupling 
between the tube and the tuned circuit, so 
that tube variations will have a greater effect 
on the operating frequency than is desirable. 


Oscillator As in the case of all variable 
Stability frequency oscillators, some provi- 
sion must be made for temperature 
compensation of the frequency of oscillation. 
If no temperature compensation is used, the 
frequency of oscillation of the unit will drift to 
a lower frequency as the components in 
the frequency determining circuit become 
heated. This is to say that the normal coils 
and capscitors used in an oscillating circuit 
have a positive temperature coefficient. In 
order to afford temperature compensation it 
is then necessary to include some component 
in the circuit which has a negative tempera- 
ture coefficient. The negative coefficient com- 
ponent must give the correct amount of com- 
pensation and it must be placed such that its 
temperature will rise and fall at the same time 
and at the same rate as the other components 
in the frequency determining circuit. 
Temperature compensation in the unit il- 
lustrated is attained through the use of the 
10-uufd. negative-coefficient capacitor used as 


Figure 5. 


TOP CHASSIS OF THE 
ONE-TUBE V.F.O. 


Cs. The value for this capacitor was deter- 
mined as a result of a number of drift tests 
on the unit with various values of compensat- 
ing capacitor. With the value shown, the 
unit drifts about 150 cycles at 1800 kc. in 
the first 25 minutes of operation and then 
settles down to a constant value of operating 
frequency. 

Several notes are in order at this time in 
regard to the temperature stability of other 
components in the unit. First, it is important 
that silver-mica capacitors be used for C: and 
Cs in the unit. Ordinary mica capacitors are 
likely to be somewhat unstable with a mod- 
erate amount of drift, and the “hi-capaci- 
tance” type of ceramic by-pass capacitor (such 
as used for Cy) is characterized by a relatively 
large amount of drift with changing tempera- 
ture. A zero-coefficient ceramic trimmer Ca- 
pacitor is recommended for C:, but if one 
is not available a good quality brass-plate 
APC capacitor may be used. Do not attempt 
to use one of the “war surplus” aluminum 
plate APC-type capacitors; they are charac- 
terized by a strong positive drift in frequency 
with increasing temperature. 

The main tuning capacitor, Ci, should have 
good bearings, and should be solidly mounted. 
The tuning coil, L:, should be solidly mounted 
and should preferably be dipped in high- 
temperature coil wax. If such wax is not 
available, the coil should be thoroughly cover- 
ed with polystyrene cement. ; 
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Figure 6. 


UNDERCHASSIS OF THE 
ONE-TUBE V.F.O. 


Construction The unit is housed in a 6 by 
6 by 6 inch steel cabinet 
(Bud CU-1098). The components for the 
unit are assembled on a miniature aluminum 
chassis which just fits into the cabinet (Bud 
CB-1629). A national type SCN dial is used 
to tune capacitor C:. This dial is slightly 
greater in width than the cabinet, but the 
overhang is less than 1g inch on each side 
so that appearance is not materially impaired. 
All grid-circuit components of the oscillator 
are on the top side of the chassis while plate- 
circuit components are on the bottom side. 
The socket for the 6AG7 tube is supported 
above the chassis on 14-inch spacers, while 
all leads which feed below the chassis are 
brought through a rubber grommet directly 
below the tube socket. 

It was felt at the outset that it would be 
necessary to include provision for ventilation 
of the components inside the cabinet. How- 
ever, tests of the unit have shown that the 
radiation of heat from the black crackle finish 
of the box is very good, so that the components 
inside the housing stabilize in temperature 
within a period of time less than one-half 
hour. The cabinet runs at a temperature just 
perceptibly warm to the touch after the tem- 
perature has stabilized. In addition to the 
shielding action, the complete enclosure of the 
oscillator unit insures that the frequency of 
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Figure 7. 
SCHEMATIC OF THE 6AG7 V-F-O UNIT. 


C:—35-uufd. small variable (National ST-35) 

C.—4.5 to 25 wuyfd. zero-coeff. ceramic trimmer 
(Centralab 822AZ) 

C;:—10-uufd. negative-coeff. ceramic (Centralab 
TCN-10) 

C;, C;—0.0015-ufd. silver mica 

C.—0.01-ufd. ceramic by-pass 

C7, Cs—0.0068-yufd. mica 

Cs—0.005-yfd. ceramic by-pass 

Cio—Same as C2 

Li—1” no. 28 enam. closewound on 1” dia. form 
(National XR-2), with completed coil thoroughly 
doped with polystyrene cement 

L.—1” no. 32 enam. closewound on 1” dia. form 
(National XR-2), with 8 turns no. 20 hookup wire 
as link 

RFC—214-mh. 125-ma. r-f choke (National R-100) 
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6AG7 a 75 


FIRST MULTIPLIER STAGE IN 
TRANSMITTER, 6V6, 6L6, 6AG7, ETC. 


+250V. 
REGULATED 


Figure 8. 
REMOTELY: TUNED V.F.0. ARRANGEMENT. 


C:i—30-uufd. zero-coeff. ceramic (Centralab TCZ-30) 

C.—36-yufd. zero-coeff. ceramic (Centralab TCZ-36) 

C;—39-uufd. mnegative-coeff. ceramic (Centralab 
TCN-39) 

C:—200-yufd. zero-coeff. ceramic (Centralab TCZ- 
200) 

50-uufd. variable (Bud CE-2002) 

300-yuufd. zero-coeff. ceramic for cable length 

of 2 feet. Proportionately less for greater cable 


Cs 
Cy 


length, in accordance with cable capacitance. 

C:—0.0015-ufd. silver mica 

C;—0.004-ufd. silver mica 

L—35 t. no. 28 enam. closewound on 1” dia. form, 
waxed after winding 

Li—-Self-resonant coil tuned either to 160 meters 
or to 80 meters 

RFC—214-mh. 125-ma. r-f choke 

S—Frequency range switch 


operation of the oscillator will not be subject 
to rapid frequency change as a result of drafts 
hitting the unit. 

Operation The oscillator operates from 6.3 
volts at 0.65 ampere for the heater 
of the GAG7 and 200 to 275 volts at 15 to 
20 ma. for plate supply to the oscillator tube. 
The frequency stability of the oscillator is 
excellent with regard to plate-voltage varia- 
tions, so that careful stabilization of the 
plate supply is not necessary for operation on 
the 80-meter and 160-meter bands. For c-w 


Figure 9. 


FRONT-PANEL VIEW OF THE 
EXCITER UNIT. 


operation on the higher frequencies where 
the line voltage varies with keying, it is de- 
sirable that the plate-voltage supply to the 
oscillator tube be stabilized by a pair of VR 
tubes. 

A 4-prong small-size Jones plug feeds ,pow- 
er to the oscillator unit, while the r-f output 
is taken from the unit by means of an auto- 
antenna type of coaxial connector. Small- 
diameter coaxial cable such as RG-58/U 
should be run from the v-f-o unit to the stage 
in the transmitter which it feeds. Link cou- 
pling to the tuned circuit in the grid of the 
tube being fed will produce the greatest volt- 
age output from the signal delivered by the 
v.f.0. ; 


The Remotely Tuned V.F.O. 


The principle of remote tuning for the 
v.f.o. was discussed in some detail in connec- 
tion with the De-Luxe Mobile Transmitter 
described in Chapter Nineteen. This same 
principle may be applied effectively to the 
station transmitter, permitting the y-f-o tuning 
head to be placed on the operating table while 
the oscillator tube of the v.f.o. is located 
several feet away in the station transmitter. 

The same v-f-o tuning head as shown in 
figures 13 and 15 of Chapter Nineteen may 
be used in conjunction with a 6AG7 oscillator 
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in the front end of the station transmitter. 
A recommended circuit for the 6AG7 oscillator 
stage to be mounted in the transmitter is 
shown in figure 8. This oscillator circuit has 
given good performance when operated with 
the tuning head just discussed. It will be 
noticed that the voltage divider capacitors C; 
and Cs are different in value, Cs being con- 
siderably greater in capacitance than C;. This 
combination was found to give better stability 
for a given amplitude of oscillation with the 
remote tuning unit than the more conventional 
arrangement where the two capacitors have the 
same value. 

It might be well to mention at this point 
the fact that the use of a higher C tank in the 
series-tuned circuit of the Clapp oscillator will 
permit the use of larger capacitances in the 
grid-cathode and cathode-ground circuits of 
the oscillator tube. With these larger capaci- 
tances associated with the tube, capacitance 
variations within the tube will have a smaller 
effect on the oscillation frequency of the tube 
and tank combination. 

It also should also be mentioned that it is 
possible to temperature compensate a capaci- 
tively tuned oscillator only at one setting of 
the tuning capacitor. Temperature compen- 
sation normally is done with the tuning capa- 
citor at its mid setting. Then with the 
capacitor full in the oscillator will be under 
compensated, and with the tuning capacitor 
full out the oscillator will be over compensated. 
It is for the above reason that oscillators in 
which stability is of the greatest importance 
use permeability tuning, or some other means 
for varying the frequency without variation 
in the total capacitance associated with the tun- 
ed circuit. 

One way of minimizing the deviation from 
temperature compensation with capacitive tun- 
ing is to restrict the tuning range of the 
oscillator. In other words a relatively large, 
fixed, zero-temperature-coefhicient capacitor is 
placed across the tuning capacitor to swamp 
out the deviation from mid-setting temperature 
compensation. 

Another advantage of remotely tuned v-f-o 
operation is that the oscillator tube may be 
included on the same chassis as the other 
portions of the exciter unit without any special 
precautions in regard to shielding or circuit 
isolation. The relatively low values of reactance 
associated with the input circuit of the 6AG7 
oscillator tube make the oscillator quite in- 


sensitive to such fields 4s may exist within 
the exciter unit. 


15-Watt All-Band Exciter Unit 


The exciter unit shown in figures 9 through 
12 has been designed for those operators 
who desire a high degree of operating flexibil- 
ity. The unit may be operated on all bands 
below 54 Mc. Operating features are as follows: 

1. 15 watts output, 3.5 to 54 Mc. 

2. V-f-o operation, 3.5 through 29.7 Mc. 

3. Crystal operation all bands including 

50 Mc. 
4. Bandswitching exciter and final ampli- 
fler on v.f.o. 

5. Coils for use with any crystal may be 
inserted. 

All power supplies self-contained. 
Built-in 100-kc. crystal calibrator. 
Built-in break-in keying circuit. 


Seep bies 


General Circuit 
Description 


A Collins 70E8 permeabil- 
ty- tuned variable-frequency 
oscillator is used in connec- 
tion with two broadly-tuned multiplier stages 
and a 2E26 beam tetrode in the output stage. 
If a commercially manufactured v-f-o assembly 


Figure 10. 


REAR VIEW OF THE 
EXCITER UNIT. 


All the r-f portion of the exciter unit is 

mounted on the left chassis, the y.f.o. is in the 

front center, the crystal calibrator is on the 

small chassis in the rear center, and the 

power supply and keyer portion are on the 
right side chassis. 
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Figure 11. 
COMPLETE SCHEMATIC OF THE 15-WATT ALL-BAND EXCITER. - 


CH:i—10.5-hy. 110-ma. choke (Stancor C-1001) 

C:—50-yufd. midget variable (Hammarlund MC- 
50-S) 

C:—150-uufd. ceramic, zero coefficient (Centralab 
NPO CC35Z) 

C:—10-100-yufd. ceramic (Centralab 823BN) 

S:i—4-pole 3-position ceramic, 2 deck (Centralab 
2515) 

S.—4-pole 2-position wafer, 1 deck (Centralab 1409) 

Ti—6.3 volts 1.2 amp. fil. trans. (Stancor P-6134) 

T:—700 vy. ¢.t. 120 ma., 5 v. 3 a., 6.3 vy. 4.7 a. (Stan- 
cor P-6013) 

RFCi:—150-ma. r-f choke (Johnson 102-750) 

M:i—0-100 d.c. milliamperes (Marion HM-2) 


Li—National XR-50 form with one layer closewound 
and 22 turns on second layer no. 30 enam. Scotch 
tape between layers. 

L:—National XR-50 form with 19 turns no. 24 enam. 

L; to L; and S:;—B&W BTEL modified as per text 

Ls—Coil for crystal to be used. For 50-Mc. band use 
32 turns no. 14 bare, 12" dia. by 34” long, in- 
serted inside National XR-1 form. 

Ly>—8-mh. unshielded air-core r-f choke (Meissner 
19-2078) 

Lio—7 turns no. 14 bare, 1/2” dia., space to 1” 

Xi—Crystal for any band. For 50-Me. band use 25- 
Me. crystal (James Knights type H-173) 

X2—100-ke. standard crystal (James Knights type 
H-16) 


is not available, the GAG7 Clapp oscillator 


just described may be used, with the tuning 


unit either remote or mounted on the front of 
the exciter unit. The 2E26 stage operates as an 
amplifier on the 3.5 Mc. and 14 Mc bands 
and acts as a doubler on the 7, 21, 27 and 
28 Mc. bands. With crystal excitation to the 
final it may be operated on any band through 
54 Mc. either as a straight amplifier or as a 
multiplier. Ample power output is available 
to drive a triode final amplifier to 200 to 400 
watts input and more than sufficient power 
is available to drive a pair of beam tetrodes 
to 1 kw. input. 


The V.F.O.- The variable-frequency oscil- 
Multiplier Circuit lator is supplied with 255 
volts which has been regu- 
lated by a VR-105 and VR-150 connected in 
series. This v-f-o unit, with fundamental on 
the 160-meter band, delivers an output signal 
having excellent stability characteristics and 
negligible drift on all the v-f-o bands. 

The first 6GSK7 amplifying doubler stage 
operates into a broadly-resonant slug-tuned 
coil Li. When tuning up the exciter unit this 
coil is peaked at 3600 kc. The stage then 
will deliver substantially constant output over 
the range from 3200 to 4000 kc. For opera- 
tion of the 2E26 over this frequency range 
or as a doubler for operation on the 7-Mc. 
band, the switch S: is placed in the upper po- 
sition as shown on the schematic. 

The 6AG7 multiplier operates either as a 
tripler or as a quadrupler. Hence its output 
circuit is tuned approximately to 10.8 Mc. 
or to 14.2 Mc. One half of a miniature 35 
uufd. variable capacitor is used to tune the 
plate circuit of this stage. The other half of 


this capacitor of course tunes the plate circuit 
of the crystal oscillator as shown in figure 11. 
The plate circuit of the 6AG7 multiplier tunes 
rather broadly. However, for maximum out- 
put from the 2E26 stage on frequencies above 
14 Mc. this tuned circuit should be peaked 
to resonance. 


Output Circuit The plate tank coil of the 
2E26 stage consists of a BR W 
BTEL 5-band turret with modifications. The 
regular coils of the BIEL for the 80, 40 
and 20 meter bands are not modified. The 10- 
meter coil is completely removed from the tur- 
ret. Then two turns are removed from the 
15-meter coil. This latter coil then is used 
for output on the 10-meter, 11-meter and 15- 
meter bands. Then the new 6-meter coil is 
installed across the contacts on the selector 
switch of the BTEL which were used for the 
original 10-meter coil. The added 6-meter 
coil consists of 4 turns of no. 14 bare wire 
wound 34 inch in diameter and spaced to 1 
inch in length. A one-turn link around the 
6-meter coil is connected to the link-selector 
deck of the BTEL. The 2E26 final stage op- 
etates with approximately 375 volts on the 
plate. Plate current on the tube should be 
limited to a maximum of 85 ma. as specified 
by the tube manufacturer. A coaxial cable re- 
ceptacle has been placed on the rear of the 
chassis. At the transmitter the coaxial cable 
should be link coupled to the grid circuit of 
the stage being driven by the exciter. 


Crystal Calibrator 
Circuit 


A 100-kce. standard crystal 
has been included within 
the unit for checking the 
calibration of the dial on the v.f.o and to 
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assist in spotting accurately the edges of the 
amateur bands. Operation of the crystal cali- 
brator unit is selected by placing switch S: 
in the lower of the two positions. The crystal 
calibrator circuit is unique in that it requires 
the use of only two double tubes to obtain 
adequate headphone output of the beat notes 
between the harmonics of the 100-kc. crystal 
oscillator and the output of the v-f-o unit. A 
7S7 loctal tube has been used for a combined 
crystal oscillator and detector. This tube is 
essentially similar to the type 6K8 but was 
used in preference to the 6K8 because of its 
single-ended construction. 

The triode portion of the 7S7 acts as a 
Colpitts crystal oscillator whose operating fre- 
quency is controlled by the 100-kc. crystal. 
Sufficient variation in the frequency of opera- 
tion can be obtained by varying Cs to enable 
setting the crystal frequency exactly on 100 
kc. This setting can best be accomplished by 
beating the output of the crystal oscillator in 
a communications receiver against one of the 
frequencies transmitted by WWYV. The mixer 
portion of the 7S7 receives signal on its in- 
jection grid directly from the crystal oscillator 
portion by a connection within the tube. A 
small amount of signal from the v.f.o. is cou- 
pled directly into the number one grid of the 
787 through a short length of coaxial cable. 
The detected beats between the v.f.o. and the 
harmonics of the crystal oscillator are ampli- 
fied in the plate circuit of the 7S7 and coupled 
to the 6SN7-GT. 


The 6SN7-GT tube acts both as an addi- 
tional audio stage and as a cathode follower 
to obtain an approximate match into a pair 
of standard low-impedance headphones. Strong 
beat notes are obtained in the headphones at 
all the 100-kc. and 50-kc. points on the 80- 
meter band. Weaker heterodyne signals can 
be heard at the 25, 33-1/3 and 66-2/3 
kc. points throughout the 80-meter band. 
Through the use of these beat notes it is pos- 
sible to set the operating frequency of the 
transmitter with a high degree of accuracy. 


The Crystal 
Oscillator Circuit 


On the lower position of 
switch S: the v-f-o multi- 
plier stages are cut off and 
excitation for the 2E26 is obtained from the 
6AG7 harmonic crystal oscillator. This provi- 
sion was included primarily in order to 
permit operation on the 50-Mc. band with a 
25-Mc. crystal in the grid of the 6AG7. How- 
ever, the circuit is designed so that a crystal 
for any band may be plugged into the crystal 
socket and an appropriate plug-in coil in- 
serted as Ls. Operation on the fundamental 
frequency of crystals up to the 7-Mc. band 
may be employed and operation on the second 
or third harmonic of higher frequency crys- 
tals is satisfactory. 

Keying Circuit The keying circuit included 
within this exciter unit has 
been described in detail in connection with the 
keyer unit shown in Chapter Ten. However, 


Figure 12. 


EXCITER 
UNDERCHASSIS VIEW. 


The small split-stator capa- 
citor in the left chassis is 
used as two separate ca- 
pacitors. The forward sec- 
tion tunes the plate coil of 
the crystal oscillator, which 
is mounted along the out- 
side edge of the chassis. 
The rear section tunes the 
coil Lz: in the plate circuit 
of the 6AG7_ multiplier 
stage. 
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the application of the keying circuit in the 
exciter shown will be described. When the key 
is up the suppressor grid of the 6SK7 first 
amplifier tube is at a potential of approximate- 
ly -100 volts. As a result of this highly negative 
bias on the suppressor, the exciter portion of 
the transmitter is completely inoperative. A 
very weak signal directly from the v.f.o. can 
be heard on the 3.5 Mc. band but nothing is 
audible on 7 Mc. or higher frequencies with 
key up. Also, while the key is in the up 
position, the screen potential on the 2E26 is 
about 35 volts negative with respect to ground. 
Hence the plate current on the stage is com- 
pletely cut off. 

A notable feature of the circuit is that the 
frame of the key may be grounded directly. 
In addition, while the hot circuit contact of 
the key is at a potential of approximately —100 
volts, no shock and only the slightest sensa- 
tion is felt by putting the fingers across the 
key. Hence it is not necessary to use a keying 
relay with the exciter unit as a safety precau- 
tion. A keying relay may be desirable, how- 
ever, because of external circuit considerations. 

When the key is depressed the plate and 
grid of the left half of the 12AU7 are ground- 
ed. Hence the cathode potential is rapidly 
pulled up to ground potential as a result of the 
conduction through the diode-connected half of 
the 12AU/7. The relatively heavy current pass- 
ing through this diode connected tube dis- 
charges the 0.1-ufd. capacitor from cathode to 
ground and brings the suppressor grid of the 
6SK7 up to ground potential very quickly. 
This action by itself would produce a strong 
click except for the fact that the screen voltage 
on the 2E26 is prevented from rising rapidly 
by an RC circuit. This time constant circuit 
is made up of the 0.025-ufd. capacitor from 
grid to ground on the 6K6-GT and the 470K 
resistor which feeds this capacitor. After the 
click at the front end of the exciter has passed, 
the screen voltage on the 2E26 rises to its 
normal operating potential of about 200 volts 
and the 2E26 delivers its full excitation power. 

It must be remembered of course that all 
this action takes place in a very short period 
of time. The original click is over in a few 
microseconds and the 2E26 tube is delivering 
substantially full output in less than one-hun- 
dredth of a second. 

When the key is lifted a somewhat differ- 
ent sequence of events takes place. First, the 
amplifier half of the 12AU7 is permitted to 


draw full plate current. This plate current 
then tends to discharge the 0.025 capacitor at 
a moderate rate. As the 0.025 capacitor dis- 
charges, the cathode voltage of the 6K6-GT 
cathode follower drops in a smooth manner to 
a potential of about —35 volts. However, dur- 
ing the period that the screen potential on 
the 2E26 has been falling, the 6SK7 sup- 
pressor grid voltage has been falling much 
more slowly. After the 2E26 has been cut 
off for a short period of time, the 6SK7 sup- 
pressor voltage reaches a potential sufficiently 
negative so that the output of the exciter is 
again cut off. 

The net result of this action is that the out- 
put signal from the exciter is delivered with 
a smoothly rising and falling wave which pro- 
duces no clicks in the output. On the other 
hand, during the intervals when the key is 
up, the complete exciter portion of the unit is 
cut off so that no signal is heard in the re- 
ceiver. Break-in operation is thus made prac- 
ticable through the use of this double keying 
circuit. 


Construction As can be seen from the chassis 


photographs, a rather uncon- 
ventional method of construction has been used 
for the exciter unit. This type of construction 
was necessitated by the fact that it was neces- 
sary to mount the exciter on an 834 by 19 
inch panel. In order that the dial could be 
lowered sufficiently on the panel it was neces- 
sary to use three small chassis rather than one 
single large chassis. The v-f-o unit then fits into 
a space between three chassis. All the r-f por- 
tion of the exciter is in the lefthand chassis 
as seen in the back view photograph. The 
right-hand chassis contains all the power supply 
components, the voltage regulators and the 
keying circuit. In addition the terminal strip 
for external connections to the exciter is 
mounted on the back of the power supply 
chassis. The crystal calibrator section of the 
exciter is mounted on a small additional 
chassis between the two larger sections. This 
small chassis was bent to shape from alumi- 
num sheet. The power supply and exciter sec- 
tions of the assembly each are mounted on 7 
by 12 by 2 inch dural chassis. It is important 
that the power transformer and choke be 
mounted in a position such that inductive 
coupling between the a-c fields of these iron- 
core components and the v-f-o unit will be 
minimized. 
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25-Watt Shielded Exciter Unit 


One soon finds, in dealing with the TVI 
problem, that exciter shielding and filtering 
are equally as important as shielding and 
filtering of the final amplifier. In fact, it is 
necessary to use a shielded and filtered exciter 
unit before the problem of TVI elimination 
from the final amplifier may be tackled. 
The exciter unit illustrated in figures 13 
and 14 is completely TVI proofed with- 
in itself, so that it may be used in con- 
junction with any power amplifier stage with 
assurance that the exciter is not the direct 
cause of any interference encountered. Thus 
the TVI reduction work may be confined to 
measures taken with respect to the power 
stage, with reasonable assurance that corrective 
measures applied to that stage can be evaluated 
in terms of their true effectiveness. 

The unit illustrated is designed primarily to 
show the principles of TVI proofing the 
exciter unit. It consists of two manufactured 
units, the Collins 70E-8A v.f.o. and the Hunt- 
er 20B permeability-tuned exciter, with their 
associated filtering, keying, metering and con- 
trol circuits. Since the 70E-8A oscillator unit 
is difficult to obtain, a Clapp oscillator may 
be substituted, using the principles discussed 
earlier in this chapter, in Chapter Nineteen, 
and in Chapter Seven. 

The oscillator unit is used without addition- 
al shielding, since the output level of the 
oscillator is low and both harmonic radiation 
and fundamental radiation directly from it 
are negligible. But the exciter-multiplier unit 
is completely shielded in a fabricated alumi- 


num box. Also, an additional panel-bearing unit 
was installed on the shaft for the final-ampli- 
fier tuning capacitor, so that the tuning shaft 
would be thoroughly grounded at the point 
where it leaves the shielded compartment. The 
other two shafts of the exciter unit already 
were equipped with shaft bearings which pro- 
vided a good shaft ground. 

All power leads from the multiplier unit 
are brought through a hole in the chassis 
into a small shield box which houses the filter 
components. The shield box was fabricated 
from tin-can “tin” to the correct size for hous- 
ing all the chokes and capacitors which go to 
make up the lead filters, plus a pair of 6-lug 
tie points for lead terminations. Feed-through 
bushings in the wall of the shield can were 
made by driving a scratch-awl through the 
side to make a hole about 3/32” in diameter. 
Then a short length of no. 14 tinned bus wire, 
covered by a length of spaghetti of the correct 
size to fit tightly is forced through the holes 
in the side of the shield can. The burr result- 
ing from the hole-punching operation holds 
the simple feed-through lead tightly in place 
in the side wall of the shield compartment. 

The control circuits of the exciter are 
conventional: S: acts as the frequency check 
switch by applying plate voltage to the 
exciter unit while screen voltage is removed 
from the 2E26 tube. S2 is the phone-c.w. 
switch; in the c-w position as shown on figure 
15 the keying circuit is operating and the 
300-volt exciter power supply is fed to 
the screen circuit of the 2E26 final ampli- 
fier (An additional screen-protector resistor 
is included within the exciter unit.); in the 


Figure 13. 


REAR VIEW OF THE 
SHIELDED EXCITER UNIT. 


Figure 14. 


UNDERCHASSIS OF THE 
SHIELDED EXCITER UNIT. 
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Figure 15. 
SCHEMATIC OF THE SHIELDED EXCITER UNIT. 


C—0.002-ufd. ceramic by-pass capacitors 


C:1,C;—43-uyfd. zero-coeff. ceramic tubular (Cen- 
tralab TCZ-43) 
C2.—130-uufd. zero-coeff. ceramic tubular (Cen- 


tralab TCZ-130) 
Li—2-yh. low-resistance r-f choke (National R-60) 
L2o—1” no. 30 d.c.c. closewound on 14” dia. poly- 


styrene rod 
Ls, Li—0.2 wh.; 6 t. no. 18 tinned, by 2” 
by 2” 


long 
491 


32" dia. 


Ls, bo —0.3 wh.; 8 t. no. 18 tinned, 34” dia. 
long 


M—0O-10 d-c milliammeter 

R,—Shunt resistor adjusted to re-scale M to 0-100 
ma. 

J—Key jack 

S:i—D.p.d.t. momentary switch (Centralab no. 1464). 
Frequency check. 

S2—D.p.d.t. wafer switch (Centralab no. 1462). Phone 
c.W. 

S:—Double-pole 3-position 
Communication. 

$:—D.p.d.t. toggle switch. Meter switch. 


(Centralab no. 1473). 
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phone position screen voltage for the 2E26 
is obtained from the modulated 500-volt sup- 
ply through a 25,000-ohm 10-watt dropping 
resistor. S: is the communications switch for 
controlling the relays which apply plate voltage 
to the exciter unit and to the transmitter 
which it feeds. S: is the meter switch; in 
the left position a 0-10 d-c milliammeter 
measures the grid current to the 2E26 tube — 
in the right position the meter is re-scaled to 
100 ma. full scale by shunt resistor Rs so that 
plate current to the 2E26 can be measured. 
Rs is wound of shunt wire to the value which 
gives the correct full-scale deflection, and then 
the shunt is soldered in place on the meter 
switch. 

The simple keying circuit shown is ade- 
quate for occasional c-w work, but if con- 
trol of the rise and decay characteristic of the 
keying wave is desired it is suggested that 
the screen-voltage keying circuit shown with 
the 15-Watt All-Band Exciter just described 
be employed. The output voltage from the 
cathode follower of the keying circuit may be 
applied directly to the screen terminal of the 
exciter unit (through switches S: and S:), by 
connection to terminal 5. Also, when using the 
screen-voltage keyer, if break-in operation is 
desired the exciter blocking voltage provided 
by the keyer unit may be applied to the grid 
return of the GAG/7 first stage in the Hunter 
exciter unit. 


829B Transmitter Exciter 
For Ten and Six 


The 829B tube has proven very popular 
for use on the 10 and 6 meter bands both 
as a final amplifier and as a buffer stage. 
The 829B has the advantages of small size, 
low interelectrode capacitances and the capabil- 
ity of running at a low plate voltage. The unit 
shown in figures 16 and 17, and diagrammed 
in figure 18, is designed to take advantage of 
the capabilities of this tube in the 10 and 6 
meter bands. Inputs up to 90 watts may be 
run on both bands with natural cooling of the 
829B tube. In the event that it is desired to 
run greater input, the 829B may be cooled 
by directing a stream of air from a small 
blower or a fan at the envelope. The maximum 
rated input for the tube with forced-air cooling 
is 120 watts with 600 volts on the plate. 


Circuit Description Two 7C5 tetrode tubes 


are used in the exciter 
for the 829B. In turn the 829B may either 
be operated as a final amplifier or as a buffer 
amplifier for a high-power triode final. The 
first 7C5 tube is connected in a Colpitts har- 
monic oscillator circuit. It is designed for 
use with crystals in the 7-Mc. range for out- 
put on the 10-meter band and in the 8.4- 
Mc. range for output on the 6-meter band. 
The plate coil for the first 7C5 stage is fixed. 


cd 


Figure 16. 
REAR VIEW OF THE 829B TRANSMITTER. 
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Figure 17. 
UNDERCHASSIS OF THE 829B TRANSMITTER. 


For operation on 10 meters the plate circuit 
is tuned to 14 Mc. or twice the crystal fre- 
quency. For operation with an 8.4-Mc. crystal 
the plate circuit of the first 7C5 is again tuned 
to twice frequency or approximately 16.8 Mc. 

The second 7C5 tube operates as a multi- 
plier on both bands. The plate coils for this 
tube are soldered in place across the push-pull 
tuning capacitor which feeds the grids of 
the 829B. For operation on 10 meters the 
second 7C5 acts as a doubler to the 28-Mc. 
band. For operation on 6 meters the second 
7C5 triples the 16.8 Mc. output of the first 
stage into the 50-Mc. band. The coils for the 
second 7C5 stage are cut from B&W Mini- 
ductor type 3010. 

In the event that it is desired to operate 
the transmitter with excitation from a v.f.o. 
it is necessary to make an alternation in the 
first 7C5 stage. The most convenient way 
for accomplishing this change is simply to 
place a .003 ufd. mica capacitor from cathode 
to ground and then to feed the excitation 
from the y.f.o. into the crystal socket. 


The 829B 
Output Amplifier 


The 829B final amplifier 
may be operated at any 
voltage from approximately 
400 to 600 volts on both bands. Plate current 
of the tube is limited to 210 ma. for natural 
cooling and to 240 ma. for blower cooling. 
However, as was stated in a previous para- 
graph, the input to the stage must be limited to 
90 watts with natural cooling and 120 watts 
with forced air cooling. Screen voltage for 
the 829B is preferably fed from the secondary 


of the modulation transformer through a series 
screen resistor. The value of this resistor will 
be about 6000 ohms for 400 volts on the plate 
of the tube and 12,000 to 15,000 ohms for 
600 volts on the plate of the 829B. 

Plate tank coils for the 829B are self- 
supporting. They are mounted upon Millen 
type 40305 plugs. The tank coil assemblies 
plug into a Millen type 41305 jack base 
which is mounted by means of angle brackets 
to the top of the plate tuning capacitor. The 
plate tank capacitor for the 829B may be any 
type having approximately SOuufd. per sec- 
tion with a split stator. The particular unit 
used in the equipment shown in the photo- 
gtaphs was made by sawing the stator of a 
capacitor taken from a BC-375 tuning unit. 
Metering Provision is made within the unit 
for measuring the grid current 
both of the 7C5 second stage and of the 
829B final amplifier. The meter switch S: 
selects the appropriate grid current. The plate 
current milliammeter for the unit shown was 
mounted on a separate modulator panel. How- 
ever, if it is desired to have all meters lo- 
cated within the unit, an additional 0-300 
d-c milliammeter could be mounted in the 
center of the panel. The meter may be con- 
nected either to read plate current only or to 
read the sum of plate and screen current. 
Construction The complete unit is mounted 
upon and supported from a 7 
by 19 inch dural panel. The chassis used in 
the unit shown actually was a drawn aluminum 
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Figure 18. 
SCHEMATIC OF THE 829B TRANSMITTER. 
C:—50-wufd. APC with shaft L:—28 Mce., 8 turns no. 12, 114” dia. 1¥2" long 
C.—Dual 35-uyufd. per section 50 Mc., 6 turns no. 12, 114%” dia., 2” long 
C;:—Dual 50-yufd. per section, or 27-plate unit from RFC:, RFC,—21/2-mh. 125-ma. r.f.c., National R- 
375E tuning unit with stator split. 100U 


Li—-9 turns no. 18 enam., 34” dia. pre ‘ < 
L>—28 Mc., 11 turns from B&W 3010 Si:i—D.p.d.t. wafer deck switch suitable 


50 Mc., 5 turns from B&W 3010 . X—7-Mc. crystal for 28 Mc., 8.4 Mc. for 50 Me. 


box obtained from a surplus metal concern. A "Filter-Type”’ Single-Sideband 


However, standard chassis with dimensions of 

5 by 914 by 21% inches are available from Generator 

several chassis manufacturers. This size chassis A number of excellent phasing-type ssb 
will prove satisfactory for mounting all the generators have been described in the literature, 
components since it is slightly larger than the but there has been a need for a description of 
aluminum can shown in the photographs. If a relatively simple single-sideband generator of 
the unit is to be TVI-proofed, both the bottom the filter type. The unit illustrated in the ac- 
and top of tke chassis should be shielded, and companying photographs and schematics has 
the power leads should be filtered where they been designed to assist in fulfilling that need. 
enter the chassis. It provides lower sideband output with a 473.3 


Figure 19. 


TOP VIEW OF THE 
SINGLE-SIDEBAND 
GENERATOR. 


The speech amplifier, diode ring 
modulator, and 10-kc. oscillator are 
mounted along the front portion 
of the chassis. The sideband filter. 
is housed in the smaller of the two 
shield boxes. The — erystal-con- 
trolled second oscillator, the phase 
inverter, the balanced modulator, 
and their associated transformer 
cans are mounted inside the shield 
can, with cover removed. The out- 
put amplifier stage of the side- 
band generator, with its output 
transformer, are mounted along 
one edge of the chassis outside the 
shield compartment. 
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ke. carrier frequency. The output of the side- 
band generator must, of course, be fed through 
an additional balanced modulator stage to ob- 
tain output on the desired operating frequency. 


The Audio System The microphone amplifier 
of the unit is conventional 
and represents about the minimum in circuit 
complexity. It includes a 6AU6 microphone 
pre-amplifier and a 6C4 driver stage which 
feeds the diode ring modulator. The capacitors 
from plate to ground on the 6AU6 and the 
6C4 serve to give a roll-off in high-frequency 
response above about 6 kc. Additional audio 
bandwidth restriction could be included, al- 
though not required since the sideband filter 
restricts the total bandwidth to 3 kc. at the 
output of the sideband generator. A speech 
clipper stage also could be included in the low 
level audio system to give an improvement in 
the ratio of average-level to peak-level modu- 
lation. 
The Ring Modulator The audio signal from 
the output of the 6C4 
is applied to a ring modulator, consisting of 


a pair of GALS dual diodes, along with a 10- 
kc. carrier voltage generated by a 6C4 oscilla- 
tor. The ring modulator is conventionl, oper- 
ating at an impedance of 200 ohms, with about 
3 volts r.m.s. of 10-kc. carrier voltage applied 
to the center tap of Ts. The value of capaci- 
tor C: must be determined by cut and try, and 
it should be tried first on one side of the pri- 
mary of T2 and then on the other. With the 
correct value of balancing capacitor at Ci the 
residual carrier output at 10 kc. from the out- 
put terminal of the sideband filter can be re- 
duced until it approaches the thermal agitation 
noise introduced by the speech amplifier stages. 
Transformer Ti is a conventional inexpensive 
push-pull plate-to-line transformer with the 
primary center tap unused. The transformer 
has a 20,000-ohm center-tapped primary and 
a center-tapped 200-ohm secondary. 

The 10-Ke. Oscillator The 10-kc. carrier os- 
cillator is a conven- 
tional resistance-stabilized Hartley oscillator 
with a 6C4 tube. The 6200-ohm stabilizing 
resistor in the plate lead of the 6C4 greatly 
improves the output waveform of the oscilla- 


Figure 20. 
UNDERCHASSIS OF THE SSB GENERATOR. 
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tor over that obtained with the 6C4. plate fed 
directly from the 8-ufd. filter capacitor. The 
oscillation transformer of the 6C4 is made 
simply by removing the iron core from a 
Merit A-2901 8-watt universal output trans- 
former. The oscillator is tuned to 10 kc. by 
placing the correct value of capacitance across 
the total primary. This capacitance may be 
made up of a fixed capacitor and a mica t~im- 
mer, as shown in figure 21. However, in the 
unit illustrated the required capacitance was 
close enough to 0.002-ufd. that the oscillator 
could be tuned to 10 kc. by selecting a specific 
0.002-ufd. capacitor from among a group with- 
in a 10 per cent tolerance range. 


The Ring-Modulator 
Output Transformer 


The core of the A-2901 
transformer used as Ts 
is not discarded, but is 
equipped with a home-wound coil to make the 
ring-modulator output transformer, T:». The 
coil of T2 is wound on a simple form made 
of cardboard and held with Scotch tape. The 
primary is wound on the inside, and consists 
of two 40-turn layers of no. 26 enamelled, 
with a center tap brought out between the two 
layers. Ordinary kraft wrapping paper is used 
between layers and between windings since 
Operating potentials are very low. The second- 
ary consists of 80 turns of no. 26 enamelled 
(two 40-turn layers) without a center tap. No 
difficulty was encountered in winding the trans- 
former coil by hand, and the performance of 
the transformer is completely satisfactory over 
the required 10-kc. to 13-kc. range. The trans- 
former coil should be treated with shellac or 
polystyrene cement after assembly. 
Potentiometer P: is the carrier-insertion con- 
trol. With this control turned off, the carrier 
output of the exciter unit is negligible; with 
the control about half open the carrier output 
is about one-half the saturation output level 
of the exciter unit. Potentiometer P: is the 
audio gain control. 
The Sideband Filter The sideband filter, as 
is the case with any fil- 
ter-type ssb generator, is the heart of the equip- 
ment. If a v.t.v.m. and a calibrated audio oscil- 
lator are available, the filter may be constructed 
with complete assurance that it will operate 
satisfactorily, provided normal care is taken 
in the adjustment of the sections which go to 
make up the filter. If the test equipment is 
not available, the filter should be purchased. 


TUNE TO: 


ELEMENT COMPONENT VALUES 


fb gp pees C1- 0.023 UF. PAPER 
L1- NO TURNS REMOVED 
GA [Hf 


C2- 0.02 UF. PAPER 
L2- REMOVE 400 TURNS 


TUNE TO 9.4 KC. 
WITH 0.1 UF, 
IN SERIES 


L3- REMOVE 650 TURNS 


C3-0,01 UF. MICA 
L4- NO TURNS REMOVED 


C4- 0.11 UF. PAPER 
C5- 0.02 UF. MICA 


L5 - REMOVE 200 TURNS 
(SAVE WIRE FOR L7) 


C6- 0.012 UF. MICA 
LS - NO TURNS REMOVED 


C7- 0.01 UF. MICA 


L7- ADD 175 TURNS IN 
SAME DIRECTION 


CB8- 0.007 UF. MICA 
La- NO TURNS REMOVED 


Figure 22. 


THE 10-KC. SIDEBAND FILTER. 


The filter illustrated will pass between 10 ke. 
and 13 ke. with small attenuation. High at- 
tenuation is introduced outside this frequency 
band. The individual elements which go to 
make up the filter are tested using the test 
setup illustrated in figure 23. The tuning 
slug in the variable inductor is varied until 
resonance is indicated at the desired fre- 
quency. Then the components are assembled 
into the complete filter (using the construc- 
tion shown in figure 23 if desired), and the 
filter is tested using the test setup of figure 
23B. All inductors are RCA No. 201R3 Hori- 
zontal Linearity Coils. 


The filter used in the unit illustrated is 
based on that described in the March, 1949, 
issue of OST by David O. Mann. The filter 
is substantially identical to that described by 
Mann, except that the rejection in the vicinity 
of 9 kc. is improved by the addition of a series- 
resonant circuit tuned to 9 kc. across the input 
of the filter. All coils in the filter are made 
from RCA No. 201R3 Horizontal Linearity 
Coils in their original form or with turns re- 
moved or added. The individual elements of 


498  Exciters and Low-Power Transmitters 


THE RADIO 


AUDIO 


OSCILLATOR 


ELEMENT 
(a) UNDER TEST 


FILTER 
AUDIO UNDER 
OSCILLATOR TEST 


Figure 23. 
FILTER TEST SETUPS. 


At (A) is shown the test setup for measuring 

the resonant frequencies of the individual fil- 

ter elements. A sharp dip in measured voltage 

is obtained at the series resonant frequency 

of the filter element. The setup at (B) is 

for checking the overall response character- 
istic of the completed filter. 


the filter are first resonated to the frequencies 
specified in figure 22, using the simple test 
setup shown in figure 23. Then the elements 
are assembled into a 3 by 4 by 5 shield can 
with the components mounted on a small chas- 
sis bent to shape from aluminum sheet. The 
filter may then be checked for response using 
the filter test setup also shown in figure 23. 

The sideband filter passes all frequencies 
between about 10,200 cycles and 12,800 cycles 
with about 6 db attenuation. The response at 
10 kc. and 13 kc. is about 20 db down, with 
a rapid increase in attenuation below 10 kc. 
and above 13 kc. Hence a speech-frequency 
band between 200 and 2800 cycles is hetero- 
dyned upward in frequency until the same 
band lies between 10,200 cycles and 12,800 
cycles. This band of frequencies is then passed 
through the 12AT7 phase inverter, and the 
push-pull voltages thus derived are impressed 
on the grids of the 12AU7 balanced modula- 
tor. Some slight adjustment in the value of 
the nominal 10K resistor in the plate of the 
first half of the phase inverter may be required 
to give good amplitude balance between the 
output voltages of the two halves of the phase 
inverter. 


The 12AU7 
Balanced Modulator 


The complex RC net- 
work in the grids of 
the 12AU7_ balanced 


modulator serves to apply excitation voltage of 
the second carrier frequency in parallel to the 
two grids of the balanced modulator, while 
effectively isolating this r-f signal from the 
plates of the 12AT7 phase inverter. 

R-f excitation to the balanced modulator is 
obtained from a 6AB4 Pierce crystal oscillator, 
with a crystal on 483.3 kc. The crystal used 
is a surplus tank-set unit of the type available 
for a nominal sum from Sun Radio of Wash- 
ington, D.C. The oscillator circuit and _ bal- 
anced modulator may be operated with crystals 
over a moderate frequency range either side 
of the frequency chosen for use in the unit 
illustrated. 

The plate circuit of the balanced modulator 
is the result of experiment in an effort to ob- 
tain a relatively simple circuit that would give 
good results without the requirement for a 
special output transformer. The transformer 
used at Ts is an inexpensive 470-kc. iron-core 
unit with slug tuning of primary and second- 
ary, with two small universal-wound coils 
making up the primary inductor and another 
pair for the secondary inductor. The wire 
joining the two halves of the primary inductor 
is scraped, and a lead is soldered to the center 
tap thus obtained. The tuning core is removed 
from the primary coil, but the one in the 
secondary coil is left in place. 

The two 180-uufd. capacitors from each side 
of the output coil to ground, plus the two 
capacitors inside the transformer can, plus the 
7-35 wufd. trimmer at Cs serve to tune the 
primary of T: to resonance at about 472 kc. 
The lower sideband generated in the 12AU7 
is used, so that a 200-cycle signal (which is 
heterodyned to 10.2 kc. in the first modulator) 
will come out of the second balanced modula- 
tor at 473.1 kc. Similarly, a 2800-cycle signal 
will come out of the 12AU7 balanced modula- 
tor at 470.5 kc. Hence the succeeding stages 
of the exciter unit must be tuned so that the 
band of frequencies between about 470 and 
473 kc. will be passed, and all other frequen- 
cies will be rejected. 

Capacitor C: and the cathode control Ps 
serve as the balancing controls for the balanced 
modulator. The proper side of the output 
transformer for C: can be determined with a 
quick test; on one side the minimum balance 
obtainable with P; will be much poorer than 
with the trimmer capacitor on the correct side. 
When the correct side has been determined, 
the setting of C: is successively changed, while 


HANDBOOK 


Single-Sideband Generator 499 


Figure 24. 


SHOWING ASSEMBLY OF THE 
SIDEBAND FILTER. 


the best balance adjustment of Ps for minimum 
483.3-kc. output from the balanced modulator 
is determined. A setting of C: will be found 
where a very sharp null in the 483.3-kc. out- 
put of the exciter unit will be obtained. The 
100-ohm resistors in the plate lead of each half 
of the 12AU7 served to eliminate completely 
a tendency toward v-h-f parasitic oscillation 
in this tube. 

The Output Circuits The secondary of T,, 
both sides of Ts, and 
Tz can best be tuned to frequency by applying 
a low-level 1000-cycle tone to the input of the 
speech amplifier while an _ oscilloscope is 
coupled to the link-output terminal of the ex- 
citer. The output frequency of the balanced 
modulator will be 472.3 kc. under these test 
conditions. All the above transformers, includ- 
ing both primary and secondary of Ts, are 
peaked on this frequency. Incidentally, if a 
broad-band high-frequency oscilloscope is not 
available, the vertical deflection lead of an 
ordinary oscilloscope (without amplifier) may 
be connected directly to the plate of the 6BA6 
output amplifier. With the tuning slug of T; 
moved out as far as it will go, a good deflec- 
tion (up to full scale) on the oscilloscope can 
be obtained with full output from the exciter 
unit. After the sideband generator has been 
tuned up to the point where a good deflection 
on the oscilloscope has been obtained, the var- 
ious circuits of the complete generator may be 
tuned for best performance and for best linear- 


ity of response over the band encompassed 
by audio signals between 200 and 3000 cycles. 

The shunt rejection trap, T;, which is one 
coil of a standard i-f transformer with its 
associated tuning means, can best be tuned 
later on when the sideband generator has been 
coupled through the external balanced modula- 
tor with output on the 3.9-Mc., 14-Mc., or 
28-Mc. band. It will probably be found that 
the 483.3-kc. output of the sideband genera- 
tor is quite small, but that there will be a small 
amount of signal resulting from the upper 
sideband output of the 12AU7 balanced modu- 
lator. This signal, centering on about 495 kc., 
can be rejected by adjustment of Ts. The sta- 
tion receiver will be of assistance in the ad- 
justment of this trap, by listening to the out- 
put of the external balanced modulator which 
gives output in the amateur band. It might be 
mentioned that a BC-348 receiver will tune to 
the various operating frequencies of the side- 
band generator in the 400-kc. to 500-kc. range 
thus serving as a valuable unit of test equip- 
ment for use in the adjustment process. 

The output signal of the sideband generator 
is quite clean and free of spurious frequencies. 
The envelope of the output signal of the unit 
is quite free of ripple with sine-wave input 
frequencies between about 500 and 3000 
cycles. Below 500 cycles there is some ripple 
on the envelope resulting from incomplete re- 
jection of the lower sideband output of the 
10-kc. modulator by the sideband filter. A 
sideband filter with sharper cutoff below 10 kc. 
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Figure 25. 


SCHEMATIC OF THE 3.9-MC. 
BALANCED MODULATOR. 


Either method of oscillator signal injection 
may be used, but the cathode-injection sys- 
tem shown at (A) is to be recommended since 
the balanced modulator presents a more con- 
stant load to the oscillator signal—but great- 
er oscillator-injection power is required to 
develop the same injection voltage. Output 
power is in the vicinity of one-half watt for 
full signal. This power level is adequate to 
excite a relatively large amplifier stage oper- 
ating Class A or Class AB:i; a swamping re- 
sistor should be placed across the grid tank 
of the amplifier stage, and the operating con- 
ditions of the stage should be such that the 
tube does not draw grid current on modula- 
tion peaks. 


would reduce this effect. However, the per- 
formance of the sideband generator, when fed 
through an additional balanced modulator to 
obtain output on the 3.9-Mc. band, is very 
satisfactory. The bandwidth is narrow, tuning 
of the received signal is relatively easy, and 
the audio quality is excellent for speech work. 

The operating signal levels within the side- 
band generator are such that overload within 
the unit takes place first in the plate circuit of 
the GBAG output amplifier. Potentiometer P, 
acts as a gain control for the r-f portion, or as 


an r-f signal level control if the full output 
voltage of the exciter is not required. The ex- 
citer unit requires a well filtered plate supply 
of about 225 volts, and requires a plate cur- 
rent of 40 ma. There is no fluctuation in cur- 
rent drain with or without signal, since all 
tubes operate Class A in the center of their 
dynamic characteristics. 


The Operating-Frequency 
Balanced Modulator 


Since the output 
frequency of the 
sideband generator 
is between 473.3 kc. and 470.3 ke., with re- 
inserted carrier at 473.3 kc., it is necessary to 
feed the sideband generated by the unit through 
an additional balanced modulator to obtain 
Operation on one of the amateur bands. Fig- 
ure 25 is the schematic diagram of a 6SN7-GT 
balanced modulator which has been used to 
obtain a ssb output signal on the 3.9-Mc. ama- 
teur band. The v.f.o. (or crystal oscillator) 
should be capable of delivering an output 
voltage of about 3 volts r.m.s. over the fre- 
quency range between 3330 kc. and 3525.7 kc. 
for lower sideband output with nominal car- 
rier frequency between 3803.3 kc. and 3999 kc. 

In figure 25A the 80-meter carrier signal is 
fed to the cathodes of the balanced modulator 
through the cathode by-pass capacitors, while 
in figure 25B the signal is fed to the grids of 
the tubes through the split capacitors across 
the secondary of the input transformer. Either 
method has been found to give satisfactory re- 
sults with good balance. 

The input transformer which feeds the 473- 
kc. ssb signal to the grids of the balanced 
modulator is a conventional 470-kc. i-f trans- 
former with one coil removed and replaced 
by a link, and with the capacitor removed from 
across the other coil. A slug-tuned transformer 
was used, but the tuning slug was removed to 
eliminate the capacitive unbalance which re- 
sulted from its presence inside the coil. The 
coil had no center tap, so two capacitors in 
series (split-stator arrangement with a small 
trimmer capacitor) were used to provide 
an r-f balance between the 473-kc. sig- 
nal fed to the two grids of the balanced 
modulator. D-c grid return for the 6SN7-GT 
was obtained through the use of a pair of 100K 
resistors from the grids to ground. 


CHAPTER TWENTY-TWO 


High-Frequency Power 
Amplifiers 


The trend in the design of transmitters for 
operation on the high-frequency amateur bands 
is toward the use of a single high-level stage. 
The most common and most flexible arrange- 
ment includes an exciter unit, with 5 to 25 
watts output on all the h-f bands, and a single- 
stage power amplifier. In many cases the ex- 
citer unit is on the operating table, with a 
coaxial cable feeding excitation to the power 
amplifier, although many prefer to have the 
exciter unit included in the main transmitter 
housing. 

This trend is a natural outgrowth of the in- 
creasing importance of y-f-o operation on the 
h-f bands. It simply is not practicable to make 
a quick change in the operating frequency of 
a transmitter when a whole succession of stages 
must be retuned to resonance following the 
frequency change. Another significant factor 
in implementing the trend has been the ready 
availability of high-power-gain tetrode tubes. 
Through the use of these tubes it is conveni- 
ent and practical to excite an amplifier of 100 
to 1000 watts output from an operating-desk 
exciter unit having 10 to 20 watts output. 
A further factor is that the use of a single high- 
level stage eases the TVI problem. 

Modern triode tubes are capable of giving 
a moderate power gain, so that it becomes a 
toss-up as to whether a triode or tetrode is 
used in the 100 to 250 watt power range. 
But for power levels above about 250 watts 
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the beam-tetrode amplifier tube is the most 
logical choice. Even below the 250-watt level 
the beam-tetrode tube often is the most desir- 
able choice, especially when quick band-switch- 
ing is desired, limited excitation is available, 
or where single-ended input and output circuits 
are needed. 

One consequence of the trend toward tetrode 
tubes is that the standard push-pull amplifier 
is losing popularity with respect to the single- 
ended stage. With triode tubes the most fre- 
quent choice was for a push-pull circuit, since 
it was necessary to balance one circuit anyway 
to obtain the neutralizing voltage. Hence few 
additional components were required to con- 
vert the stage to a push-pull amplifier and thus 
double the power-handling capability. Further, 
the better balance of the push-pull circuit re- 
duced the number of problems associated with 
neutralization. 


Generation of 
Harmonics 


With the trend toward the 
use of high-gain  tetrodes, 
where circuit balance is not of 
such significance, the trend has been toward 
the use of a single-ended final amplifier stage. 
Experience with properly designed single-ended 
power amplifier stages has borne out the theory 
that the single-ended class C stage inherently 
is capable of affording a lower level of har- 
monic output than a push-pull stage of equiv- 
alent power handling characteristics. The ex- 
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Figure 1. 


SHOWING HARMONIC CURRENT FLOW 
IN A PUSH-PULL AMPLIFIER. 


planation given for the reduced harmonic 
output from a single-ended stage as referred 
to a comparable push-pull class C stage lies 
in the fact that the plate tank circuit of the 
push-pull amplifier receives two kicks of plate 
current for every cycle at the output frequency. 
Hence, any impedance which is common to 
the plate circuits of both the amplifier tubes 
will have second-harmonic current flowing in 
it. Stated in another manner, the push-pull 
stage acts as a push-pull frequency doubler as 
far as any impedance common to both tubes 
is concerned. 

In the case of push-push class C r-f amplifiers 
the two amplifier tubes in the circuit operate 
substantially independently of each other. The 
tube on one side of the tank circuit delivers 
a pulse of energy to the tank circuit during 
a portion of one half cycle, then is com- 
pletely inoperative during the balance of that 
half cycle and during the entire next half 
cycle. But during this next half cycle the tube 
on the opposite side of the tank circuit delivers 
its pulse of energy to the tank circuit. 


As each tube in the push-pull amplifier 
draws its pulse of plate current (see figure 1), 
this current flows through one-half of the split- 
stator tank capacitor C: and in addition through 
the plate blocking capacitor Gi. Then when 
the other tube draws its pulse of plate current, 
this current flows through the other half of the 
plate tank capacitor but a/so through the plate 
blocking capacitor point. Thus we have a flow 
of current approximately equal to the r-m-s plate 
current of both tubes passing through the plate 
blocking capacitor and its leads to the filament 
center tap of the tubes. Note also that the 
usual plate-circuit r-f choke does not stop the 
flow of a portion of this second-harmonic 
current through the plate-voltage lead to the 
power supply. Hence it is necessary to add 
an additional r-f filter in order to stop the 
radiation of second-harmonic energy from the 
plate-voltage lead between the power supply 
and the r-f power amplifier. 

Details on methods and procedures for the 
elimination of interference caused by harmonics 
of the operating frequency are given in detail 
in the chapter Broadcast and Television Inter- 
ference. Additional r-f power amplifiers are 
shown in conjunction with the other com- 
ponents which go to make up a complete 
transmitter in Chapter Twenty-Four, Trans- 
mutter Construction, and in Chapter Nineteen, 
Mobile Equipment and Installation. 


Shielded 807 Amplifier 


The versatile 807 unquestionably is one of 
the most frequently used transmitting tubes. 
But it also is a very frequently maligned tube 
due to its tendency toward spurious signal 


Figure 2. 


PANEL VIEW OF THE 
SHIELDED 807 AMPLIFIER. 
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Figure 3. 
REAR OF THE 807 AMPLIFIER, 
WITH SHIELD COVER 
IN PLACE. 


generation and parasitic oscillation. Never- 
theless, the low price and unusual capabili- 
ties of the tube overweigh any misgivings 
about using the tube as a result of its unfor- 
tunate tendency toward self-oscillation. It has 
been more or less established that the enthusi- 
asm of the 807 for parasitic oscillation is the 
result of two factors: (1) the extremely high 
power gain of the tube, and (2) the sizable 
screen-lead inductance due to the use of a 
rather long piece of small wire between the 
tube socket and the screen element within the 
electrode structure. 

The amplifier shown in figures 2, 3, and 4 
was designed and constructed with these con- 
siderations in mind. But the pre-eminent factor 
in the layout of this amplifier was the serious 
problem of TVI. A number of precautions 
which might lead to a reduction in the genera- 
tion and radiation of harmonic signals have 
been taken in the layout and construction of 
the stage. 

A split-stator capacitor with grounded rotor 
has been used in the antenna-coupling circuit, 
and careful filtering of the leads which enter 
the amplifier compartment has been employed. 
The net result of all these precautions is that 
harmonic radiation from the amplifier itself 
has been reduced to a very low value. Also, 
harmonic radiation from the unit when coupled 
to a conventional antenna system is very low. 
Circuit Description | The amplifier chassis is 
designed to operate in 
conjunction with an external, shielded exciter 
unit and an external plate and screen-voltage 
supply and modulator. The grid-circuit coils 


for the 807 are plug-in, and are designed to 
be link coupled to the exciter unit. A minia- 
ture filament transformer for the 807 is 
mounted on the chassis. Since it was required 
that the plate tank circuit for the 807 be com- 
pletely shielded, it was deemed desirable to 
use an all-band turret in this circuit position. 
The B&W type BTEL was found satisfactory 
for the application. The harmonic trap in the 
plate lead of the tube is insulated from all 
supports, and a control for the capacitor of 
the trap is brought out to the panel for con- 
venience. Link coupling from the turret in the 
plate of the 807 to the antenna-coupling cir- 
cuit on the end of the chassis is provided by 
a short length of coaxial cable. Plug-in coils 
(National AR-16 series) are used in the an- 
tenna-coupling tank circuit. 

A power output of 1 to 2 watts from the 
external exciter unit is adequate to allow 
a safety factor in exciting the grid of the 807. 
Grid current on the 807 should run about 3.5 
ma. on all bands. The grid-bias voltage for 
the 807 can best be obtained from a grid 
leak, unless excitation keying of the exciter 
is to be employed for c.w. In the event that 
excitation keying is not required as a result 
of some special consideration, it is suggested 
that screen-voltage keying of the 807 be used. 
The vacuum-tube keyer unit described in Chap- 
ter Ten is ideally suited to this application. 
A grid-leak value of 12,000 or 15,000 ohms 
is suggested for c-w operation of the 807, while 
a value of 22,000 ohms is recommended for 
high-level amplitude modulation of the tube. 

Normal screen voltage for the 807 is 250 
volts. Under normal operation with the excita- 
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Figure 4, 
SCHEMATIC OF THE SHIELDED 807 AMPLIFIER. 


C:i—100-yufd. midget variable (National UM-100) 
C2, C;—0.003-yfd. midget mica 
C;, Cs>—500-uufd. ceramic by-pass 
C., Ci —0.003-yufd. midget mica 
C:—0.004-yfd. 2500-volt test mica 
C.—50-yufd. air-padder capacitor with shaft 
Ciw—50-uufd. 3000-volt variable (Johnson 50H30) 
Ci—Dual 100-uufd. split-stator (National TMK- 
100D) 
Li—-28 Mc.; 5 t. no. 14 enam. closewound, 3 f¢. link, 
1” dia. form (Nat. XR-2) 
14 Me.; 12 t. no. 18 enam. closewound, 3 ¢. link, 
1” dia. (Nat. XR-2) 


7 Mc.; 24 t. no. 18 enam. closewound, 3 ft. link, 
1” dia. (Nat. XR-2) 

3.5 Mce.; 38 t. no. 22 enam. closewound, 5 ft. 
link, 1° dia. (Nat. XR-2) 

L-—4 t. no. 14 enam. 12” dia. by 2” long, air 
wound . 
L:—50-watt plug-in coils for band in use (Nat. AR- 
16 series). See text for data on shielded link ar- 

rangement for 14 Mc. and 28 Me. coils 
RFC—National R-60 v-h-f choke 


Ti—6.3-volt 1.2-ampere filament transformer (UTC 
FT-2) 


tion value specified and with 100 ma. of plate 
current the screen current will be from 5 to 7 
ma. The full 100 ma. of plate current may 
be run on the 807 on phone with from 300 
to 600 volts on the plate. For c-w operation 
the plate voltage may be increased to 750 volts. 


Construction 


The amplifier is assembled on 
a standard 7 by 19 inch dural 


rack panel. The grid circuit components of the 
amplifier are at the left end of the panel while 
the antenna-coupling tank circuit is at the 
right end. Between is a 514 by 10 by 3 inch 
aluminum chassis (ICA no. 29004), mounted 
vertically, which houses and shields the plate- 
circuit components of the stage. The aluminum 
chassis is supported from the panel by four 
8-32 bolts and is separated from the panel 


Figure 5. 


REAR OF THE 807 AMPLIFIER, 
SHIELD COVER REMOVED. 
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Figure 6. 


SCHEMATIC OF THE 807 AMPLIFIER, WITH ADDITIONAL PROVISIONS 
FOR SUPPRESSION OF HARMONIC RADIATION. 


All components have the same values as given in figure 4. Chokes CH: and CH: should be of the 
v-h-f type. CH: must be capable of carrying the heater current to the 807, while CH: may con- 
sist of one inch of no. 30 d.c.c. wire closewound on a '/-inch polystyrene rod. 


about 1 inch by four metal washers of the 
type normally used underneath the heads of 
oval-head panel mounting screws. Another 
chassis identical to the one mounted to the 
panel serves to complete the shielding enclo- 
sure. The four holes on the bottom of the 
chassis which is mounted to the panel (these 
holes were intended to take the screws for hold- 
ing the bottom cover of the chassis) are 
drilled to provide a clearance hole for 6-32 
screws. Then the matching holes in the other 
chassis which is used for a cover are tapped 
to take 6-32 screws. Four 14-inch 6-32 screws 
are then threaded into the tapped holes with 
a short screwdriver. These four screws then 
serve as locating pins when the two chassis 
are placed together. A metal post affixed by 
one bolt to the chassis which is mounted to 
the panel then serves to take a bolt at its other 
end for clamping the two chassis solidly to- 
gether. 

A short length of coaxial cable is used as 
a link between the plate tank circuit of the 
807 and the antenna-coupling tank. Note that 
the B&W BTEL turret assembly was modified 
to the extent of removing the original 28-Mc. 
tank coil, and then reducing the number of 
turns on the original 21-Mc. coil to four turns. 
This coil then hits both 21 Mc. and 28 Mc.— 
and the assembly is small enough to fit into 
the shielding compartment. 

It was found in the testing of the amplifier 


that a fair amount of harmonic energy was 
being carried out of the shielded compartment 
on the coaxial coupling link. A copper strap 
ground from the outer conductor of the cable 
to the shield compartment from the link 
terminal on the coil socket, plus the ground 
inside the compartment to the outer conductor, 
helped afford a reduction. A further reduction 
was obtained through the use of a “Faraday 
shielded” one-turn coupling link on the 28 Mc. 
antenna-tank coil. The link was made from a 
6-inch length of small-diameter coax. (RG- 
58/U) by connecting both the inner and outer 
conductors together at the grounded end of 
the link. The shield braid then extends to 
within one-quarter inch of the point where the 
inner conductor connects to the lug on the 
coil socket at the other end of the link loop. 
Thus the inner conductor is shielded through- 
out its length, but the shield braid does not 
form a shorted turn since it is open circuited 
at the ungrounded end of the link. 

For a still higher degree of harmonic sup- 
pression, as is required for operation of a 
transmitter in a TV fringe area, it is sug- 
gested that the additional shielding and filter- 
ing precautions illustrated in figure 6 be in- 
cluded in the amplifier. In this schematic the 
shielded link has been replaced by a 52-ohm 
harmonic filter in the link line, with mate- 
rially improved harmonic-rejection capabilities. 
An additional section of filtering has been in- 
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cluded in each of the leads which leave the 
shielded enclosure. Also, the grid circuit of 
the amplifier has been shielded in addition to 
the plate circuit. 


Shielded 813 Amplifier 


Figures 7 through 10 illustrate an 813 
amplifier into which a number of TVI-proofing 
provisions have been incorporated. Tests have 
shown that the amplifier can be operated with 
power inputs up to 200 watts on frequencies 
up through the 28-Mc. band without causing 
TVI of the harmonic radiation type. There are 
several features of the amplifier which are 
worthy of note, in addition to the shielding 
and filtering which results in satisfactory sup- 
pression of harmonic radiation. 


Shielding It will be noted from the 
and Filtering photographs of the unit that 

the top side of the chassis is 
completely shielded by an aluminum box 
(which was made to dimensions by a “tin” 
shop), except for the shielded inspection hole 
in front of the 813 tube. The cover of the box 
is made of 1g-inch mesh brass hardware cloth, 
with rolled and soldered galvanized iron edging 
around the perimeter of the cover. A total of 
fourteen 8-32 nuts and bolts hold the cover 
to the top of the shield box: For good har- 
monic suppression these fastening nuts must 
be pulled up tight so that there is a good bond 
throughout the extent of the contact beween 
the cover and the shield can. A length of 


Figure 7. 


FRONT VIEW OF THE 
813 AMPLIFIER. 


aluminum angle is bolted to the rear of the 
front panel to serve as the bolting surface for 
the cover along this dimension. 

Some difficulty with radiation from the 
viewing window on the front panel was en- 
countered until the screen which covers the 
hole was held tightly to the scraped front of 
the panel throughout the extent of the peri- 
meter of the cover screen. Note that all shafts 
which pass through the front panel are 
equipped with panel bearings; there must be 
good contact between all control shafts and the 
panel if suppression of harmonic radiation by 
the shaft stubs in the high-band TV range is 
to be eliminated. 

All leads which enter the underchassis pass 
through a filter box on the rear of the chassis. 
A half-section LC filter was found to be 
adequate on all leads except those leads which 
supply 115 volts to the primary of the filament 
transformer. In the case of these leads it was 
found necessary to use a pi-section LC filter in 
addition to the half section used on all the 
other leads. The excitation lead is not filtered 
since this lead runs in coaxial cable from the 
exciter unit. 


Circuit of the 
Amplifier Proper 


The 813 tube operates as 
a neutralized tetrode am- 
plifier. Separate grid coils 
are selected by switch S: for the 80, 40, 20, 
and 15-11-10 meter ranges. The unused coils 
which are lower in frequency than the coil in 
use are shorted to ground by a special switch 
wafer in the grid-circuit selector switch. 


HANDBOOK 


Shielded 813 Amplifier 507 


The neutralization circuit for the 813 has 
been described in detail in Chapter Seven. 
Capacitor C2, which has a range of 1.4 to 10.6 
uufd., serves to feed energy back to the grid 
circuit, while the grid-circuit voltage drop ap- 
pears across C:. Capacitor C: is a 500-uufd. 
1250-volt mica; a 10 per cent tolerance capaci- 
tor should be used in this circuit position. 
Rough neutralization of the stage is accom- 
plished by applying excitation while plate 
voltage and screen voltage are removed. Then, 
with the output terminal of the pi-network 
output circuit grounded, capacitor Cs is tuned 
through resonance as indicated by a flick on 
the grid milliammeter. Then the setting of 
C: is changed until the flick in grid current 
no longer is visible, indicating that approxi- 
mate neutralization has been attained. 

Plate and screen voltage should then be 


applied to the stage, while the output circuit 
is loaded by a lamp bank. With the amplifier 
loaded normally, tuning of capacitor Gs 
through resonance will cause a uniform de- 
crease in grid current as the capacitor is tuned 
either side of resonance—provided the stage 
is completely neutralized. If the stage is not 
exactly neutralized, the grid current will zn- 
crease slightly when the plate capacitor is 
tuned to one side of resonance and will de- 
crease slightly when the plate circuit is tuned 
slightly to the other side of resonance. This 
method for determining accurate neutraliza- 
tion of a stage is quite precise; a small change 
in C: either side of the correct value will dis- 
turb the indication of exact neutralization. 
Neutralization of the amplifier on the 28-Mc. 


band will hold for all the lower frequency 
bands. 


Figure 8. 
TOP VIEW OF THE 813 AMPLIFIER. 


Showing the internal appearance of the amplifier after removal of the brass hardware-cloth shield 
cover. The 28-Mc. coil is in place in the output circuit of the amplifier. 
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Figure 9. 
SCHEMATIC OF THE SHIELDED 813 AMPLIFIER. 


C—100-yufd. midget variable (National UM-100) 

C:— 5 00-nufd. 1250-volt mica 

C._—1.4 to 10.6 yuufd. neut. (Johnson N-250) 

C;—100-nufd. 6000-volt variable (Millen 16510) 

C:—100-yufd. high-voltage ceramic (Centralab 
850S-100N or 851-100N) 

C;—365-uufd. 0.030” spacing (Cardwell MR-365-BS) 

Cv. —400-uufd. 3000-volt transmitting mica 

C;—700-uufd. 3000-volt transmitting mica 

Cs—1100-uufd. 3000-volt transmitting mica (0.001 
and 0.0001 in parallel) 

C.—0.001-yufd. ceramic by-pass 

Cio—0.002-ufd. 2500-volt-working mica (same _ as 
plate blocking capacitor) 

RFC:—2.5-mh. 125-ma. choke (National R-100) 

RFC.,—225-yvh. 800 ma. choke (National R-175) 

L,,L,—1” no. 30 d.c.c. closewound on Y%" poly- 
styrene rod 

L,,—2-uh. high current v-h-f chokes (National R-60) 

Li—-3.5 Me.: 35 t. no. 22 enam. closewound, 1” dia., 
5 t. link 


L2—7.0 Me.: 19 t. no. 20 enam. closewound, 1” dia., 
4 t. link 

L:;—14 Me.: 10 t. no. 20 enam. closewound, 1” dia., 
3 t. link 

Li—-21-29 Me.: 5 t. no. 18 tinned closewound, 1” dia., 
2 t. link 

Note: All grid coils wound on National XR-2 coil 
forms 

L;—3.5 Me.: 17 t. no. 12 enam. space wound on 
National XR-10A form, with jumper on plug base 
to connect C; as shown 
7.0 Me.: 10 t. no. 12 enam. space wound on Na- 
tional XR-10A form 
14 Me.: 7 t. no. 8 bare air wound 2” dia., 2” long 
on Nat. PB-15 base 
21-28 Mc.: 3 t. no. 8 bare air wound 2” dia., 2” 
long on Nat. PB-15 base 

Si—2-pole 4-position wafer switch with Centralab 
Cat. No. F wafer shorting out unused lower fre- 
quency coils as S:, 

T—10-volt 5-ampere filament transformer 


The Pi-Network 
Output Circuit 


The plate tank circuit of 
the 813 is a pi network 
which has been designed in 
such a manner that load impedances in the 
vicinity of 50 ohms may be matched. Separate 
plug-in coils are used for each of the four 
frequency ranges covered by the amplifier stage. 
Shunting capacitors for the output end of the 
pi network are selected by switch S:. A 100- 
uufd. variable capacitor serves as the input 
capacitance on all bands except the 80-meter 
range. When the coil for this range is plugged 
into place, an additional 100-uwfd. fixed capaci- 
tor, Ci, of the high-voltage ceramic type is 
paralleled with the main plate tuning capacitor 


by means of a strap on the 80-meter coil. 

The output capacitor of the pi network, 
which acts as the loading control for the am- 
plifier, is a 365-uufd. transmitting-type vari- 
able unit with relatively small spacing since 
the voltages encountered are quite low. This 
capacitor is used alone for the 28-Mc. range, 
and for the 14-Mc. range when the amplifier 
is to be loaded rather heavily. For lighter load- 
ing on the 14-Mc. range and for use on the 
7-Mc. and 3.5-Mc. ranges, additional fixed 
capacitance up to a maximum of about 1100 
uufd. is picked up by S». The shunting capaci- 
tors Cs, C:, and Cs are capacitors which were 
salvaged from BC-375 tuning units. 
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Figure 10. 
UNDERCHASSIS OF THE 813 AMPLIFIER. 


The shield compartment which houses the filters for the power leads to the stage is on the rear of 
the chassis. 


4-125A All-Band Amplifier 


Figures 11 through 14 illustrate a general- 
purpose beam-tetrode amplifier for operation 
on the amateur bands from 3.5 through 29.7 
Mc. The plate voltage which may be applied 
to the stage is limited to 2000 volts for high- 
level amplitude modulation by the plate tank 
circuit components. Since the plate current on 
the tube is limited to 200 ma. on phone and 
225 ma. on c.w. by the manufacturer’s ratings, 
the input to the stage should be held to a 
maximum 400 watts on phone and 450 watts 
on C.w. 

The amplifier is designed so that it may be Figure 11. 
excited by any v.f.o. or crystal oscillator having PANEL VIEW OF THE 4-125A 
4 to 5 watts output. Although the manufac- AMPLIFIER. 
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turer's data on the tube specifies an excitation 
power of less than 2 watts, it is always desir- 
able to have several times the rated excitation 
power available. There are a number of com- 
mercial exciter units which may be used with 
this amplifier, and any of those described in 
Chapter Twenty-one with 5 to 20 watts out- 
put will be suitable. 
Circuit Description To afford a high degree 
of convenience in opera- 
tion the grid circuit of the final amplifier is 
completely self-contained with coils for all 
bands and a coil selector switch. Separate coils 
are used for the 80, 40 and 20 meter bands 
with the 10-meter coil also serving on the 15- 
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COIL TABLE 
4-125A All-Band Amplifier 


Li—3.5 Me., 30 turns no. 24 enam. close- 
wound on 1” dia. 


Le—7.0 Mc., 25 turns no. 24 enam. close- 
wound on 1” dia. 


L;—14 Me., 10 turns no. 14 enam. close- 
wound on 1” dia. 


L:—21 and 28 Mc., 5 turns no. 14 spaced to 
34" on 1” dia. 


All grid coiis wound on National XR-2 forms 
L:-—3.5 Mc., 26 turns no. 14 enam. on Na- 
tional XR-10A form, 3 turn link. 


7.0 Mc., 14 turns no. 14 enam. on Na- 
tional XR-10A form, 3 turn link. 


14 Mce., 8 turns no. 10 double spaced on 
National XR-10A form, 3 ¢. link. 


21 and 28 Mc., 6 turns no. 8 bare, 11/4” 
dia. 214" tong, 2 turn link. 


a ES 


Figure 12. 


REAR VIEW OF THE 
4-125A AMPLIFIER. 


In this photograph the plate tank 

circuit is on the left side and the 

screen, bias, and filament voltage 
supplies are on the right. 


meter band. Since the grid tuning capacitor 
C: has a maximum capacitance of only 50 uufd. 
per section, it is necessary to parallel a fixed 
padder capacitor across the 3.5-Mc. coil to 
provide a satisfactory L to C ratio. Grid bias 
for the 4-125A is provided by a 3000-ohm 
grid-leak resistor plus 90 volts from the built- 
in bias pack. Screen voltage as well as grid 
bias voltage are furnished by the pack mounted 
on the amplifier deck. A type VR-90 voltage 
regulator tube holds the grid bias voltage fixed 
at a minimum of —90 volts. Screen voltage 
is not regulated but runs at approximately 350 
volts under the normal screen current of 30 to 
40 ma. on the 4-125A. A 5Y3-GT is em- 
ployed in the screen voltage supply. A 6X5-GT 
fed through a resistor from one side of the 
high voltage winding on the power trans- 
former supplies the grid-bias voltage. The 
VR-90 bias-voltage regulator is mounted be- 
low chassis by means of a bracket to keep it 
out of the intense field in the vicinity of the 
plate circuit on the top side of the chassis. 
Series feed is used for the plate tank circuit 
of the 4-125A. The bakelite cased, 4500-volt, 
0.001 ufd. plate by-pass capacitor is returned 
to the same bolt to which the filament by-pass 
capacitors also ground. The fixed-link plate 
tank coils are wound on National XR-10A 
forms in the case of the 80, 40 and 20 meter 
bands. The 10 and 15 meter coil is wound of 


no. 8 bare copper wire and is self-supporting. 


All plate tank coils are supported by National 
PB15 plug bases. 
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Since the amplifier is to be plate modulated, 
it was found desirable to connect an audio 
choke as the inductor in a low-pass audio 
filter in series with the r-f choke which 
feeds plate voltage to the 4-125A. This choke 
consists merely of the primary winding of a 
medium-sized filament transformer. The sec- 
ondary leads of this transformer have been 
cut off where they leave the coil. Note that 
this choke must be mounted on sizable stand- 
off insulators so that there will be no high 
voltage appearing between the coil and the 
core and frame of the choke. One inch insula- 
tors have been used in the unit shown, as can 
be seen in figure 13. The additional audio 
choke acts as a low-pass filter in conjunction 
with the 0.001-ufd. plate by-pass capacitor 
and an additional 0.001-ufd. capacitor in the 
modulator unit. Simultaneous screen-voltage 
modulation along with the plate-voltage modu- 
lation is obtained by connecting a choke in 
series with the screen current supply lead. 
This choke could of course be mounted in the 
final amplifier deck, but in the transmitter of 
which this unit is a portion the choke has 
been mounted in the modulator deck. 
Construction The complete amplifier with 
its power supplies is mounted 
on an 11 by 17 by 3 inch aluminum chassis 
which is supported from a standard 14 by 19 
inch panel. A 314 by 414 inch hole has been 
cut in the center of the panel to permit view- 
ing of the plate of the 4-125A while it is in 
operation. A small piece of window glass is 


Figure 13. 


UNDERCHASSIS OF THE 
4-125A AMPLIFIER. 


The VR-90 bias-voltage regulator 
can be seen underchassis mounted 
with the balance of the power-sup- 
ply components on the right. The 
filament-transformer primary which 
acts as an audio choke can be seen 
mounted on standoff insulators 
from the left wall of the chassis. 


mounted behind this hole and supported by a 
pair of solder lugs acting as brackets. The chas- 
sis for the amplifier has been mounted several 
inches up from the bottom surface of the 
panel in order that the grid and plate milli- 
ammeters could be mounted inside the chassis 
assembly. Consequently the meter holes run 
through both the panel and the chassis. After 
the bottom cover has been put into place all 
the input circuits and the meters of the 4-125A 
amplifier are completely shielded. The plate 
tuning capacitor and the plate tank coil are 
mounted on 114-inch conical ceramic insula- 
tors. A coupling of the type having a long 
ceramic insulator and a flexible unit at each 
end is used to couple the National type AM 
dial to the National type TMA-100A tuning 
capacitor. 
Operation Normal grid current for the 
4-125A tube will be approxi- 
mately 12 ma. In the event of extended test- 
ing of the final amplifier without plate voltage 
it will be advisable to remove the connection 
on the rear terminal strip which supplies 
screen voltage to the 4-125A. This will elimi- 
nate any possibility of excessive screen dissi- 
pation being caused by the presence of excita- 
tion without plate voltage when screen voltage 
is on the 4-125A tube. In all normal tuning- 
up operations, however, it will be sufficient if 
the excitation is applied only for brief periods 
with the screen voltage present and the plate 
voltage turned off. 

To operate the amplifier conservatively it is 
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Figure 14. 
SCHEMATIC OF THE 4-125A AMPLIFIER. 


C:—50-uufd. midget variable (National UM-50) 

C.,—100-vufd., 0.171-inch spacing (National TMA- 
100A) 

CHi—13-hy. 65-Ma. choke (Stancor C-1708) 

CH.—Primary of 12-watt fil. trans. (Merit P-2945) 

Ti—600 v. c.t. 55 ma., 5 v. 2 a, 6.3 v. 2.7 a. 
(Stancor P-6119) 


OUTPUT 
(O) 
neve 
5-TERMINAL C) 0) 
JONES STRIP ie Gaies asob SCREEN GND. 
T.—5 v. 13 a. fil. trans. (UTC S-59) 
Li to L;—See coil table 
Milliammeters—Marion 53SN 
RFC—1I-mh. 600-ma. r-f choke (National R-154U) 


Si—2-pole 4-position ceramic (Centralab 2505 suit- 
able) 
Dial for plate tank capacitor—National AM 


suggested that the plate current be limited to 
175 ma. on phone and to 200 ma. on c.w. In 
most cases it will be necessary to connect a low- 
pass filter between the output terminals and 
the antenna system. This requirement certainly 
will be present if there is any number of tele- 
vision receivers in the immediate vicinity of 
the transmitting station. In addition, if the 
amplifier is to be operated in a TV area, it 
should be housed in a shielding enclosure with 
filters on all the leads, the backs of the meters 
should be shielded and the leads to the meter 


terminals filtered. Further, the glass in the 
viewing hole should be replaced by Y-inch 
mesh hardware cloth which is thoroughly bond- 
ed to the panel around the edge of the hole. 


Grounded-Grid 304TL Amplifier 


The 304TL tube is capable of operating as 
an r-f amplifier of the conventional type with 
the full kilowatt input permitted amateur 
stations. The tube is characterized by an enor- 
mous reserve of filament emission, resulting 
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from the fact that about 130 watts is required 
merely to light the four filaments. Where the 
heavy filament drain, plus the low amplification 
factor of about 12, do not impose hardship in 
the design of the transmitter, the 304TL is 
quite satisfactory for amateur service. 

The 304TL may, of course, be operated in 
the conventional manner as either a single- 
ended or push-pull r-f amplifier. No difficulty 
has been encountered by many amateurs using 
either one tube or a pair with full input at 
frequencies including the 28-Mc. band. But 
the 304TL offers an additional feature in that 
its plate-to-cathode capacitance is very low 
(about 0.6 uufd.) for a tube of its size and 
power handling capabilities. This feature per- 
mits the tube to be operated, without neutrali- 
zation, as a grounded-grid r-f power amplifier. 


Characteristics of 
Grounded-Grid 
Operation 


The theory and design of 
grounded-grid r-f power 
amplifiers has been dis- 
cussed in some detail in 
Chapter Five. Also, a set of operating condi- 
tions is derived mathematically for a 304TL 
operating with one kilowatt input at a plate 
potential of 2700 volts. Operating grid bias 
is —385 volts and grid current is 58 ma. 
Although the excitation power of the tube is 
only 27.5 watts (which would be the actual 
driving power required if the tube were oper- 
ating as a neutralized amplifier) the driving 
power required into the cathode circuit from 
the exciter is about 200 watts. The extra 170 
watts or so is not lost, however, since it ap- 
pears directly in the output of the amplifier as 
additional energy. Thus while the 304TL itself 
will deliver about 850 watts to the load cir- 
cuit, the extra 170 watts supplied by the driver 
over and above the 27.5 watts required to 
excite the 304TL appears added to the 850- 
watt output of the 304TL. Thus the total out- 
put of the stage would be about 1020 watts, 
even though the d-c input to the 304TL was 
only one kilowatt. Nevertheless, the tube itself 
operates only at its normal plate-circuit efh- 
ciency, the extra power output coming directly 
from the added excitation power taken from 
the driver. 

Since 15 to 20 per cent of the output from 
a grounded-grid r-f stage passes directly 
through it from the driver, it is obvious that 
conventional plate modulation of the output 
stage only will give incomplete modulation. In 
fact, if the plate voltage is completely removed 


from the g-g (grounded-grid) stage and the 
plate return is grounded, the energy from the 
driver will pass directly through the tube and 
appear in the output circuit. So it becomes 
necessary to apply modulation to the driver 
tube simultaneously to that which is applied 
to the plate of the g-g stage. It is normal 
practice in commercial application to modu- 
late the driver stage about 60 per cent as 
much as the g-g stage. 

For straight c-w or FM operation no special 
considerations are involved in the use of a g-g 
power amplifier except that for c.w. it obvi- 
ously is necessary that the driver stage be 
keyed simultaneously with the final ampli- 
fier, if the installation is such that the final 
amplifier is to be keyed. With excitation key- 
ing the combination of the driver and output 
stage will operate quite normally. 


The Grounded-Grid 
Class B Linear 


The g-g power ampli- 
fler is particularly well 
suited to use as a Class 
B linear amplifier to build up the output of a 
lower powered AM transmitter. Operating con- 
ditions are essentially the same as those of a 
conventional linear amplifier, in that the plate- 
voltage swing on the tube under carrier con- 
ditions is equal to one-half the value at the 
positive peak of modulation. Two advantages 
obtained through the use of the g-g stage as 
a class B linear amplifier are (1) no swamping 
is required in the input circuit of the g-g 
stage, and (2) nearly the full output of the 
exciter transmitter appears in the output of 
the g-g stage, being added to the output of the 
g-g amplifier. 

A single 304TL operated as a g-g linear 
amplifier of a conventional AM signal will have 
an output of about 200 watts, while a driving 
power of about 25 watts will be required. The 
plate power input to the tube would be 500 
watts, and the plate dissipation would be about 
325 watts, which is slightly above the maxi- 
mum continuous rating. But since the stage 
would be used only for voice work, and since 
the average modulation percentage would be 
high, the operating plate dissipation would 
be less than 300 watts. Similarly, a pair of 
304TL’s in push-pull or parallel operated as 
a grounded-grid Class B linear would give 
a carrier-level power output of about 400 watts, 
would require a driving power of about 50 
watts actually at the cathodes (so that the 
driving transmitter should have a power output 
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of perhaps 75 watts minimum to allow a 
safety factor), and would operate at a plate 
input of 1 kilowatt. 

Suggested operating conditions for such a 
stage (using one tube—voltages would be 
the same but currents would be doubled for 
two tubes) are as follows: operating plate 
voltage—3000 volts; fixed grid bias about 
—280 volts, but subject to moderate variation 
with tubes; operating plate current—167 ma.; 
carrier level grid swing (cathode swing) — 
about 195 volts; carrier level grid current— 
zero ma.; peak modulation grid (cathode) 
swing — about 390 volts; peak modulation 
grid current—about 20 ma. 

Since operating impedances are lowered 
when a stage is operated as a Class B linear, 
rather high values of tank capacitance are 
required for a satisfactory operating circuit 
Q. The load impedance presented to one 304TL 
with the operating conditions specified above is 
about 5000 ohms; hence the plate tank circuit 
capacitance for an operating Q of 15 should 
be about 330 ohms. This represents an operat- 
ing plate tank capacitance of about 140 ywufd. 
for 4 Mc., and proportionately smaller capaci- 
tances for the higher frequency bands. The 
cathode impedance for one 304TL under the 


Figure 15. 


REAR OF THE GROUNDED-GRID 
AMPLIFIER. 


operating conditions specified is about 700 
ohms. Thus, for an operating cathode-circuit 
Q of 10 the cathode tank capacitance should 
have a reactance of 70 ohms. This value of 
reactance is represented by about 550 uufd. at 
4 Mc., and proportionately smaller capacitances 
for higher frequencies. Since the peak cathode 
voltage is only about 400, quite small spacing 
in the cathode tank capacitor can be used. 


Circuit Description The amplifier stage, shown 

in figures 15, 16, and 17 
was constructed to exemplify the design of a 
grounded-grid power amplifier for use in the 
amateur high-frequency bands. Two features 
characterize the appearance of a g-g power 
amplifier as compared to a conventional neu- 
tralized stage. The first is the relative simpli- 
city of the plate circuit; its appearance is 
essentially the same as that of a single-ended 
beam-tetrode amplifier circuit. The second is 
the relative complexity of the “grid” or 
cathode circuit. The plate circuit is simple 
since no provision is required for neutralizing 
the tube. The grounded (for r.f.) grid serves 
to shield the input from the output circuit. 
The cathode circuit is relatively large since 
the required power level is moderately high 
and since the operating impedance of the 
cathode circuit is quite low. The tank capa- 
citances for cathode and plate circuit speci- 
fied on figure 17 will be found adequate for 
Class C operation on frequencies as low as 
the 3.5-Mc. band. But for the Class B linear 
operation the capacitances should be approxi- 
mately doubled, with proportionate decrease in 
the inductances of the coils. 

In the amplifier illustrated a bifilar wound 
coil is used to feed the filament voltage to 
the 304TL tube. Two parallel strands of no. 
12 enamelled wire are wound side-by-side for 
the full length of the National XR-10A coil 
form. Two filament sections of the 304TL 
were connected in series in the unit shown 
to reduce the filament current which must 
pass through the filament coil. With the fila- 
ments connected in this manner the tube 
requires 10 volts at 13 amperes. The loop re- 
sistance of the filament coil is about 0.05 
ohms, which represents about 0.6 volts drop 
at the 13-ampere drain. Hence the filament 
transformer for the tube should deliver be- 
tween 10.5 and 11 volts to insure that the 
304TL will receive its rated 10 volts plus or 
minus 10 per cent. 
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Figure 16. 


UNDERSIDE OF THE GROUNDED-GRID 
AMPLIFIER. 


Both ends of the coil are by-passed in the 
manner shown in figure 17 to constrain the 
r-f currents into the desired paths. For opera- 
tion on the 3.5 Mc. band the bifilar cathode 
coil serves in itself to tune to resonance with 
the 250 wufd. tuning capacitor. For operation 
on the higher frequency bands it is necessary 
to parallel the cathode coil with additional 
inductors to reduce the effective inductance. 
However, it was found sufficient to couple 
the excitation link into the cathode coil only 
for all bands. This is illustrated on the sche- 
matic. 

The cathode coil inductance should be 
decreased, as discussed before, for operation 
of the stage as a Class B linear. This can be 
accomplished by using a shunting inductor, 
along with the greater tank capacitance, on 
the 4-Mc. band, and by using smaller shunting 
inductors on the other bands. 

With the cathode coil specified, the ampli- 
fier’ cannot be operated on the 28-Mc. band 
due to dielectric losses in the wire insulation 
of the cathode tank. This condition may be 
eliminated by space winding the cathode tank 
inductance. With the form specified, space 
winding will result in one-half as many turns 
in the cathode coil, giving about one-fourth 
the inductance. Hence the smaller-inductance 
cathode coil could be used on the 7-Mc. band 
without a shunting inductance, and on the 
14-Mc. and 28-Mc. bands with a shunting 
inductance. Similarly, the smaller cathode coil 
could be used on the 4-Mc. phone band with 


the stage operating as a linear amplifier, pro- 
vided a much larger cathode tuning capacitor 
were provided. 

The plate tank circuit for the amplifier is 
conventional for a stage in which provision 
for neutralization is not required. However, 
it must be remembered that the peak r-f volt- 
age across the plate tank is greater than would 
be the case for a conventional amplifier oper- 
ating at the same plate voltage. This is a 
result of the fact that the r-f cathode swing 
is added to the r-f plate-to-cathode swing as 
far as the plate tank coil is concerned. This 
means that the r-f peak swing across the plate 
tank circuit will be 10 to 20 per cent greater 
than the d-c plate voltage on the stage. 
Tuning Procedure The tuning procedure for 
a grounded-grid r-f pow- 
er amplifier is somewhat different and _ less 
straightforward than that of a conventional 
amplifier. The main difference results from 
the fact that the input tuned circuit is effec- 
tively in series with the output circuit as 
far as the output energy is concerned. Thus 
it is not possible to apply full excitation power 
to the stage unless plate current also is flow- 
ing. If full excitation were applied in the 
absence of plate voltage on the amplifier, the 
grid of the output tube would be damaged 
from excessive excitation. 

The following tuning procedure has been 
found satisfactory in practice for tuning 
the g-g stage as a Class C amplifier: Remove 
plate voltage from the g-g stage. Apply reduced 
excitation to the cathode circuit and tune to 
resonance as indicated by the grid milliam- 
meter. Then tune the plate circuit to reso- 
nance by noting the change in grid current, 
ana in plate current, when the plate tank is 
resonated. Note that a moderate amount of 
plate current will flow, as a result of the exci- 
tation voltage, even without plate voltage on 
the stage. Actually, quite high values of plate 
current will flow if the plate return of the 
final amplifier is grounded. 

The procedure in the paragraph above will 
allow the resonant points for both the grid 
and plate tank circuits to be obtained and 
noted. Now apply a moderate amount of 
antenna coupling to the plate circuit of the 
final amplifier, apply plate voltage, and apply 
the excitation. It is assumed that fixed bias 
at least equal to cutoff is being applied to 
the grid of the g-g tube. The first thing that 
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SCHEMATIC OF THE 
304TL G-G AMPLIFIER. 


Grid tuning capacitor—National TMC-250 

Plate tuning capacitor—National TMA-100A 

Li—None required for 3.5 Mc., since cathode coil 
L2 tunes to 3.5 Me. 
7 Mc.—20 turns no. 14 enam., 144" dia. by 3” 
long. 
14 Me.—10 turns no. 8 bare, 114” dia. by 3” long. 

L:—Two parallel lengths of no. 12 enam. close- 
wound to fill National type XR-10A coil form. 
25 turns of the two wires in parallel. 

L:—5-turn link of no. 16 rubber and cotton coyv- 
ered wire. 

Li—-3.5 Me.: 26 turns no. 12 enam.; Nat. XR-10A 
form wound full, 4 t. link 
7 Me.: 14 turns no. 12 enam.; Nat. XR-10A form, 
3 t. link 
14 Me.: 8 turns no. 8 bare; Nat. XR-10A form, 
2 t. link ; 

RFC—800-ma. r-f choke (National R-175) 


will be noticed with plate voltage and antenna 
coupling to the stage is that it is very diff- 
cult to excite. Where a relatively large amount 
of grid current might have been flowing be- 
fore plate voltage and antenna coupling were 
applied, the grid current now will probably 
be very small or non-existent. Now increase 
the power output of the driver to the point 
where a moderate amount of grid current is 
flowing to the g-g stage. Peak the cathode 
circuit for maximum grid current, and peak 
the plate tank circuit for both maximum grid 
current and minimum plate current. Now 
make adjustments in antenna coupling and 
excitation coupling until normal input, out- 
put, and grid and plate currents are obtained. 
It will be noticed that an increase in antenna 
coupling will make a moderate decrease in 


grid current as well as an increase in plate 
current. . 

After all the adjustments have been made, 
it will be found that quite good plate-circuit 
efficiency along with stable operation will be 
obtained in the amplifier. Unusually good 
stability and freedom from parasitics are char- 
acteristic of the grounded-grid r-f power am- 
plifier. However, it is possible to make a g-g 
amplifier stage oscillate on its own accord by 
detuning the cathode circuit considerably from 
resonance. When the amplifier is tuned for 
normal operation, however, it will be found 
to be quite stable and free from any tendency 
toward self oscillation. The comparative free- 
dom from tendencies toward self oscillation 
can be attributed to the relatively low power 
sensitivity of the g-g amplifier. A relatively 
large amount of excitation power is required 
to excite such an amplifier; hence it is difficult 
for the stage to excite itself. The g-g amplifier 
is at the opposite end of the power-sensitivity 
scale from the beam-tetrode r-f amplifier. 
Construction Although there are several me- 
chanical features that could be 
improved in the experimental amplifier il- 
lustrated, its construction does illustrate sev- 
eral design features which are desirable for a 
grounded-grid stage. First, note that the socket 
for the 304TL has been submounted by means 
of 314-inch brackets so that the internal shield 
of the tube is at chassis level. This depth, in 
addition to the depth of the cathode tank 
circuit, requires the use of a chassis with a 
4-inch depth. The one actually used is a 
standard aluminum chassis pan (ICA no. 
29026) with dimensions 13 by 17 by 4 
inches. Major cathode-circuit components are 
mounted under the chassis. For the sake of 
convenience, the accessory cathode-circuit tank 
coils for bands other than 3.5 Mc. are 
mounted on the top of the chassis. This top 
mounting of the accessory coils requires the 
use of a shield between the two coils mounted 
atop the chassis. If there is no mechanical ob- 
jection to inserting the various cathode-circuit 
coils from below the chassis, a considerably 
smaller amplifier may be constructed. 

Since the peak voltage across the cathode 
tank normally will be less than 1000 volts, 
the cathode tuning capacitor may have less 
spacing than the capacitor shown. A capacitor 
such as the National TMK-250 or the Johnson 
500E20 would be suitable. 
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Push-Pull 4-250A 
Kilowatt Amplifier 


The low driving-power requirements of 
the Eimac 4-250A tetrode make possible the 
construction of a kilowatt transmitter in a 
relatively small space. The high power sensi- 
tivity of the tubes in turn makes it necessary 
that special precautions be taken in regard 
to shielding and parasitic elimination. But 
when these precautions have been taken into 
account in the construction and adjustment 
of an amplifier, the resulting piece of equip- 
ment can truly be a thing of pleasure and sat- 
isfaction to operate. 

Figures 18, 19 and 20 illustrate a push- 
pull 4-250A amplifier which is the direct 
result of experience gained in the construc- 
tion and operation of a series of basical- 
ly similar push-pull 4-250A stages. All ten- 
dency toward parasitic oscillation in the stage 
has been eliminated. In fact, the amplifier 
was operated for a considerable period of time 
on both the 3.9-Mc. and 14-Mc. phone bands 
as a Class B linear amplifier for a single-side- 
band phone signal. The operating conditions 
were such that the standing plate cur- 
rent on the stage was approximately 100 
ma. in the absence of signal, with 3000 volts 
on the plates, 500 volts on the screens, and 
a grid bias of about —95 volts. A set of 
operating conditions such as this will certainly 
show up any tendency toward parasitic oscil- 
lation or instability in a stage. Yet complete- 
ly stable operation was obtained under all 
types of operating conditions. 

The stage normally operates on either c.w. 
or phone with 25 to 35 ma. of grid current. 
Grid bias of about —200 volts is satisfactory 
for c.w. ot FM but -—300 to —325 volts is 
best for plate-modulated phone. Screen volt- 
age is 450 at about 60 ma. of screen current 
and plate voltage is 3000 at 330 ma. Under 
these operating conditions the tubes show no 
visible color in a brightly lighted room. In 
a darkened room the dull cherry red color 
of the plates becomes visible. 

To obtain the operating conditions speci- 
fied above requires about 5 to 8 watts of 
driving power at the grids of the 4-250A’s. 
To allow for coupling and tank circuit losses 
the exciter for the stage should have a power 
output of about 15 watts. The 2E26 tube 
operating with about 400 volts on its plate 


Figure 18. 


FRONT OF THE PUSH-PULL 
4-250A AMPLIFIER. 


is ideally suited for use in the output stage 
of the exciter for this amplifier. 
Circuit Description The circuit is quite con- 
ventional except in re- 
gard to the provisions used to prevent para- 
sitic oscillation in the stage. A coaxial fitting 
on the rear brings the excitation through 
coaxial cable to the B&W BTCL bandswitch- 
ing turret. The turret is modified to the ex- 
tent of reducing the number of turns on the 
coil for the 28-Mc band to 6 turns. The 
center tap on this coil is left in its original 
position and turns are removed from each 
end. A 1000-ohm, 10-watt wirewound re- 
sistor, Rs, acts to furnish a portion of the 
grid bias, and also serves as r-f choke in the 
grid return. 

The plate tank circuit is conventional with 
a B&W CX-49A butterfly tank capacitor and 
B&W HDVL coils for all bands. A 25-uufd. 
vacuum capacitor is required across the 3.5- 
Mc. coil to hit resonance and maintain proper 
L to C ratio on this band. The vacuum padder 
capacitor plugs into a pair of standard brackets 
on the rear of the tank capacitor, and is 
needed only on the 3.5-Mc. band. It will be 
noted from the photograph that the brackets 
for mounting the jack base for the plate tank 
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Figure 19. 


THREE-QUARTER VIEW OF THE 
4-250A AMPLIFIER. 


The 3.5-Mc. coil and 25-uyufd. vacuum ca- 
pacitor are in place in this photograph. The 
vacuum capacitor is not used for operation of 
the amplifier on the higher frequency bands. 


coils are mounted on the front of the butterfly 
Capacitor instead of on the rear as is more 
‘usual. In order to obtain sufficient screw 
threads on the front of the capacitor it was 
necessary to remove the two top threaded rods 
which support the stator plates and to turn 
these rods end for end. Then the cap nuts 
are placed on the rear for the vacuum-capaci- 
tor brackets and the standard nuts are placed 
on the front on either side of the brackets 
for the HDVL coil-mounting base. 

The screens of the 4-250A tubes are fed 
through a current limiting resistor. With this 
resistor in the circuit it is possible to apply 
excitation to the tubes with screen voltage 
present but in the absence of plate voltage 
and still not damage the screens of the tubes. 


Parasitic 
Elimination 


Careful circuit layout, shielding, 
and wiring are necessary in an 
amplifier of this type in addi- 
tion to the anti-parasitic provisions to attain a 
completely stable amplifier. The reason for this 


is obvious when it is considered that this am- 
plifier is easily capable of delivering in the vi- 
cinity of one kilowatt of output with substan- 
tially no driving power. Of course the ampli- 
fier would operate with reduced efficiency with 
very low driving power and from 5 to 8 watts 
normally is used to obtain full efficiency. But 
the fact that the amplifier will operate with 
substantially no driving power emphasizes the 
fact that the isolation between the output 
circuit and the input circuit must be extremely 
good to insure that the amplifier will not sup- 
ply its own excitation. When it is possible for 
the amplifier to supply its own driving power 
the result, of course, is parasitic oscillation. 

The most important single anti-parasitic 
provision is complete shielding between input 
and output. In the unit shown this is accom- 
plished by placing all grid circuit components 
below chassis in a completely enclosed metal 
housing. The next consideration is that the 
impedance from the screen leads on the tube 
sockets to ground shall be very low. Four 0.01 
ufd. mica by-pass capacitors from the four 
screen leads to the common ground point are 
used. Copper strip 3¥g inch in width is used 
in all by-pass circuits. The two screen leads 
of the tube socket are also strapped with this 
copper strip and a 200-uufd. ceramic capacitor 
is connected from the closest screen terminal 
to the common ground point. Through this 
procedure the external screen inductance is 
minimized. 

Neutralizing capacitors, cross connected in 
the conventional manner, are used to cancel 
the small residual grid-to-plate capacitance in 
the tube. These items are constructed by 
mounting clamp-type panel bearings through 
the center of 2 inch square pieces of dielectric 
material. Short lengths of 14-inch shaft may 
then be pushed up and down to vary the 
capacitance from the ends of the shaft rod to 
the stators of the plate tuning capacitor. When 
the capacitance setting is correct there will be 
no reaction on grid current as the plate tank 
is tuned through resonance. 

Connected in series with the grid lead of 
each 4-250A is a standard Ohmite P-300 para- 
sitic choke. These chokes, plus the provisions 
described above, cured any tendency toward 
self-oscillation on the signal frequency. But 
there still was a tendency toward parasitic 
oscillation on about 100 Mc. This condition 
was cured by placing a small tuned circuit 
tuned in this range in series with the plate 
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Figure 20. 
UNDERCHASSIS OF THE 
4-250A AMPLIFIER. 


Note the use of heavy copper strap 
in the by-pass circuits. The Ohm- 
ite P-300 parasitic chokes in leads 
from the grid tuning capacitor to 
the grids of the tubes can be seen. 
Also note the feed-through type 
neutralizing capacitor rods_ on 
either side of the grid turret. The 
blower and filament transformer 
also are mounted below the chassis. 


lead of each 4-250A. These circuits each con- 
sist of 6 turns of number 14 bare wire, wound 
on a 3#-inch form and then removed from 
the form, and spaced to one inch. Across each 
coil is placed a 50-uufd. APC. The setting of 
the APC’s is not critical, any setting between 
about one-third and two-thirds capacitance 
being suitable for parasitic elimination. 

If non-inductive resistors in the vicinity of 
50 ohms having a dissipation rating of 20 
watts can be obtained, these resistors may be 
used in series with the plates of the tubes as 
parasitic suppressors in place of the small 
tuned circuits, PC:-C;. The resistors should be 
shunted by a 5-turn coil of no. 12 wire with 
a diameter of about 34 inch. Aperiodic RL 
parasitic suppressors are preferable to LC sup- 
pressors but suitable resistors are not readily 
available. 


Mechanical 
Construction 


The amplifier is constructed 
on a chassis and panel assem- 
bly which was especially de- 
signed for the job. The chassis deck has two 
levels; a lower level for the tubes, and a 
higher level upon which the tank circuit is 
mounted. The cooling blower, coil turret, and 
filament transformer are mounted below the 
upper chassis level. A strip of aluminum 
angle runs from one side of the chassis to the 
other to support the metal plate upon which 
the coil turret is mounted. The shaft for the 


coil turret extends through to the front panel 
just above the shaft for the grid tuning ca- 
pacitor. 

The chassis is completely enclosed by a bot- 
tom cover. The blower is mounted inside the 
chassis with intake on the rear and exhaust 


through the holes in the tube sockets and 


thence through the holes in the tube bases. 
Complete TVI-proofing of the amplifier 
can readily be accomplished through the fol- 
lowing expedients: (1) Increase the panel 
height so that it extends about two inches 
above the top of the coil. (2) Increase the 
height of the side brackets, adding a rear 
plate, so that the plate circuit of the amplifier 
can be completely enclosed. Use g-inch mesh 
brass hardware cloth as the top cover, fasten- 
ing the top cover with a piano hinge and wing 
nuts, or as was done in the case of the 813 
amplifier described earlier in this chapter. (3) 
Use hardware-cloth screen in place of the 
glass in the viewing window. (4) Install a 
two-section low-pass brute-force filter (similar 
to that used on the 813 amplifier) just inside 
the lower portion of the amplifier housing for 
filtering the leads which go to the terminal 
strip on the rear. The high voltage lead to the 
r-£ choke also should be filtered, using com- 
ponents suitable for the peak voltages to be 
encountered. The 500-uufd. 10,000-volt cera- 
mic capacitors used in flyback TV high-voltage 
supplies will serve as the by-pass capacitors in 
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SCHEMATIC OF THE 4-250A AMPLIFIER. 


Ci—100-uyfd. per section split stator (Johnson 
100HD15) 

C.—50-yuufd. per section, V2" gap, split stator (B&W 
CX-49A) 

C;—0.002-ufd. 6000-volt working mica capacitor 

C:—0.01-ufd. 1250-volt mica 

C;—0.004-ufd. 1250-volt mica 

C;,—200-yufd. ceramic by-pass 

C:—50-yuufd. APC 

L—1000-watt variable-link coils (B&W HDVL series) 


PC:—Oh mite P-300 parasitic chokes (these chokes 
include the shunt resistors) 

PC.—6 turns no. 14 bare, 3” dia. by 1” long 

R:—1000 ohms 10 watts 

R2—3000 ohms 100 watts (Ohmite 0613) 

RFC—800-ma. choke (National R-175) 

NC—See text 


Ti—5-volt 30-ampere filament transformer with pri- 
mary taps 


the filter for the high-voltage lead. (5) In- 
crease the number of bolts which fasten the 
bottom cover of the unit to the main chassis. 
Separation between adjacent bolts should be 
not greater than about 214 inches. (6) In- 
sure that the panel bearings for each of the 
shafts which pass through the panel are mak- 
ing a solid ground to the shaft. And (7), 


install a low-pass filter capable of carrying the 
full power level of the transmitter between the 
output link and the antenna system or the an- 
tenna tuner. This filter may be mounted ex- 
ternally to the amplifier chassis if coaxial cable 
is used between the amplifier chassis and the 
harmonic filter, or the filter may be included 
inside the main amplifier housing. 


CHAPTER TWENTY-THREE 


Speech and Amplitude 


Modulation Equipment 


Amplitude modulation of the output of a 
transmitter for radiotelephony may be accom- 
plished either at the plate circuit of the final 
amplifier, commonly called high-level AM or 
simply plate modulation of the final stage, or 
it may be accomplished at a lower level. Low- 
level modulation is accompanied by a plate- 
circuit efficiency in the final stage of 30 to 45 
per cent, while the efficiency obtainable with 
high-level AM is about twice as great, run- 
ning from 60 to 80 per cent. Intermediate 
values of efficiency may be obtained by a com- 
bination of low-level and high-level modula- 
tion; cathode modulation of the final stage is 
a common way of obtaining combined low- 
level and high-level modulation. 

High-level AM is characterized by a require- 
ment for an amount of audio power approxi- 
mately equal to one-half the d-c input to the 
plate circuit of the final stage. Low-level modu- 
lation, as for example grid-bias modulation of 
the final stage, requires only a few watts of 
audio power for a medium power transmitter 
and 10 to 15 watts for modulation of a stage 
with one kilowatt input. Cathode modulation 
of a stage normally is accomplished with an 
audio power capability of about 20 per cent 
of the d-c input to the final stage. A detailed 
discussion of the relative advantages of the 
different methods for accomplishing amplitude 
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modulation of the output of a transmitter is 
given in Chapter Eight. 

Two trends may be noted in the design of 
systems for obtaining high-level AM of the 
final stage of amateur transmitters. The first is 
toward the use of tetrodes in the output stage 
of the high-power audio amplifier which is 
used as the modulator for a transmitter. The 
second trend is toward the use of a “high-level 
splatter suppressor” in the high-voltage cir- 
cuit between the secondary of the modulation 
transformer and the plate circuit of the modu- 
lated stage. 


Tetrode 
Modulators 


In regard to the use of tetrodes, 
the advantages of these tubes 
have long been noted for use in 
modulators having from 10 to 100 watts out- 
put. The 6V6, 6L6, and 807 tubes have served 
well in providing audio power outputs in this 
range. Recently the higher power tetrodes such 
as the 4-65A, 813, 4-125A, and 4-250A have 
come into more general use as high-level audio 
amplifiers. The beam tetrodes offer the advan- 
tages of low driving power (even down to 
zero driving power for many applications) as 
compared to the moderate driving power re- 
quirements of the usual triode tubes having 
equivalent power-output capabilities. 

On the other hand, beam tetrode tubes re- 
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quire both a screen-voltage power supply and 
a grid-bias source. So it still is expedient in 
many cases to use zero-bias triodes or even 
low-mu triodes such as the 304TL in many 
modulators for the medium-power and high- 
power range. A list of suggested modulator 
combinations for a range of power output 
capabilities is given in conjunction with sev- 
eral of the modulators to be described. Another 
more general list of Class B modulator com- 
binations is given in Chapter Five. 


Increasing the It has long been known that 


Effective the effective modulation per- 
Modulation centage of a transmitter car- 
Percentage rying unaltered speech waves 


was necessarily limited to a 
rather low value by the frequent high-ampli- 
tude peaks which occur in a speech waveform. 
Many methods for increasing the effective 
modulation percentage in terms of the peak 
modulation percentage have been suggested in 
various publications and subsequently tried in 
the field by the amateur fraternity. Two of the 
first methods suggested were Automatic Modu- 
lation Control and Volume Compression. Both 
these methods were given extensive trials by 


operating amateurs; the systems do give a 


degree of improvement as evidenced by the 
fact that such arrangements still are used in 
many amateur stations. But these systems fall 
far short of the optimum because there is no 
essential modification of the speech waveform. 
Some method of actually modifying the speech 
waveform to improve the ratio of peak ampli- 
tude to average amplitude must be used before 
siginificant improvement is obtained. 

It has been proven that the most serious 
effect on the radiated signal accompanying 
overmodulation is the strong spurious-sideband 
radiation which accompanies negative-peak 
clipping. Modulation in excess of 100 per cent 
in the positive direction is accompanied by 
no undesirable effects as far as the radiated 
signal is concerned, at least so long as the 
linear modulation capability of the final ampli- 
fler is not exceeded. So the problem becomes 
mainly one of constructing a modulator-final 
amplifier combination such that negative-peak 
clipping (modulation in excess of 100 per cent 
in a negative direction) cannot normally take 
place regardless of any reasonable speech in- 
put level. 

The speech waveform of the normal male 
voice is characterized, as was stated before, by 


high-amplitude peaks of short duration. But it 
is also a significant characteristic of this wave 
that these high-amplitude peaks all are poled 
in one direction with respect to the average 
amplitude of the wave. This is the “lopsided” 
or assymetrical speech which has been dis- 
cussed and illustrated in Chapter Eight. 

The simplest method of attaining a high 
average level of modulation without negative 
peak clipping may be had merely by insuring 
that these high-amplitude peaks always are 
poled in a positive direction at the secondary 
of the modulation transformer. This adyjust- 
ment may be achieved in the following man- 
ner: Couple a cathode-ray oscilloscope to the 
output of the transmitter in such a manner 
that the carrier and its modulation envelope 
may be viewed on the scope. Speak into the 
microphone and note whether the sharp peaks 
of modulation are poled upward or whether 
these peaks tend to cut the baseline with the 
“bright spot” in the center of the trace which 
denotes negative-peak clipping. If it is not 
obvious whether or not the existing polarity is 
correct, reverse the polarity of the modulating 
signal and again look at the envelope. Since 
a push-pull modulator almost invariably is 
used, the easiest way of reversing signal polar- 
ity is to reverse either the leads which go to 
the grids or the leads to the plates of the 
modulator tubes. 

When the correct adjustment of signal po- 
larity is obtained through the above procedure, 
it is necessarily correct only for the specific 
microphone which was used while making the 
tests. The substitution of another microphone 
may make it necessary that the polarity be 
reversed, since the new microphone may be 
connected internally in the opposite polarity 
to that of the original one. 


Low-Level 
Speech Clipping 


The low-level speech clip- 
per is, in the ideal case, a 
very neat method for ob- 
taining an improved ratio of average-to-peak 
amplitude. Such systems, used in conjuuction 
with a voice-frequency filter, can give a very 
worthwhile improvement in the effective modu- 
lation percentage. But in the normal amateur 
transmitter their operation is less than ideal. 
The excessive phase shift between the low-level 
clipper and the plate circuit of the final ampli- 
fier in the normal transmitter results in a se- 
vere alteration in the square-wave output of 
the clipper-filter which results from a high de- 
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gree of clipping. The square-wave -output of 
the clipper ends up essentially as a double 
saw-tooth wave by the time this wave reaches 
the plate of the modulated amplifier. The net 
result of the rather complex action of the 
clipper, filter, and the phase shift in the suc- 
ceeding stages is that the low-level speech clip- 
per system does provide an improvement in 
the effective modulation percentage, but it does 
not insure against overmodulation. An exten- 
sive discussion of these factors, along with 
representative waveforms, is given in Chapter 
Eight. Circuits for some recommended clipper- 
filter systems will also be found in Chapter 
Eight. 


High-Level The only 
Splatter Suppressor 


practicable 
method disclosed to date 
for the substantial elimi- 
nation of negative-peak clipping in a high- 
level AM transmitter is the so-called “high- 
level splatter suppressor.” As figure 1 shows 
it is only necessary to add a high-vacuum recti- 
fier tube, a tube socket, a filament transformer 
and a simple low-pass filter to an existing 
modulator-final amplifier combination to pro- 
vide high-level splatter suppression. 

The tube, V:, serves to act as a switch to cut 
off the circuit from the high-voltage power 
supply to the plate circuit of the final amplifier 
as soon as the peak a-c voltage across the sec- 
ondary of the modulation transformer has 
become equal and opposite to the d-c voltage 
being applied to the plate of the final ampli- 
fier stage. A single-section low-pass filter 
serves to filter out the high-frequency compo- 
nents resulting from the “switch opening” or 
clipping action. 

Tube V: may be a receiver rectifier with a 
5-volt filament for any but the highest power 
transmitters. The 5Y3-GT is good for 125 ma. 
plate current to the final stage, the 5R4-GY 
and the 5U4-G are satisfactory for up to 250 
ma. For high-power high-voltage transmitters 
the best tube is the high-vacuum transmitting 
tube type 836. This tube is equivalent in 
shape, filament requirements, and average-cur- 
rent capabilities to the 866A. However, it is 
a vacuum rectifier and utilizes a large-size 
heater-type dual cathode requiring a warm-up 
time of at least 40 seconds before current 
should be passed. The tube is rated at an 
average current of 250 ma. For greater current 
drain by the final amplifier, two or more 836 
tubes may be placed in parallel. 
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Figure 1. 
HIGH-LEVEL SPLATTER SUPPRESSOR. 


The high-vacuum diode acts as a series limiter 
to suppress negative-peak clipping in the 
modulated r-f amplifier as a result of large 
amplitude negative-peak modulating signals. 
In addition, the low-pass filter following the 
diode suppresses the transients which result 
from the peak-clipping action of the diode. 
Further, the filter attenuates all harmonics 
generated within the modulator system whose 
frequency lies above the cutoff frequency of 
the filter. The use of an appropriate value 
of capacitor, determined experimentally as 
discussed in Chapter Eight, across the primary 
of the modulation transformer (C;) introduces 
further attenuation to high-frequency modu- 
lator harmonics. Chokes suitable for use at 
L, are manufactured by Thordarson. The cor- 
rect values of capacitance for C:, C2, C3, and 
C, are specified on the installation sheet for 
the splatter suppressor chokes for a wide 
variety of operating conditions. 


The filament transformer for the cathode of 
the splatter-suppressor tube must be insulated 
for somewhat more than twice the operating 
d-c voltage on the plate modulated stage, to 
allow for a factor of safety on modulation 
peaks. A filament transformer of the type 
normally used with high-voltage rectifier tubes 
will be suitable for such an application. 


Design of Speech Amplifiers 
and Modulators 


A number of representative designs for 
speech amplifiers and modulators is given in 
this chapter. Still other designs are included 
in the descriptions of other items of equipment 
in other chapters. However, those persons who 
wish to design a speech amplifier or modulator 
to meet their particular needs are referred to 
Chapter Five, Vacuuwm-Tube Amplifiers, for a 
detailed discussion of the factors involved in 
the design of such amplifiers, and for tabular 
material on recommended operating conditions 
for voltage and power amplifiers. 
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Figure 2. 


TOP OF THE 12-WATT 6V6-GT 
MODULATOR. 


12-Watt Modulator 
With 6V6 Tubes 


The modulator shown in figures 2 and 3 is 
capable of delivering about 12 watts at the 
secondary of the modulation transformer. This 
level of power output is convenient for use 
in modulating a class C amplifier with a d-c 
plate input of 15 to 25 watts. The unit also 
may be used as a grid modulator for a high- 
power transmitter, or as a cathode modulator 
for a transmitter with up to about 100 watts 
input to the modulated stage. Type 6V6 tubes 
operating class AB: are used in the output 
stage with resistance-capacitance coupling to 
them from the phase inverter. Ample gain 1s 
provided to deliver full output from the modu- 


Figure 3. 


UNDERCHASSIS OF THE 
6V6-GT MODULATOR. 
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lator when it is driven from a conventional 
crystal microphone. 
Circuit Description The 6SJ7 first stage is 
excited directly from the 
output of the crystal microphone. The output 
of this tube is fed through the gain-control 
potentiometer into the input grid of the phase 
inverter stage. A pair of 6SJ7 tubes operating 
as a “common-return” type of phase inverter 
in turn feeds the grids of the 6V6-GT output 
stage. Note that no by-pass capacitor is used 
in conjunction with the common cathode fre- 
sistor and the common screen resistor of the 
two 6SJ7 tubes in the phase inverter. Since 
the signal is fed only to the grid of the first 
tube of the phase inverter, and the grid of the 
second tube is grounded, the signal voltage 
which produces the output from the second 
tube of the phase inverter is that which is 
developed across the common cathode and 
screen resistors. Since this procedure always 
would result in slightly less voltage output 
from the second tube as compared to the tube 
which is fed directly by the signal, degenera- 
tive feedback from the plates of the 6V6-GT 
tubes is coupled back to the plates of the two 
6SJ7 tubes in the phase inverter. The feed- 
back resistor for the second tube of the phase 
inverter is greater in value than that connected 
to the plate of the first tube by an amount 
sufficient to permit both tubes to deliver the 
same signal voltage to the grids of the 
6V6-GT’s. 

In addition to equalizing the cutput voltages 
from each. side of the phase inverter, the feed- 
back serves to improve the linearity of fre- 
quency response of the amplifier within the 
audio range, and affords a considerable reduc- 
tion in the harmonic distortion generated with- 
in the output stage. Also, since the effective 
internal impedance of the 6V6-GT output 
stage is reduced materially by the degenerative 
feedback, the output voltage regulation with 
varying load is improved. This feature is of 
considerable value in the event that the 
6V6-GT tubes are to be used as drivers for a 
high-power class B audio stage, with the 
modulation transformer replaced by a driver 
transformer in the plate circuit of the 
6V6-GT’s. 

The plate-to-plate load impedance for the 
6V6-GT tubes should be 12,500 ohms for the 
Operating conditions of this amplifier. The 
other operating conditions of the 6V6-GT 
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Figure 4. 
SCHEMATIC OF THE 12-WATT 6V6-GT MODULATOR. 


Ci—25-ufd. 25-volt electrolytic 
C:,—0.1-yfd. 400-volt tubular 
C;—12-ufd. 450-volt elect. 
C:—0.001-ufd. ceramic or mica 

Cs, Co—0.05-ufd. 400-volt tubular 
C;—25-ufd. 25-volt elect. 

Cs, Co—10-yfd. 450-volt elect. 
Cio—30-nfd. 450-volt elect. 

CH—15-hy. 75-ma. filter choke (Merit C-2990) 
PL—4-contact Jones S-304-AB receptacle 
Ri— 47,000 ohms, 12 watt 

R2—1.0 megohm, 12 watt 

R;s—1800 ohms, 12 watt 

Ri—2.2 megohms, 12 watt 

Rs—470,000 ohms, 2 watt 

Ro—47,000 ohms, 12 watt 


R;—500,000-ohm potentiometer 

Rs—680 ohms, 1 watt 

Ro—1.0 megohm, 12 watt 

Rio, Ris, Riz, Ris—470,000 ohms 12 watt 

Ris—270 ohms, 2 watts 

Ris—1.0 megohm, 12 watt 

Ric—1.5 megohms, 12 watt 

Riz—22,500 ohms 10 watts 

Ris—3000 ohms 10 watts 

Si—2-pole 3-position wafer switch (Centralab no. 
1473) 

S.—S.p.s.t. toggle switch 

Ti—700 v. c.t. 70 ma., 5 vy. 3 a., 6.3 v. 3 a. (Merit 
P-3151) 

T2—Small 10-watt modulation transformer (Merit 
A-3008) 


tubes are: plate voltage, 325; screen voltage, 
300; and grid bias about —21. Semi-fixed 
bias on the output tubes is obtained by passing 
the bleeder current through the cathode re- 
sistor for the stage, with appropriate reduction 
in the resistance value at this point. 


Construction The complete modulator is 

mounted, along with its power 
supply, on a 7 by 12 by 3 inch aluminum 
chassis (ICA type 29008). Terminals (Jones 
4-141) are mounted on the rear of the chassis 


for connection to the a-c line cord and to the 
amplifier which will be modulated by the unit. 
Also included on the rear of the chassis is a 
4-wire connector (Jones S-304-AB and 
P-304-FHT) for bringing out the 6.3 volts 
and high-voltage d.c. for operation of an ex- 
ternal unit such as a converter or standby re- 
ceiver. An additional switch on the front of 
the chassis can be connected to cut out the 
modulator (by removing screen voltage from 
the 6V6-GT’s) when plate voltage is applied 
to the external unit. 
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50-Watt Modulator 
With 6L6 Tubes 


It is difficult to surpass the capabilities of 
the reliable 6L6 tube when an audio power 
output of 25 to 50 watts is required of a 
modulator. A pair of 6L6 tubes operating in 
such a modulator will deliver good plate cir- 
cuit efficiency, require only a very small amount 
of driving power, and they impose no serious 
grid-bias problems. 


Included on the chassis 
of the modulator shown 
in figures 5 and 6 are the speech amplifier, the 
driver and modulation transformers for the 
output tubes, and a plate current milliammeter. 
The power supply has not been included. The 


Circuit Description 


Figure 5. 


TOP VIEW OF THE 
6L6 MODULATOR 


6SJ7 pentode first stage is coupled through 
the volume control to the grid of a 6J5 phase 
inverter. The output of the phase inverter is 
capacitively coupled to the grids of a 6SN7-GT 
which acts as a push-pull driver for the output 
tubes. Transformer coupling is used between 
the driver stage and the grids of the output 
tubes so that the output stage may be operated 
either as a class AB: or class AB: amplifier. 
The Output Stage Either 6L6, 6L6-G or 
1614 tubes may be used 
in the output stage of the modulator. As a 
matter of fact, either 6V6-GT or 6F6-G tubes 
could be used in the output stage if somewhat 
less power output is required. The 1614 tube 
is the transmitting-tube counterpart of the 6L6 
and carries the same ratings and recommended 
Operating conditions as the 6L6 within the 


Figure 6. 


UNDERCHASSIS OF THE 
6L6 MODULATOR. 


A 4-connector plug is used 
for filaments and plate volt- 
age to the speech amplifier, 
while a 6-wire terminal 
strip is used for the _ high- 
voltage connections and the 
transmitter-control switch. 
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Figure 7. 
SCHEMATIC OF THE 6L6 MODULATOR. 
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M—0O-250 d-e milliammeter (Simpson model 127) 
Ti—Driver transformer to 6L6 grids (UTC S-10) 
T2—60-watt modulation transformer (UTC S$-20) 


ratings of the 6L6. But the 1614 does have 
somewhat greater maximum ratings when the 
tube is to be used for ICAS (Intermittent Com- 
mercial and Amateur Service) operation. The 
6L6 and 1614 retail to the amateur for essen- 
tially the same price, although the 1614 is 
available only from transmitting tube distri- 
butors. The 6L6-G tube retails for a some- 


what lower price; hence it is expedient to 
purchase 6L6-G tubes if 360 to 400 volts is 
the maximum to be used on the output stage, 


or to purchase 1614 tubes if up to 550 volts 
will be applied. 

Tabulated below are a group of recom- 
mended operating conditions for different tube 
types in the output stage of the modulator. 
In certain sets of operating conditions the 
tubes will be operated class AB:, that is with 
increased plate current with signal but with no 
grid current. Other operating conditions spe- 
cify class AB», operation, in which the plate 
current increases with signal and grid current 


Tubes Class Plate Screen Grid Plate-to- Zero-Sig. Max.-Sig. Power 
Voltage Voltage Bias Plate Load Plate Cur. Plate Cur. Output 

6V6-GT AB: 285 285 -19 8000 70 92 14 
6F6-G AB: 375 250 -26 10000 34 82 20 
6L6-G AB, 360 270 -22.5 6600 88 132 26.5 
6L6-G AB: 400 275 -22.5 3800 90 210 50 
1614 AB; 530 340 -36 7200 60 160 50 
1614 or AB; 500 300 -30 4250 60 240 75 

807 
807 AB; 750 300 -32 6950 60 240 120 
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100 WATTS 
OUTPUT 


Figure 8. 


SIMPLIFIED BLOCK DIAGRAM OF THE 
807 BEAM TETRODE MODULATOR. 


flows on peaks. Either type of operation is 
quite satisfactory for communication work. All 
Operating conditions for 50 watts output and 
less are suitable for use with the output trans- 
former specified. The operating conditions for 
power outputs greater than 50 watts are shown 
to illustrate the fact that the driver stages are 
capable of exciting the specified tubes to the 
greater power outputs; however, an output 
transformer with a power-handling rating 


greater than the unit specified (see caption to 
figure 7) will be required. 


100-Watt Modulator 
With 807 Tubes 


Type 807 tubes are convenient for use in 
modulators with 75 to 120 watts of audio 
power output. The tubes are inexpensive, easy 
to drive, and the regulation required of the 
plate, screen, and bias voltage supplies is not 
critical. Figure 8 shows a block diagram of 
an 807 modulator designed to deliver 100 
watts output at the secondary of the modula- 
tion transformer. This modulator is a com- 
ponent of the 200- WATT ALL-BAND 
TRANSMITTER described in detail in the 
Transmitter Construction chapter. Photographs 
and the detailed schematic diagram of the 
modulator are given in the description of the 
complete equipment in that chapter. In the 
case of the transmitter described in Chapter 


6B4-G’s 
6SJ7 .006 6N7-GT 01 oe 

470K 

MIC. “LN oO 
47K 
(0) ww 18K 1 = 
= = 
470K VY O 
01 


6B4G’S 807’S,ETC. 5Y3-GT 


V 30 UF 
8 UF 25K 
ie 10 W 
J ee G 


a 


: abe aad 


115 V.A.C. GND. +750 


25 UF., 150 Vv. 


TO MODULATED 
STAGE 


Figure 9. 
SCHEMATIC OF AN 807-TRIODE CLASS B MODULATOR 


T.—125-watt modulation transformer (UTC CVM-3) 

T:—750 vy. c.t., 100 ma.; 5 v. 3 a., 6.3 v. 2 a.; 6.3 
vy. 4 a. (UTC R-12) 

CH—14-hy. 100-ma. filter choke (UTC R-19) 


T:\—-Step-up driver transformer; 1 to 1 total pri. to 
Y2 sec. approx. (UTC type S-9, reverse connected, 
may be used.) 
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Twenty-four, the 807 modulator feeds audio to 
the plate circuit of a single-ended 4-65A final 
amplifier. 


120-Watt Modulator 
With Triode-Connected 807s 


Through use of the principles disclosed by 
Seybold in his patent no. 2,494,317 it is pos- 
sible to operate beam-tetrode tubes such as 
the 6AQ5, 7C5, 6V6, 6LG6, and 807 in such 
a manner that neither a grid-bias supply nor 
a screen-voltage supply is required. Yet the 
tubes operate with moderate driving power 
and with excellent plate circuit efficiency. The 
tubes essentially are operated as high-mu zero- 
bias triodes, with the excitation voltage ap- 
plied to the screen grids, and through resistors 
to the control grids. The principle has been 
used in the case of the 7C5 25-watt modula- 
tor of the De-Luxe Mobile Transmitter de- 
scribed in Chapter Nineteen. 

The system also is well suited to use with 
type 807 tubes in a modulator with a power 
output capability of about 120 watts. The 
schematic of the modulator is given in figure 
9. Note that the peak audio signal voltage per 
grid is about 280 volts. This means that a 
step-up transformer must be used between the 
plates of the 6B4-G drivers and the screens 
of the 807’s, even though the 807 tubes oper- 
ate in true Class B. The effective driving im- 
pedance of the 807’s is about 30,000 ohms, 
screen-to-screen. Hence, for optimum opera- 
tion of the 2A3 or 6B4-G driver tubes, the 
driver transformer should have a step-up ratio, 
total primary to total secondary, of approxi- 
mately 2 to 1. Driving power required at the 
input of the 807’s is about 5.5 watts. 

An alternative arrangement for feeding the 
screens of the 807’s is to use a pair of cathode 
followers. However, each of the cathode-fol- 
lower tubes must be excited with a peak volt- 
age of approximately 300, the heaters of the 
two cathode followers must be fed from separ- 
ate heater windings to keep from exceeding 
the heater-cathode ratings of the tubes, and 
each cathode follower must be capable of de- 
livering about 40 ma. of peak screen current 
to the 807 it feeds. Hence, the arrangement 
illustrated in figure 9, with a pair of power 
triodes and a step-up driver transformer 
(which may be a 10-watt multi-match modula- 
tion-type transformer connected in the manner 


to give the correct voltage step up), is likely 
to prove simpler and more satisfactory. 

The 807's operate at a plate-circuit efficiency 
slightly greater than 70 per cent with full 
signal. No-signal plate current will be in the 
vicinity of 10 ma., and full-signal plate cur- 
rent with sine-wave output of 120 watts will 
be about 230 ma. Maximum-signal plate cur- 
rent with a voice signal will depend upon the 
amount of clipping which precedes the driver 
stage. 


General Purpose Class B 
Modulator 


High-level Class B modulators with power 
outputs in the 125 to 400 watt range usually 
make use of zero-bias triodes such as the 809, 
811, 805 or 5514, with operating plate 
voltages between 750 and 1500 volts. Figures 
10, 11, and 12 illustrate. a modulator unit 
designed for operation in this power range. 
Figure 13 gives a group of suggested operating 
conditions for the tubes specified above. The 
driver unit and driver power supply are 
adequate for any of the operating conditions 
specified, including the use of the 807 tubes 
as high-mu Class B triodes. 


Figure 10. 


REAR VIEW OF THE 
GENERAL-PURPOSE MODULATOR. 
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Circuit Description The modulator unit is 
complete as diagrammed 
in figure 12 except for the high-voltage power 
supply which feeds the modulator tubes. A 
speech amplifier-driver, suitable for operation 
from a crystal microphone, is included on the 
chassis along with its power supply. The 
6SJ7 pre-amplifier stage feeds a GN7-GT phase 
inverter which in turns supplies signal to the 
grids of the push-pull 6B4-G drivers. The 
driver stage is coupled to the grids of the 
modulator tubes through a conventional multi- 
purpose driver transformer. 
The modulator chassis includes a filament 
supply for the modulator tubes, and a plate 
supply for the speech amplifier and driver. No 


Figure 11. grid bias supply for the modulators is included 

UNDERCHASSIS OF THE GENERAL-PURPOSE since all the modulator tubes specified operate 
MODULATOR either with zero bias, or with a value of bias 

The simplicity of the speech amplifier and low enough so that it may conveniently be 


driver portion of the modulator can be seen 


Raithic tobe cook supplied by one or two small C batteries of 


811A 7/811, ETC. 


8.UF, 450 V. 
47K 


(era a ee ko 
| BIAS BAT. 
vane USED! 
\ 
8,7 e Ae se ea 
OF Na 


780, 10W (M) 
0- 250 MA, 
[ 

25 UF., 150 V. Pe wv aS arama pres gS EO np SEE TEE RRO as ee) +B UNMOD. 
T2 T3 +B MODULATED 
© +B MODULATOR 

TT SEN Ae: 
Figure 12. 
SCHEMATIC OF THE GENERAL-PURPOSE CLASS B MODULATOR. 
Ti—125 to 400 watt modulation transformer, depend- T:—Suitable for tubes used. (UTC S-70 used with 
ing upon tubes used windings in parallel for type 811 or 811A tubes) 
T:—750 vy. c.t., 100 ma.; 5 v. 3 a.; 6.3 v. 2 a; 6.3 T:—Push-puil drivers to Class B grids (UTC S-9) 


v. 4a. (UTC R-19) CH—14-hy. 100-ma. filter choke (UTC R-19) 


HANDBOOK 


General Purpose Modulator 


531 


Figure 13. 
SUGGESTED OPERATING CONDITIONS 
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the 414-volt type, or from a tapped 2214-volt 
battery. | 

Construction The complete modulator unit 
is built upon a 13 by 3 inch 
steel chassis. The steel panel used on the front 
of the modulator is a standard 19 by 834 inch 
unit. Since the modulator unit shown was con- 
structed for use as the bottom unit in a rack, 
it was not necessary to attach support brackets 
beween the chassis and the panel. However, 
if the whole weight of the unit is to be sup- 
ported from the panel, as would be the case 
when the unit is not mounted in the bottom 
of a rack, angle brackets should be used on 
each side of the chassis. 

The plate milliammeter for the modulator 
tubes is connected in series with the high 
voltage lead in the photograph of the unit 
shown. An alternative connection, which in 
many cases will prove more desirable from the 
safety standpoint, is to place the plate milliam- 
meter in the lead from the center tap of the 
filament transformer to ground. In this event 
the return from the driver transformer should 


be connected to the filament center tap, as 
shown in figure 12. This change in the grid 
return will prevent grid current from showing 
on the plate milliameter. Only the actual 
plate current to the modulators will be indi- 
cated by the milliammeter. 


500-Watt 813 Modulator 


Illustrated in figures 14, 15, and 16 is a 
modulator unit capable of high-level ampli- 
tude modulating one kilowatt input to the 
final amplifier stage of a transmitter. It is 
self-contained except for the plate supply for 
the 813 and the modulation transformer. The 
modulator is capable of delivering 500 watts 
of audio at the secondary of the modulation 
transformer with 2000 volts on the plates 
of the 813’s, and will deliver up to 650 watts 
output with 2500 volts on the modulator 
tubes. The screen supply, bias pack, and the 
speech amplifier with its power supply all are 
included within the chassis. Since the modu- 
lation transformer for this high a power level 
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Figure 14. 


REAR VIEW OF THE 500-WATT 
813 MODULATOR. 


The output transformer for the 813’s (which 
weighs 60 pounds) is mounted externally to 
the modulator unit so does not appear in this 
photograph. The coaxial fitting to the right 
rear of the chassis in this photograph is for 
external audio input. Switch S;, which selects 
either the microphone input or the external 
audio input, is mounted just to the right of 
the coaxial fitting. 


is a very large and heavy item, no provision 
for mounting the transformer has been made 
in this unit. In most cases it will be suitable 
either to mount the modulation transformer 
on a separate panel by itself, or to mount it 


at the bottom of the transmitter along with 
the heavy power-supply components. 


Circuit Description The modulator uses a con- 


ventional speech amplifier 
with a 6SJ7 first stage followed by a 6J5, 
with a 6B4-G triode as driver for the 813’s. 
Provision is made for the selection either of 
an external audio signal or the signal from a 
microphone plugged into the front panel. A 
coaxial connector is fitted to permit the use 
of coaxial cable from the external audio source 
into the speech amplifier. The 6SJ7 first speech 
stage is cut out of the circuit when the external 
audio input is in use. A minimum signal of 
about 4 volts peak is required at the “external 
audio” terminals to obtain full output from the 
modulator. Ample gain is available through 
the 6SJ7 stage for operation of the modulator 
from the output of a standard crystal micro- 
phone. 


The driving power required at the grids 
of the 813’s is somewhat less than one watt. 
Hence, the 6B4-G is capable of delivering this 
amount of driving power with a very low 
amount of loading. A conventional “push-pull 
plates to class B grids” driver transformer is 
used between the 6B4-G and the 813 grids. 
The whole primary winding is used for the 
plate circuit of the 6B4-G tube. Cathode 
bias is used on all the tubes in the speech 
amplifier/driver, while fixed bias is used on 
the 813’s. The 813 grid bias is obtained from 
a low-resistance slider-type bleeder across the 
bias pack. Two miniature 75-ma. selenium 
rectifiers of the type designed for use in 


Figure 15. 


UNDERCHASSIS VIEW 
OF THE 500-WATT 
813 MODULATOR. 


The two selenium bias rectifiers can 
be seen in the lower left hand 
corner of this photograph. The two 
high-voltage filter capacitors are 
sub-chassis mounted from the rear 
wall. Note the shield around the 
low-level audio stages in the upper 
right corner of the photo. A chassis 
bottom cover completes the shield- 
ing of the unit. 
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Figure 16. 
SCHEMATIC OF THE 500-WATT 813 MODULATOR. 


CH:—15-hy. 60-ma. choke (UTC S-27) 
CH2—30-hy. 75-ma. choke (UTC S-27) 
CH;—10-hy. 200-ma. choke (UTC PA-40 or CG-40) 
CH:—20-hy. 100-ma. choke (UTC S-28) 
Ti—Push-pull drivers to class B grids (UTC S-9) 
T2—10 y. 10 a. (UTC PA-124 or CG-124) 


T;—500 v. ea. side 250 ma., 80 vy. ea. side 100 ma., 
SRV52 Se OlAr OV 2, Gib 6.5L Vs 400,,86.58 Vous. a. 
(UTC PA-428 or CG-428) 

500-Watt modulation transformer—UTC CVM-5 

J—Microphone jack on front panel 

S$i—D..p.d.t. toggle switch 


a.c.-d.c. receivers are used to rectify the 160- 
volt center-tapped bias winding on the power 
transformer. 

Two rectifier and filter systems are operated 


from the single high-voltage secondary of the . 


power transformer. The low-voltage supply, 
which delivers 380 volts for the speech ampli- 
fier and driver uses a 5Y3-GT rectifier with 
CHs acting as the input choke for the filter 
system. The high-voltage supply, which delivers 
650 volts to the screens of the 813’s, uses a 
5R4-GY with a 4-ufd. 1000-volt input capaci- 
tor. Both CH: and CH: contribute to the 
filtering action in the 650-volt power supply. 
Construction The modulator unit is con- 
structed on a 13 by 17 by 3 
inch chassis with a 19 by 121% inch steel 


panel. The panel is of the type having a 
grille in its upper portion as can be seen 
from the photograph. The two heavy trans- 
formers are mounted toward the front of the 
chassis so that their weight will exert the 
least torque upon the panel. In addition, a 
small bracket is bolted to the top of the 
larger transformer and to the panel to assist 
in supporting the weight of the chassis. 


Operating Conditions 
For the 813’s 


The: 813’s are capable 
of a power output of at 
least 500 watts at a 
plate voltage of 2000, 2250, or 2500 volts. 
The choice of the actual operating plate voltage 
will depend upon considerations other than the 
power output required from the 813 tubes. 
With 2000 volts on the 813’s the plate-to- 
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plate load impedance should be about 12,000 
ohms. With 2250 volts the load for the tubes 
should be about 17,000 ohms and with 2500 
volts a load of 19,000 ohms will give 500 
watts output. 

Since the plate current of the 813’s 1s 
substantially independent of the instantaneous 
plate voltage, the a-c voltage across the pri- 
mary of the modulation transformer is directly 
affected by the inductance of the primary 
at low frequencies. Consequently, serious dis- 
tortion and reduced power output at the lower 
voice frequencies will be obtained when using 
an output transformer which has inadequate 
primary inductance. This statement is, of course, 
generally true in the case of any audio system 
which uses pentode or beam tetrode tubes in 
the power output stage. Hence, always use the 
highest quality output transformer available 
for the application. The use of an output 
transformer with limited primary inductance 
will have a more deleterious effect upon the 
operation of the modulator with tetrodes or 
pentodes in the output than it will upon a 
a triode class B modulator. Triode tubes, in 
spite of their disadvantages as class B modu- 
lators, are more tolerant of low primary induc- 
tance in the output transformer into which they 
operate. 


500-Watt 304TL Modulator 


Ordinarily, few amateurs would be inclined 
to design the high-level stages of their trans- 


mitters around type 304TL tubes. Although 
the 304TL unquestionably is an excellent tube, 
with its extremely high transconductance and 
power sensitivity, its price and capabilities are 
in excess of those required even for a kilo- 
watt amateur transmitter. But with enormous 
supplies of these tubes available at a relatively 
low price on the surplus market it becomes 
economic to consider their use in high-power 
amateur transmitters. In fact, with the use 
of these 304TL’s the cost of heating power 
for filaments becomes a much more signifi- 
cant figure than the cost of the tubes. 

The 304TL is ideally suited for use as a 
modulator for a high-power amateur trans- 
mitter. In fact, due to the relatively low 
amplification factor of the tube (about 12) 
the 304TL may even be used as a class A 
triode Heising modulator. Such an arrange- 
ment is practicable for modulating a medium- 
power transmitter when a 1500 to 2000 volt 
plate supply is available. 

But the 304TL really comes into its own 
as a high-power class AB or class B modulator. 
Since a pair of the tubes are rated at 1400 
watts output at only 2000 volts on the plates 
(plate current: 1 ampere) the problem _be- 
comes one of choosing a set of operating con- 
ditions which will allow the production of 
about 550 watts of audio (to allow for 10 
per cent loss in the modulation transformer ) 
at good plate circuit efficiency. 

We may arrive at three general sets of 
operating conditions which will deliver the 
550 watt power output at full signal on the 


Figure 17. 


REAR VIEW OF THE 
304TL MODULATOR. 
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tubes. These sets of operating conditions will 
be called Conditions 1, 2, and 3. 

Condition 1: Full class B operation, opti- 
mum plate load. 

Under condition 1, the full 550 watts of 
audio may be obtained at a plate potential 
as low as 1250 volts without requiring ex- 
cessive grid drive. Recommended operating 
conditions for 550 watts output are: 


Plate Grid Plate-to- Max. Plate Peak A-F 


Voltage Bias Plate Load Current Grid-to-Grid 
Volts Volts Ohms Ma. Volts 
1250 -100 4,400 650 360 
1500 -105 6,600 525 360 
2000 -160 12,500 375 440 
2500 -220 18,500 300 530 
3000 -260 27,000 260 580 


Full class B operation provides the highest 
plate circuit efficiency, but requires high driv- 
ing power. Both halves of each 304TL must 
be lighted at all times for the conditions above. 

Condition 2: Full class B operation, one- 
half of each 304TL used. 

Under condition 2, only one-half of each 
304TL is used at a time. The filaments of 
the other half of each tube are not lighted. 
This procedure reduces the filament drain of 
the stage from 260 to 130 watts, as a result 
of running only one pair of filaments in each 
tube. When operated in this manner, the 
tubes are equivalent to 152TL tubes, except 
that interelectrode capacitances are the same as 
the 304TL. When operated in this manner 
it is suggested that changeover from one set 
of filaments to the other be made at periodic 
intervals of a month or so. Recommended 
operating conditions for 550 watts output are: 


eS 


Plate Grid Plate-to- Max. Plate Peak A-F 
Voltage Bias Plate Load Current Grid-to-Grid 
Volts Volts Ohms Ma. Volts 
1500 -105 5500 570 500 
2000 -160 12,400 380 540 
2500 -220 18,000 310 600 
3000 +260 26,000 270 660 


From the two tabulations above it can be 
seen that the only significant change when 
using one-half of each 304TL as compared to 
using the entire element structure is that 
the grid drive is increased for the half-tube 
system. This means that both the driving- 


voltage and the driving-power requirements 
are greater for half-tube operation. 

Condition 3: Class AB: (no grid current) 
operation, complete tube used. 

With class AB: operation no driving power 
is required of the stage which excites the 
grids of the 304TL tubes. This means that 
a relatively small tube, or pair of tubes, may 
be used to excite the grids of the modulators. 
The push-pull 6B4-G driver shown in the 
modulator to be described may be used of 
course, but the full power-output capabilities 
of the driver will not be required. 

It can quickly be seen by inspection of 
the table on page 537, that class AB: opera- 
tion of the tubes is much less efficient in the 
ratio of power input required for a given 
power output. But for special applications 
where low driving power is a requirement, 
these operating conditions may prove useful: 


Description of the 
Modulator 
lilustrated 


Figures 17 and 18 illus- 
trate a 304TL modulator 
unit which may be used 
under a variety of the al- 
ternative operating conditions already describ- 
ed. Included on the chassis are the speech 
amplifier, the push-pull 6B4-G driver, the 
power supply for the speech amplifier and 
driver, the output tubes and a filament supply 
for the tubes. Grid bias for the 304TL’s, plate 
voltage for them, the modulation transformer 


Figure 18. 


UNDERCHASSIS OF THE 
304TL MODULATOR. 


The large rheostat on the rear of the chassis 
controls the filament voltage on the 304TL 
tubes by varying the primary voltage on the 
filament transformer. The sockets for the 
304TL tubes are mounted upon the metal 
plate near the front of the chassis. 
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40,150 V. 


22K 


Figure 19. 
SCHEMATIC OF THE HIGH-POWER MODULATOR. 


CH—10.5-hy. 110-ma. choke (Stancor C-1001) 

Ti—700 v. c.t. 120 ma., 5.0 v. 3 a., 6.3 v. 4.7 a., 
(Stancor P-6013) 

T2—10-volt 26-ampere filament transformer (see 
text) 


and the plate milliammeter are external. The 
two filament groups for each 304TL are con- 
nected in series so that the two tubes require 
10 volts at 26 amperes. This connection per- 
mitted the use of an ancient 11-volt 30-am- 
pere transformer for lighting the filaments, 
with a 3-ohm 50-watt rheostat in the pri- 
mary so that the filament voltage could be 
adjusted to 10 volts. The tubes could just 
as well be operated with filaments in parallel 
if a transformer capable of delivering 5 volts 
at 52 amperes were available. A transformer 
often advertised on the surplus market is 
rated at 5 volts at 60 amperes; this trans- 
former was designed for use with a pair of 
304TL’s and will serve well in this modu- 
lator. If the tubes are to be operated with 


T:—2A3 or 6B4-G to class B grids driver transformer. 
Multiple-ratio type with selection from about 
1.25:1 to 2.5:1 turns ratio (such as Stancor 
A-4761) is desirable. Unit illustrated is surplus 
driver transformer from BC-610 (type 55B030). 


only one-half in service at a time, a standard 
transformer of the type designed for use with 
a pair of 4-250A tubes (5 volts at 30 am- 
peres) will serve to deliver filament power. 

The speech amplifier portion of the modu- 
lator is more or less conventional, with al- 
ternate inputs either for a crystal microphone 
or from an external source through a coaxial 
connector on the rear. A moderate amount 
of feedback is used from the plate of one 
of the driver tubes to the cathode of the 
first OSJ7 of the phase inverter. The use of 
feedback improves the linearity and regula- 
tion of the driver stage. The PHONE-C.W. 
switch mounted on the panel is connected to 
an external relay which shorts the secondary 
of the modulation transformer, removes plate 


HANDBOOK 


Screen Modulator 537 


Plate Grid Plate-to- 
Voltage Bias Plate Load 
Volts Volts Ohms 
2000 -160 5300 
2500 -220 8000 


12,000 


voltage from the 304TL’s, and removes the 
short from the keying circuit when the switch 
on the modulator chassis is moved to the 
position for c-w transmission. 


Screen Modulator Unit 


An extensive discussion of screen-voltage 
modulation, with a comparison of various 
methods for obtaining the modulation of the 
screen potential, was given in Chapter Eight. 
The screen-voltage modulator unit illustrated 
in figures 20 and 21 was constructed to embody 
the features discussed in that chapter in regard 
to the advantages of the cathode-follower 
modulator. The schematic of the unit is given 
in figure 22, 


Circuit of the 
Screen Modulator 


The first two stages of the 
modulator are quite con- 
ventional, using a 6SJ7 
pentode as a high-gain microphone amplifier 
to feed a 6J5 triode stage. One unconventional 
feature of the 6J5 triode stage is that the 
cathode return of the 6J5 is made to —100 
volts rather than to ground; this has been 
done to increase the effective plate voltage on 


Figure 20. 
FRONT VIEW OF THE 
SCREEN MODULATOR 

UNIT. 


CLASS AB; OPERATION OF 304TL’S 


Max. Plate Peak A-F Power 

Current Grid-to-Grid Output 

Ma. Volts Watts 
550 320 490 
500 440 550 
450 520 730 


the tube so that it will be capable of delivering 
a greater signal voltage to the interstage trans- 
former without distortion. 

The plate of the 6J5 is coupled through a 
3:1, total-primary-to-total secondary, push-pull 
input audio to the 6L6 modulator. The step-up 
transformer is required in order to obtain 
sufficient audio voltage swing for the cathode 
follower. A cathode follower stage introduces 
a small voltage loss, rather than a voltage gain, 
so that the signal voltage applied to the grid 
must be slightly in excess of the output volt- 
age which will be required at the cathode. 
A maximum-signal peak swing of about 220 
volts is available at the secondary of the 
interstage transformer, T:. 

For conventional screen modulation of the 
r-f stage (with a constant average value of 
screen voltage), switch S: is placed in position 
1. With the switch in this position, potentio- 
meter P: establishes the value of average posi- 
tive voltage (with respect to ground—the 
grid of the cathode follower remains negative 
with respect to cathode) appearing on the 
control grid of the 6L6. Hence, adjustment of 
P: controls the average positive d-c voltage 
applied to the screen of the modulated r-f stage. 
Thus, adjustment of this control establishes 
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the carrier level of power output from the 
screen-modulated r-f stage. 

Since the cathode of the cathode follower 
tube cannot go negative with respect to the 
potential appearing at the bottom end of the 
100,000-ohm resistor between its cathode and 
P;, adjustment of P:; establishes the /owest 
negative voltage which the screen of the modu- 
lated stage will reach on a negative modulation 
peak. Hence, adjustment of Ps should be made 
after all the other adjustments on the screen- 
modulated amplifier have been completed, 
since this control establishes the negative-peak 
modulation level. This control should be 
adjusted until the carrier can be modulated 
100 per cent in the negative direction, but 
no more. In other words, control P:, is adjusted 
to eliminate negative peak clipping, but still to 
permit 100 per cent negative modulation. In 
other words, this control and its associated 
circuits perform the same function as the 
high-level splatter suppressor in a conven- 
tional high-level Class B modulated AM trans- 
mitter. 


Controlled-Carrier 
Operation 


With switch S: in position 
2, the unit will provide 
controlled-carrier screen 
modulation. In position 2 potentiometer P: is 
no longer in the circuit, so it may be left at 


the proper setting for conventional modula- 
tion. Potentiometer P: now controls the no- 
signal screen voltage to the modulated stage, 
while P; controls the negative-peak modulation 
level the same as before. 

The 6H6G diode is cut into the circuit when 
S: is in position 2. This diode acts to raise the 
average screen voltage to the modulated stage 
in accordance with the level of the signal 
being transmitted. The time constant of the 
decay of the screen voltage after a signal has 
stopped is determined by the 0.02 ufd. capaci- 
tor and the 2.2 megohm resistor associated 
with the 6H6 circuit. These components give 
a time constant of 44 milliseconds; this value 
of time constant will permit the average-screen 
voltage to vary in accordance with the syllabic 
level of the spech transmittted, while remain- 
ing constant in average value throughout a 
particular speech sound. 


Operation of 
the Unit 


The unit is capable of modu- 
lating the screen voltage of any 
conventional r-f stage with 
tubes varying in size from an 807 to a 
4-250A. The plate voltage applied to the 
6L6 may be as low as 300 for small tubes 
such as the 2E26, 815, and such, with volt- 
ages on the order of 600 being required for 
tubes such as the 4-250A. Additional infor- 


Figure 21. 
UNDERCHASSIS OF THE SCREEN MODULATOR. 


Note the three potentiometers (P;, P2, and P;) which control the average-voltage and peak 
voltage operating levels of the cathode-follower modulator tube. The adjustment of the 
potentiometers is discussed in the text. 
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Figure 22. 
SCHEMATIC OF THE SCREEN MODULATOR. 


S:—S.p.s.t. toggle a-e line switch 

T:—3:1 push-pull input trans. (Stancor A-53-C) 

T:—650 v. c.t. 40 ma., 5 v. 2 a., 6.3 v. 2 a. (Stancor 
P-6010) 


T;—6.3 v. 1.2 a. (UTC FT-2 or Stancor P-6134) 


S$:—S.p.s.t. toggle a-c line switch 
S.—4-pole 2-position wafer switch (Centralab 1409) 


mation on the use of such a unit is given in 
Chapter Eight. 


A High-Fidelity 10-Watt 
Amplifier 


The general purpose amplifier illustrated in 
figures 23 and 24 is capable of an unusually 
high degree of performance. The main portion 
of the amplifier has been operated for a 
period of several years without deterioration in 
performance or component failure. The ampli- 
fier has three inputs, selectable by a switch 
on the front panel, for TV sound, FM-AM 
radio, or the output from a Webster-Chicago 
356-27 record player with GE Variable-Re- 
luctance cartridges. 
The Main Amplifier The main portion of 
of the amplifier uses a 


pair of 2A3 tubes with provision for both 
dynamic balance and static balance on the two 
tubes. Potentiometer P: acts as the adjustment 
for static balance of the plate currents. Since 
there is only one section of power supply 
filter in the voltage supply to the plates of 
the 2A3 tubes (380 volts), there is a small 
amount of ripple in this voltage. Hence, with 
the aid of a high-sensitivity v-t voltmeter con- 
nected across the 500-ohm output of the amp- 
lifier, P: can be adjusted for minimum ripple. 
The minimum ripple voltage is of the same 
order as thermal-agitation noise and will run 
about 5 millivolts on the 500-ohm output. 
The dynamic balance control, P:, can be ad- 
justed with a distortion analyzer or an inter- 
modulation meter. With proper adjustment of 
P: the second-harmonic distortion can be can- 
celled out, or intermodulation distortion can 
be minimized. When both balance controls 
are adjusted to the optimum setting, the inter- 
modulation distortion of the amplifier at an 
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operating level equivalent to 10 watts of sine- 
wave output is 1.6 per cent. The IM distortion 
talls off gradually below an output of 10 
watts, and rises rapidly above 10 watts output. 
Intermodulation measurements were made with 
100 cycles and 7000 cycles fed to the ampli- 
fier in the standard 1:4 ratio of amplitudes by 
a Sound Instruments Laboratory Model IM-3A 
Intermodulation Meter. 

The frequency response of the main ampli- 
fier is linear within 1 db between frequencies 
of 20 cycles and 20,000 cycles, measured at 
an output power level of 5 watts. The fre- 
quency response falls off gradually at fre- 
cies higher and lower than those given above, 
with the amplifier showing an absence of 
negative slope in the frequency-response curve 
as high as 100,000 cycles. About 8 db of 
feedback is included from the output back to 
the input of the amplifier. 

The driver stage for the 2A3’s is a 6SN7- 
GT operating as a push-pull amplifier. The 
first stage of the main amplifier also is a 
6SN7-GT with the second half acting as a 
conventional phase inverter. The main ampli- 
fler requires an input signal of about 1 volt 
r.m.s. for full output. The volume control of 
the main amplifier, P:, is of the “tone com- 
pensating” type, with provision for varying 
the amount of bass boost at low settings of the 
volume. Bass boost at low volume may be 


Figure 23. 
FRONT VIEW OF THE 
HIGH-FIDELITY 
AMPLIFIER. 


eliminated by turning down potentiometer Ps. 
The “tone compensating” capacitor, Ca, may 
be selected in the range between 0.02 ufd. 
and 0.05 mufd. depending upon individual 
preference, the smaller values of capacitance 
tending to make for “boomy” response at 
low volume settings. 


The Phonograph 
Pre-Amplifier 


The phonograph pre-ampli- 
fier and equalizer is design- 
ed for use with the GE 
Variable-Reluctance pickup for both Micro- 
groove and standard groove record reproduc- 
tion. Other types of magnetic pickups having 
higher output voltage may be used provided 
an attenuator is included between the output 
of the pickup and the grid of the first tube. 
The 6J7 first tube in the pre-amplifier is 
designed to operate at a maximum signal of 
100 millivolts r.m.s. 

High-frequency roll-off in the pre-ampli- 
fier, to compensate for the rising high-fre- 
quency characteristic of LP and NAB record- 
ing, is provided by a variable resistor connect- 
ed directly across the phono input of the 
amplifier. The resistor, in conjunction with 
the inductance of the GE pickup, provides 
adequate control of the high-frequency re- 
production characteristic. 

Low-frequency equalization, to compensate 
for low-end turnover in the recording charac- 
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teristic, is provided in both stages of the 
pre-amplifier. About half the equalization is 
provided by the 6SJ7 second stage, which 
includes an RC shunt feedback network from 
plate back to grid. The 6J7 low-noise first 
stage provides the additional equalization, and 
includes provision for changing the turnover 
frequency in accordance with different record- 
ing characteristics. 

The gain of the pre-amplifier at 1000 
cycles is about 100 (40 db). With 0.02-ufd. 
of capacitance selected by S2, the gain is up 
21 db. at 50 cycles, at which frequency the 
gain levels off. The pre-amplifier requires a 
well-filtered plate supply of 250 volts at 3.2 
ma. 
Construction The component layout and wir- 
ing of the main portion of the 
amplifier is not critical. However, extreme care 
must be taken in the construction of the pre- 
amplifier if a good signal-to-noise ratio is to 
be attained, due to the low signal voltage 
delivered by the GE pickup. It will be noted 


that the heaters of the pre-amplifier tubes are 
supplied from a separate filament transformer, 
and that the heaters are maintained at an 
operating potential about 18 volts positive 
with respect to ground. Further, the leads 
to the heater terminals of the tube sockets 
are run in shielded wire. It also is well to 
note that all shields act as shields alone, with 
one ground point to each shield braid, and 
with no circuit currents flowing in the shield 
conductor. 

It will be noted from figure 24 that all 
ground connections for the two stages of the 
pre-amplifier are made to a ground bus of 
no. 14 tinned wire. The bus is installed at 
each end by soldering the ends to tie point 
strips. Then after the pre-amplifier has been 
completed, one ground connection is made 
to the bus from that point on the chassis of 
the amplifier which gives minimum ripple as 
viewed on the oscilloscope. If the pre-ampli- 
fier has been constructed properly, the ripple 
voltage will be approximately of the same 
amplitude as the thermal agitation noise, 


Figure 24, 
UNDERCHASSIS OF THE HI-FI AMPLIFIER. 


Note the manner in which a ground bus is used for the ground returns of all leads associated 
with the two tubes of the phonograph pre-amplifier. 
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Figure 25. 
SCHEMATIC OF THE 10-WATT WIDE-RANGE LOW-DISTORTION AMPLIFIER. 


C,—Tone compensation capacitor for low volume 


settings; can be changed to suit tastes. 

CH—7-10 hy. 120-150 ma. filter choke (UTC R-20 
used) 

Ti, T2-—375 v. c.t. 120 ma., 5 v. 2 a., 6.3 vy. 1.2 a., 
2.5 v. 2.5 a., 2.5 vy. 2.5 a., all filament windings 
c.t. These specifications are actual requirements 
for the amplifier, plus the 6.3 v. at 0.6 a. furnished 


to the pre-amplifier by Tz. These requirements can 
be met through use of a power transformer such as 
the Stancor P-3005 by running all 6.3-volt heaters 
from one winding with the positive bias on the 
heater winding as specified in the drawing. 

T;—20-watt high-performance 5000 ohms to 500 
ohms and 16 ohms (UTC LS-55) 


despite the enormously increased low-frequen- 
cy gain of the pre-amplifier. 

It is quite important that the shield over the 
conductor that carries the phono pickup signal 
to the grid of the 6J7 be a shield alone; signal 
current should be carried by another wire 
which runs from the phono jack on the rear 
of the chassis to the ground bus for the pre- 
amplifier stages. Also the outer conductor of 
the pickup jack, which normally would be 
grounded to the chassis if the jack were mount- 
ed in the usual way, must be insulated from 
chassis by a small piece of fiber or other insu- 
lating material. Then a wire is run from the 
portion of the jack which normally would be 
grounded to the ground bus of the pre-ampli- 
fier, as mentioned above. Also, a separate 


ground wire should be run from the chassis of 
the amplifier to the chassis of the record play- 
er. A further reduction in capacitive hum 
pickup can be attained through grounding of 
the shield on the GE pickup to the appro- 
priate terminal on the pickup cartridge. 

It also is suggested that a low-density power 
transformer of the vertical-mount type be 
used in place of the horizontal-mount trans- 
former used in the unit illustrated. The ver- 
tical type of power transformer will result in 
a considerable reduction in induced chassis 
currents. Through careful attention to details 
such as given above it is possible to attain a 
signal-to-hum level greater than 60 db in an 
amplifier of the type illustrated, with full 
equalization for phono input. 


CHAPTER TWENTY-FOUR 


Transmitter Construction 


The equipments described in this chapter 
are complete transmitters which either have 
been assembled from units described elsewhere 
in this book or have been constructed as com- 
plete assemblies. The complete transmitters 
are shown for the benefit of those who prefer 
to construct the transmitter as an entity rather 
than to work out an individual design from 
the exciter, power amplifier, modulator, and 
power supply units which have been shown 
elsewhere in this book, or have been described 
in other publications. 

In any event it is important that provisions 
for the reduction of harmonic radiation be 
included between the output of the transmitter 
final stage and the antenna system. It is im- 
perative that a harmonic-reducing coupling 
system be included as an integral portion of a 
transmitter installation in a TV area. A com- 
plete discussion of the considerations and com- 
ponents involved in the reduction of interfer- 
ence to broadcast and television reception has 
been included in Chapter Seventeen. 


A TVI-Proof 20-Watt 


Transmitter 


Figures 1 through 6 illustrate a complete 
transmitter assembly which is free of TV in- 
terference even in a fringe area. The equip- 
ment is composed of two separable assemblies, 
the main chassis which includes the power 
supply, modulator, metering circuits, control 


circuits, and antenna changeover relay. Mount- 
ed atop the main chassis, with all electrical 
interconnections passing through a multi-cir- 
cuit connector, is the r-f unit. In the equip- 
ment illustrated the r-f unit is for operation 
on the 50-Mc. band, but alternative units for 
operation on other bands may be substituted 
for the 50-Mc. unit simply by plugging them 
into place. 


The Power Supply 
and Modulator Unit 


The base assembly is 
capable of controlling, 
modulating, and sup- 
plying power to the exciter section and to a 
final amplifier with an input of about 20 
watts to the modulated stage. Since the asso- 
ciated r-f unit is completely shielded, the only 
paths for escape of harmonic energy are 
through the power leads, and through the an- 
tenna terminal. The antenna-terminal path is 
filtered in the individual r-f units. But the 
power-lead path is filtered at the power-lead 
plug in the power supply/modulator unit. 


The base unit is constructed 
on a standard aluminum chas- 
sis with dimensions of 17 by 13 by 3 inches. 
As shown in figure 1, the controls are, reading 
from left to right: microphone jack, audio 
gain control, send-receive switch, red transmit 
pilot light, milliammeter, green heater pilot 
light, meter switch, main power switch, and 
phone-c.w. switch. 

The power transformer for the complete 
equipment is a replacement unit of the type 
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designed for larger TV receivers.. It has a 
rating of 360 volts each side of center at a 
load current of 250 ma., in addition to the fila- 
ment windings, so that it is possible to operate 
the complete transmitter from a single power 
transformer. One of the 6.3-volt heater wind- 
ings on the transformer is rated at only 0.6 
ampere (this winding was for the picture tube 
in a TV receiver), so this winding was used 
to supply the heater of the first speech stage. 

The connector which brings the power leads 
through to the r-f unit is shielded by a small 
box bent up from tin-can “tin” with soldered 
edges and cover. The by-pass capacitors and 
lead-filter chokes are housed inside this box. 
Also, a pair of chokes and capacitors are in- 
stalled on the rear of the receptacle for the 
a-c line cord. 
Control Circuits |The simplest transmit-re- 
ceive control for a low- 
power transmitter, in the absence of separate 
filament transformers, is a switch in the center 
tap of the high-voltage transformer. A double- 
pole double-throw toggle switch was selected 
for the transmit-receive control, with the other 
side of the switch used to control the red 6.3- 
volt pilot lamp. The actuating coil of the 6.3- 
volt coaxial antenna changeover relay is par- 
alleled with this pilot lamp. 


Figure 1. 


FRONT OF THE TRANS- 
MITTER ASSEMBLY. 


A 0-10 d-c milliammeter 
is used in conjunction 
with selector switch S: for the measurement of 
currents in four circuit positions. The switch 
includes a center-off position, with two 0-10 
ma. grfid-current positions on the left and two 
ranges of approximately 0-100 ma. on the 
right. In the r-f unit illustrated the two left 
positions measure grid current to the first 
multiplier or to the final stage, while the two 
right-hand positions measure plate current to 
the final amplifier or to the modulator. The 
full-scale ranges on the plate-current side 
actually are about 0-110 ma., since 1000-ohm 
resistors are used in the series atm of the 
measuring circuit. If 900-ohm resistors are 
available, these may be substituted for the 
1000-ohm resistors to give a full-scale sen- 
sitivity of 100 ma. on the plate-current ranges. 


Metering Circuits 


The Modulator The modulator included in 


the base assembly is essen- 
tially the same as the first unit described in 
Chapter Twenty-Three. This modulator does 
a quite satisfactory job of modulating the final 
amplifier with excellent audio quality. Due to 
the slightly increased output voltage of the 
power supply in this equipment, as compared 
to the power supply in the separate modulator 
unit just referenced, a larger screen-voltage 
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dropping resistor is employed in the unit illus- 
trated. The phone-c.w. switch included within 
the unit removes plate voltage from the first 
audio stages and screen voltage from the 
6V6-GT’s, in addition to shorting the second- 
ary of the modulation transformer, when the 
switch is in the c-w position. No provision 
for keying of the r-f unit illustrated is in- 
cluded, but a pair of extra contacts have been 
included in the power connector for inclusion 
of keying provisions in the r-f unit illustrated, 
if desired, or in other r-f units which may 
be constructed. 


R-F Units for the Transmitter 


The range of r-f units which may be used 
with the base assembly is limited only by the 
power capabilities of the modulator and power 
supply included on the base assembly. The r-f 
units might range from a self-excited oscilla- 
tor on 420 Mc. to a v-f-o transmitter for use 
on the 1.8-Mc. and 3.5-Mc. ranges. The v.f.o., 
exciter unit, and final amplifier (which might 
be changed to a 2E26) of the De-Luxe Mo- 
bile Transmitter described in Chapter Nine- 
teen might well be mounted on a chassis as- 
sembly similar to the 50-Mc. unit to be de- 
scribed, to provide v-f-o or crystal operation 
on the amateur bands lower in frequency than 
50 Mc. 

The harmonic-reducing r-f filter units in the 


Figure 2. 
UNDERSIDE OF THE 
MAIN CHASSIS. 


antenna circuit of each of the r-f units should 
be included within the r-f unit. A conven- 
tional low-pass filter with characteristic im- 
pedance of 52 ohms and cutoff frequency of 
about 40 Mc. would be suitable for all the 
bands below 29.7 Mc. However, the 50-Mc. 
band and those higher in frequency impose 
special problems. A half-wave filter is satisfac- 
tory for the 50-Mc. band, since such a filter 
will introduce a large amount of attenuation 
to the fourth harmonic of the operating fre- 
quency, which group of harmonics would fall 
into the high TV band. The half-wave type 
of filter also would be suitable for the 144- 
Mc. band and higher, provided those _har- 
monics of the oscillator which are lower in 
frequency than the operating frequency of the 
output stage are effectively suppressed before 
they can reach the grid of the output stage. 
The half-wave type of filter, and the low-pass 
filter, introduce little attenuation to frequen- 
cies below the operating frequency of the 
transmitter. 


The 50-Mc. 
R-F Unit 


The small r-f unit shown in 
figure 4, 5, and 6 was made 
for operation in the amateur 
50-Mc. band. It utilizes a 6AG7 Colpitts har- 
monic oscillator with a crystal in the 8-Mc. 
range and with the plate circuit of the tube 
tuned approximately to 25 Mc. This stage is 
capacitively coupled to the grid of a type 5763 
tube which acts as a doubler to 50 Mc. The 
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Figure 3. 
SCHEMATIC OF THE MAIN-CHASSIS UNIT. 


Li—- 34" no. 30 d.c.c. on 14” dia. polystyrene rod 
L.—34,"" no. 18 d.e.c. on 4’"’ dia. polystyrene rod 
C—0.001-ufd. ceramic by-pass capacitors 
CH—2,.25-hy. 250-ma. choke (Merit C-2991) 
F—3-ampere fuse 

Si—S.p.s.t. toggle a-c line switch 

So—D.p.s.t. toggle communications switch 
S;—D.p.d.t. toggle phone-c.w. switch 


S$:—2-pole 5-position wafer meter switch 
Ti—15-watt multiple-match modulation transformer 


(Merit A-3104) 


T2—TV power transformer. 720 v. c.t. 250 ma., 5 v. 


3 a., 6.3 vy. 8 a., 6.3 v. 0.6 a. (Merit P-3059) 


RY—Coaxial antenna changeover relay (Advance no. 


7500 with 6.3-volt coil) 


5763 is an inexpensive v-h-f transmitting 
pentode especially designed for service as a 
frequency multiplier. The tube has a 9-pin 
miniature (noval) base. The tank in the plate 
circuit of the 5763 is inductively coupled to 
the grid circuit of the 2E26 output stage as 
a TVI-suppression measure. The exciter fur- 
nishes about 3 ma. of grid current to the 
2E26 with normal operating potentials to the 
tubes. Oscillator and multiplier tubes are 
operated with relatively low values of screen 
voltage, since an excess of excitation to the 
2E26 was available when the screens on these 


tubes were operated at the normal rated values 
of voltage. 

The base of the 2E26 is mounted below the 
chassis to provide a degree of shielding and 
also to provide ample clearance between the 
top of the tube and the shielding cover for 
the r-f unit. The lowering was accomplished 
by using an Amphenol a-c receptacle housing 
as the holder for the octal socket of the 2E26, 
after removing the a-c plug which originally 
was mounted in the receptacle shell. All the 
grounded pins of the socket are soldered to a 
ring of no. 14 bus wire which then is bonded 
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Figure 4, 
TOP VIEW OF THE 
50-MC. R-F UNIT. 


The brass mesh cover was 
removed for this photograph. 


to the socket-mounting shell in several places. 
All grounds for the stage are made to the 
ground ring with the shortest leads practicable. 


The chassis as shown 
for the r-f unit was 
made from two alumi- 
num chassis pans having dimensions of 10 
by 5 by 3 inches. The r-f section is mounted 
in the conventional manner on one of the 
chassis pans with the oscillator and multiplier 
tuning capacitors below the top surface of the 
chassis. The tuned circuit for the final ampli- 
fier is mounted above the chassis, also in the 
normal manner. A series capacitor also is in- 


Construction of the 
50-Mc. R-F Unit 


Figure 5. 


UNDERSIDE OF THE 
50-MC. R-F UNIT. 


The bottom cover has been 
removed, showing the flex- 
ible cable from the power 
plug to the resistor strip in 
the chassis. The 50-Mc. half- 
wave filter is located at the 
right-hand end of the 
chassis. 


cluded in the low-potential lead to ground 
from the output coupling link for tuning out 
the inductive reactance of this link coil. 

The top section of the other chassis pan is 
cut out, leaving a half-inch lip around the 
edge for the hold-down screws. The cut out 
surface is mounted to the main chassis top sur- 
face with machine screws or sheet-metal 
screws. The final-amplifier tuning capacitor 
and the link tuning capacitors are mounted on 
the upper chassis pan. The top cover for the 
assembly is made of brass hardware cloth 
with 1g-inch mesh. Copper window screen 
could be used as well for the top cover, but it 
does not have the mechanical stability of the 
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Figure 6. 
SCHEMATIC OF THE 50-MC. R-F UNIT. 


Ci, Cx, C;, Ci—75-uyufd. silver mica 

Li—-7 t. no. 20 enam. on 34” dia. polystyrene form 
(Amphenol 24) 

L,-—5 t. no. 14 bare 1/2” dia. by 34” long; 4 t. link 
of hookup wire to coupling capacitor which feeds 
2E26 grid 


L:—6 t. no. 14 bare 54” i.d. by 14%” long, 2-turn 
link output 

Li, Ls>—2Y t. 8 turns per inch (B&W no. 3002 
Miniductor) 

X—Crystal between 8.33 and 9.0 Me. 


hardware cloth. A rim is soldered around the 
outside edge of the screen, and the top is held 
down by 6-32 machine screws which screw 
into tapped holes in the top of the upper 
chassis. 

The bottom plate of the unit has an 8-pin 
Jones plug mounted in it as shown in figure 
5. This plug fits, of course, into the mating 
receptacle on the modulator/power supply 
chassis. The plate is held to the r-f unit by 
countersunk flat-head screws which fit into 
holes tapped into the chassis of the r-f unit. 
The only connection to the r-f unit in addi- 
tion to the power plug on the bottom of the 
chassis is the coaxial output lead on the rear 
which connects to the antenna - changeover 
relay. 


TVI-Proofing 
the R-F Unit 


When the r-f unit first was 
tested, it caused serious in- 
ference both to low-band and 
high-band TV channels in a fringe area. How- 
ever, it was soon found that placing a shield 
can over the tuning shafts of the oscillator 
and multiplier stages would eliminate the high- 
band TV interference. Hence this type of 
interference was eliminated by insuring that 
the shaft bearings for these capacitors made 
solid contact to the panel at the point where 
the shafts pass through the panel. The shaft 


bearings for the capacitors used (Johnson 
50J12) do not have fastening nuts, but the 
front portion of the bearing does protrude 
through the panel. So it is important that the 
front portion of these bearings fits tightly in 
the holes in the front drop of the chassis. 

The half-wave filter in the antenna lead 
proved to be very effective in stopping the 
fourth harmonic of the transmitter, which 
would have caused interference on channel 11. 
However, this filter was not effective in stop- 
ping harmonics of the crystal oscillator which 
fell into low-band TV channels. The trans- 
mitter was operating on the 6th harmonic of 
the crystal frequency. Hence the 7th harmonic 
interfered with channel 2, the 8th with chan- 
nel 4, and the 9th with channel 5. All these 
frequencies received little attenuation in pass- 
ing through the half-wave filter. But these 
frequencies would not have been present in 
the output of the 2E26 if the excitation to it 
had consisted only of energy on 50 Mc. The 
original circuit used capacitive coupling from 
the plate of the 5763 doubler to the grid of 
the 2E26. Changing over to inductive coupling 
from the plate tank of the 5763 to the grid 
of the 2E26 substantially eliminated the 
trouble. Changing over to higher C in the plate 
tanks of the GAG7 and the 5763 finished the 
job. 
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Figure 7. 


FRONT OF THE ALL-BAND 
200-WATT TRANSMITTER. 


Decalcomania transfers (Techni-Cals) have 

been used to indicate the functions of the 

various meters, dials, and switches of the 
transmitter. 


Figure 8. 


REAR OF THE 200-WATT 
TRANSMITTER. 


Showing the mounting and cabling of the 

various units which go to make up the com- 

plete transmitter. A variable capacitor has 

been added to the transmitter in series with 

the output link to a coaxial receptacle on the 
side of the transmitter. 


200-Waitt All-Band Transmitter 


The transmitter described in this section has 
been designed to offer a high degree of flexi- 
bility and operating convenience in the 200- 
watt power range. The complete transmitter 
is made up of four assemblies: the modulator 
and final amplifier unit, the exciter unit, the 
power supply section, and the meter panel. All 
four units are housed in a standard Par-Metal 
DL-3513 cabinet which has 35 inches of avail- 
able panel space. 

The exciter portion of the transmitter has 
been described in considerable detail in Chap- 
ter Twenty-One. Hence this section will be 
devoted to a description of the other assem- 
blies within the transmitter and to a descrip- 
tion of the unit as a whole. 


The 4-65A tube in the 
final amplifier operates 
at a plate potential of 1600 volts both for 
phone and c-w operations. The manufacturer’s 
specifications for the tube limit the plate cur- 
rent to 120 ma. on phone and to 150 ma. on 
c.w. Hence the plate input to the final amplifier 
is limited to about 200 watts (actually 192 
watts theoretically) on phone and 240 watts 
on c.w. At this value of power input to the 
final stage the transmitter operates very smooth- 
ly and with good plate circuit efficiency. 

By throwing a single selector switch on the 
modulator and final amplifier deck the equip- 
ment is changed from phone to c-w operation. 
On phone a pair of 807’s in class AB: de- 
livers adequate power output to modulate the 
final with good audio quality and low distor- 


General Performance 
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tion. On c.w., plate current to the final ampli- 
fier is biased to cutoff by means of a fixed-bias 
pack in the power supply unit. Then the 
screen circuit of the 2E26 stage in the exciter 
is keyed along with the frequency multiplier 
stages. The double-keying procedure described 
in Chapter Twenty-one gives smooth, clickless 
keying of the emitted carrier with no back 
wave in the receiver when the key is up. The 
transmitter is capable of operating with v-f-o 
control of the operating frequency on all bands 
3.5 through 29.7 Mc. Additionally, the equip- 
ment may be operated with crystal control on 
all bands 3.5 through 54 Mc. 

The 4-65A final amplifier and the speech 
amplifier/modulator unit both are mounted 
for convenience behind a single 834 by 19 


COIL DATA FOR 4-65A AMPLIFIER 


Li—- SWITCHED GRID COIL AND LINK 


3.5 Me.—38 turns no. 22 enam. closewound 
on 1” dia. National XR-2 form. Link, 5 
turns hookup wire wound on bottom end. 


7.0 Me.—18 turns no. 22 enam. closewound 
on 1” dia. National XR-2 form. Link, 5 
turns hookup wire wound on bottom end. 


14 Me.—10 turns no. 18 enam. closewound 
on 1” dia. National XR-2 form. Link, 4 
turns hookup wire wound below main coil. 


21 Me. and 28 Me.—6 turns no. 14 bare 
spaced to 34” on 1” dia. XR-2 form. 
Link, 3 turns hookup wire wound below 
matin coil. 


50 Mce.—4 turns no. 14 bare air wound 1” 
dia. and spaced to 1/2’. Link, 2 turns 
hookup wire between last two turns of 
main coil. 


L2 and L; PLATE TANK COILS AND LINKS 


3.5 Mc.—24 t. no. 14 enam. closewound on 
Millen 44001 17,” form. Link, 6 turns 
no. 14 enam. closewound at low poten- 
tial end. 


7.0 Mc.—14 ft. no. 14 enam. spaced to 2” 
on Millen 44001 form. Link, 5 turns no. 
14 enam. closewound at low potential 
end. 


14 Me.—8 ¢t. no. 14 enam. spaced to 134” 
on Millen 44001 form. Link, 4 turns no. 
14 enam. closewound at low potential end. 


21 Me. and 28 Me.—6 turns no. 8 bare- 
spaced to 2” on Millen 44001 form. Link, 
1 turn no. 14, heavy insulation, wound 
over last two turns but larger diameter 
to allow 4” air space 


50 Mc.—4 ft. no. 8 bare, 114” dia. air wound, 
spaced to 11"’. Link, 1 turn no. 14, heavy 
insulation, wound over last two turns but 
larger diameter to allow 4"’ air space 


Figure 9. 


THE MODULATOR 
AND FINAL AMPLIFIER CHASSIS. 


inch dural panel. This type of mounting has 
proven adequate electrically and is convenient 
mechanically since both units are small and 
compact. In the event that the combination of 
the 4-65A final amplifier and the 807 modula- 
tor is not desirable, either unit may be built 
upon a single long and narrow chassis so that 
it will justify the use of a standard 19-inch 
panel. 


The 4-65A 
Final Amplifier 


Simplicity is the keynote of 
the final amplifier unit. Only 
those components actually 
necessary to the operation of the stage have 
been included on the chassis. The stage itself 
is mounted on a 7 by 12 by 3 inch chassis. 
Crackle-finished steel was used in the unit il- 
lustrated simply because it was available in the 
proper size. The use of plated steel or alumi- 
num as a chassis material is to be preferred 
electrically since low resistance grounds are 
easily and surely obtainable. 

Mounted on the chassis are only the tube 
socket and the filament transformer along with 
the associated grid and plate tank circuits. 
Coils for the grid tank circuit are selected by 
means of a two-deck ceramic switch. The 10- 
meter coil serves also to tune the 15-meter 
band when the capacitance of the grid tuning 
capacitor is tuncd almost to maximum. Four 
of the grid coils are wound on 1-inch diam- 
eter National XR-2 coil forms. The fifth grid 
coil, which is for operation on the 6-meter 
band, is made self-supporting and connects to 
the grid return and to the band-switch. 


HANDBOOK 


200-Watt Transmitter 551 


Plug-in coils are used in the plate circuit of 
the 4-65A amplifier. The jack base which re- 
ceives the coils is a Millen type 41305 and all 
coils except the one for 50 Mc. are mounted 
on Millen type 44001 coil forms. The 50-Mc. 
coil is self-supporting on a 40305 base. Fixed 
link coils are wound on each of the plug-in 
units. It will be noted that a double-stator 
capacitor is used to tune the plate circuit of 
the 4-65A amplifier. However, this capacitor 
is not used in the normal manner since it was 
not found necessaty to include a provision for 
neutralizing the 4-65A. 

The internal shielding of the tube is sufh- 
ciently good so that no tendency toward self- 
oscillation was encountered. However, when 
the amplifier is duplicated it is suggested that 
the placement of components also be dupli- 
cated in so far as it is practicable. Note par- 
ticularly the fact that the five by-pass capaci- 
tors associated with the underside of the socket 
all return to a common ground terminal. Note 
also that the by-pass capacitor for the plate 
circuit connects above chassis to this same 
ground point. 

Only one section of the split-stator tuning 
capacitor C: is used on all bands above 7 Mc. 
However, on the 3.5-Mc. band both sections 
of the tuning capacitor are used in parallel. A 
jumper is placed across two terminals on the 
plug bar for the 80-meter coil form to ac- 
complish this paralleling function. 

Normal grid current for the 4-65A ampli- 
fier is 9 to 12 ma. This value of grid current 
is easily obtainable from the exciter unit on 


Figure 11. 


UNDERCHASSIS OF THE 
MODULATOR AND FINAL 
AMPLIFIER. 


Note the mounting of the com- 
ponents which go to make up the 
bandswitching grid circuit of the 
4-65A final amplifier. The phone- 
c.w. switch is mounted adjacent 
to the base of the modulation 
transformer, with an extension shaft 
running to a knob on the front 
panel, 


Figure 10. 


LOOKING DOWN ON THE MODULATOR 
AND FINAL AMPLIFIER. 


all bands for which it is designed. Screen volt- 
age for the 4-65A is obtained from a low- 
voltage power supply in the power-supply deck. 
For phone operation the 4-65A screen cur- 
rent is passed through a choke, CHh, in the 
manner suggested by the tube manufacturer. 
This choke permits the screen voltage to self- 
modulate in accordance with the modulation 
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Figure 12. 
SCHEMATIC OF THE MODULATOR AND FINAL AMPLIFIER. 


C:— Dual 71 wufd., 0.077" spacing (Millen 12075) 

C»—200-uufd. variable capacitor 

Li, Lz, L:—See coil table. 

Ti—6.3-volt 4-ampere filament transformer (Stancor 
P-4019) 

T:—Single driver plate to push-pull grids (UTC S-8) 

T;—125-watt modulation transformer. (UTC CVM-3) 

T:—-6.3-volt 3-ampere filament transformer (UTC 
S$-55) 


CHi—13-hy. 65-ma. choke (Stancor C-1708) 

Si—2-pole 5-position ceramic switch (Centralab 2515 
with upper portion only of each switch deck used) 

S_—Made from Centralab Switchkit. S:A and 
S»B are a 2-pole 5-position bakelite wafer while 
$:C is a ceramic 90-degree wafer. 

J—Closed-circuit microphone jack 

RFC—wMillen 34140 transmitting r-f choke 


applied to the plate voltage. Fixed bias of ap- 
proximately 125 volts is applied to the grid 
circuit of the 4-65A as a safety feature and to 
permit keying of the excitation to the stage. 
Modulator Unit The modulator deck of the 
transmitter includes a con- 
ventional speech amplifier which acts as a 


driver for a pair of 807’s in Class AB». The 
speech amplifier portion of the modulator uses 
the 6J5-6SJ7-6V6-GT circuit with feedback 
from the plate of the 6V6-GT to the plate of 
the 6SJ7. This speech amplifier circuit has 
proven completely reliable and satisfactory in 
all respects. 

The 807’s operate under the conditions rec- 


+ 1600 V. 
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Figure 13. 


TOP OF THE TRANSMITTER 
MAIN POWER SUPPLY. 


ommended by the manufacturer for modulator 
service with 120 watts output. These condi- 
tions are 750 volts on the plate, 300 volts on 
the screen and 32 volts of fixed negative grid 
bias. Actually the voltage applied to the plates 
of the 807 is slightly in excess of 750 volts 
without modulation but drops slightly below 
this value with full plate current being taken 
by the tubes. Standing plate current on the 
807’s without modulation is approximately 40 
ma. With full voice modulation plate current 
on the 807’s will kick up to approximately 
200 ma. on occasional peaks. 


Figure 14. 


UNDERCHASSIS OF THE 
MAIN POWER SUPPLY. 


When the phone-c.w. switch on the modu- 
lator deck is moved to the c-w position, fila- 
ment voltage is removed from all the tubes in 
the modulator unit, the secondary of the modu- 
lation transformer is shorted, and the series 
screen choke for the 4-65A final amplifier is 
removed from the circuit. The dimensions of 
the modulator chassis are 10 by 14 by 3 inches. 
Power Supply All supply voltages, except 
those for the exciter unit, are 
supplied by the power-supply deck at the 
bottom of the transmitter cabinet. High volt- 
age is derived from a dual-voltage bridge 
rectifier. The 750 volts for the modulators is 
taken from the center tap of the plate trans- 
former, while the 1600 volts for the final am- 
plifier is taken from the 816 auxiliary recti- 
fiers. Type 866A rectifiers are used in the 
bottom half of the bridge rectifier since the 
total of the plate current for the final amplifier 
and the plate current to the modulators passes 
through these tubes. This total plate: current 
passes also through the choke which is in the 
negative lead. Hence it is necessary to use a 
350-ma. choke in the negative return of the 
power supply. 

The 1600-volt portion of the supply has 
only the plate current for the final amplifier 
passing through it, so the smaller type 816 
rectifiers may be used. Additionally, since the 
plate current load of the final amplifier never 
exceeds 150 ma., the choke in this side of the 
power supply is rated at only 175 ma. Two 
10-ufd., 1000-volt filter capacitors connected 
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Figure 15. 
SCHEMATIC OF THE TRANSMITTER MAIN POWER SUPPLY. 


CH:—5-25 hy. 175-ma. choke (UTC S-30) 
CH.—10-hy. 350-ma. swinging choke (UTC CG-104) 
CH;, CH:—14-hy. 100-ma. filter chokes (UTC R-19) 
T:—1900 y. c.t. 360 ma. (UTC CG-302) 


T2—2.5 v. 6 a., 2.5 v. 6 a., 2.5 vy. 12 a. (UTC S-71) 


T;—750 v. c.f. 120 ma., 5 v. 4 a., 6.3 vy. 5 a. (UTC 


R-4) 


T:—-6.3-volt 2.5 a. filament transformer, reversed 


(UTC FT-4) 


in series across the output serve to filter the 
current delivered both at the 750-volt and 
1600-volt taps. A single filament transformer 
of the bridge-rectifier type is used to light 
the filaments of all four rectifier tubes. 

Screen voltage for the final amplifier and 
for the 807 modulators, plus the plate current 
drawn by the speech amplifier, is supplied by 
a small receiver-type power supply. A 5Y3-GT 
tube is used as rectifier in this supply. Grid 
bias voltage for the final amplifier and for the 
807 modulators is obtained from a simple 
plate supply with a 75-ma. selenium rectifier. 
High voltage for the selenium rectifier is ob- 
tained by back connecting a 115 to 6.3 volt 
filament transformer in such a manner that the 
6.3-volt winding of this transformer is con- 
nected to the 6.3-volt winding on the power 
transformer. The 115-volt winding on the 
transformer then is connected through the 
miniature selenium rectifier in the normal man- 
ner. It may be found necessary to vary the 


values of the resistors across the output of the 
grid bias supply in order to obtain the proper 
standing plate current on the 807 modulators. 


Meter Panel 
and Cabling 


Figure 16 shows all the inter- 
cabling between the decks in 
the transmitter. The meter 
panel is mounted at the top of the cabinet. 
Separate milliammeters are used to measure 
plate current of the final amplifier, grid cur- 
rent of the final amplifier, and plate current 
of the 807 modulators. As is indicated on the 
cabling diagram, all low voltage leads are 
laced together, but the 750-volt and 1600-volt 
leads are run directly from point to point. 
Standard high-tension ignition cable is used 
for all these leads. External connections to 
the equipment in addition to those indicated 
on the cabling diagram are the ground and key 
leads and the leads which go to the two termi- 
nals marked B+ switch on the rear of the ex- 
citer unit. These two B+ switch terminals on 
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Figure 16. 
CABLING DETAIL OF THE COMPLETE TRANSMITTER. 


Terminal strip TS-1 is on the final amplifier, TS-2 is on the modulator chassis, TS-3 is on the 
exciter unit, and TS-4 is on the main power supply at the bottom of the cabinet. Refer to figure 
8 for a photograph showing the cabling within the transmitter. 


the rear of the exciter could be shorted by the 
same switch or relay that shorts the terminals 
marked Com Switch. 


Crystal-Controlled 420-Mc. 


Transmitter 


Figures 17 and 18 illustrate a compact, 
crystal-controlled transmitter for operation on 
the 420-Mc. to 450-Mc. frequency band. The 
output stage is capable of delivering an output 
power of 6 to 10 watts with 50 watts input 
to the tubes. The complete r-f section uses 
only four stages, with the push-pull 15E final 
stage operating as a tripler. 


The first stage is a conventional oscillator- 
multiplier, with the plate circuit tuned in the 
vicinity of 23.5 Mc. The crystal used may be 
on one-half, one-third, or one-quarter of this 
frequency. In the unit illustrated the crystal 
is on 5.85 Mc., so the cathode coil is propor- 
tioned for a crystal in this range. The follow- 
ing 6AQ5 acts as a doubler, with output on 
about 47 Mc. 

The plate tank of the 6AQ5 doubler is in- 
ductively coupled to a split-stator tank in the 
grid circuit of the 829B. Coupling is purely 
inductive, with the two coils spaced about 1.5 
inches on centers. The 829B stage acts as a 
push-pull tripler, with a split-stator tank in 
its plate circuit tuned to about 141 Mc. The 


Figure 17. 


TOP PHOTOGRAPH OF 
THE 420-MC. 
TRANSMITTER. 

The general construction of 

the plate line of the 1I5E’s 


can be seen in this photo- 
graph, 


Figure 18. 


BOTTOM PHOTOGRAPH OF THE 420-MC. TRANSMITTER. 
The plate-type filament by-pass capacitors for the I15E filaments can be seen in this photograph. 
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Figure 19. 
SCHEMATIC OF THE 420-MC. CRYSTAL-CONTROLLED TRANSMITTER. 


Ci, C2—100-yufd. APC capacitors 
C;—25-yyufd. APC capacitor 


C:—30-yufd. per section small split stator (Hammar- 


lund HFD-30-X) 
Cs, Co—15-yuufd. per section split stator (Hammar- 
lund HFD-15-X) 
Li—-23 t. no. 24 enam. closewound on 54-inch form 
Lo—8 t. no. 14 bare 7” i.d., 7” long 
L;—7 t. no. 14 bare 54” i.d., 7g” long 


Li—10 ¢t. no. 14 bare 34” i.d., 134” long, center 
tapped 

L;-—3 t. no. 14 bare 52” i.d., 1’ long, center tapped 

L-—5 t. no. 14 bare 54” i.d., 13” long, center 
tapped 

$i—Wafer-type meter switch, ceramic deck for plate 
current and fiber deck for grid current 

Ti —6.3-volt 6-ampere filament transformer 


plate tank of the 829B is link coupled to an- 
other split-stator tank in the grid circuit of 
the 15E final stage. 

The output stage uses a pair of 15E triodes 
acting as a push-pull tripler to a frequency 
in the 420-Mc. range. With a crystal on 5.85 
Mc., the output frequency of the 15E tripler 
stage is 421.2 Mc. The output tank of the 
15E stage is a double coaxial line, with sep- 
arate tuning of the two sides of the dual line 
by means of shorting plungers. The load cir- 
cuit is inductively coupled to the dual co- 
axial line by means of a coupling loop which 


introduces the same amount of coupling to 
both halves of the dual coaxial line. 

The first three stages of the r-f unit should 
be operated from a power supply having an 
output voltage of 450 to 500 with a current 
capability of 125 to 150 ma. Grid current to 
the 829B will run from 5 to 8 ma., while 
plate current to this stage will be about 90 
ma. Grid current to the 15E output stage will 
be between 8 and 12 ma. with the exciter 
stages operating normally. Tuning of the 
resonant-line plate tank of the 15E’s is fairly 
critical, but with the stage unloaded a sub- 
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stantial dip in plate current at resonance will 
be obtained. With 500 volts on the tubes 
during the tune-up operation, the plate current 
on the 15E tubes will dip from about 60 ma. 
to about 25 ma. at resonance. After resonance 
has been reached, the plate voltage may be 
raised to a value of 600 to 800 volts for plate 
modulation, and to as high as 1250 volts for 
FM or c-w operation. 


Type 15E tubes are widely available on the 
surplus market, but a sizeable percentage of 
those available will be found to be gassy. 
Hence, a moderate stock of tubes should be 
on hand to insure that an operable pair with 
spares can, be obtained from the group avail- 
able. Also, extreme care must be taken in 
installing and removing the tubes from the 
output circuit. With the type of construction 
of the plate line shown in figure 17 it is neces- 
sary to remove the plate line before the tubes 
may be removed. Then, with the plate line 
disconnected from the plate pins, the grid caps 
may be removed and the tubes removed from 
their sockets. 


The unit is assembled on a 
metal chassis having dimen- 
sions of 10 by 12 by 3 inches. The first two 
stages are mounted in the usual manner, with 
APC-type capacitors for tuning the various 
circuits. The plate tank of the 829B and the 
grid tank of the 15E’s are supported above 
the chassis of the r-f unit by means of mount- 
ing brackets. 


Construction 


Construction of the plate lines for the 15E 
stage is shown on figure 19. The total length 


of the outer conductor of the plate lines is 6 
inches, with the active portion of the inner 
conductor about 458 inches at a frequency of 
421 Mc. Both plate lines are mounted on a 
plate having dimensions of 314 by 5 inches. 
The entire plate-line assembly operates at the 
d-c plate potential of the 15E tubes; hence it 
is a dangerous shock hazard, particularly dur- 
ing the tuning operation. 

The metal plate upon which the plate-line 
assembly is mounted is separated from the 
metal chassis of the unit by a sheet of insu- 
lating material with a thickness of about 1/16 
inch. It is suggested that the plate-line assem- 
bly be covered by a punched-metal shield cover 
to reduce the shock hazard; then the line 
tuning adjustment should be made with a 
neutralizing-type socket wrench made of in- 
sulating material. As a TVI-proofing measure 
the entire r-f assembly should be enclosed in 
a shield can, with appropriate filters on the 
supply voltage leads. Harmonics generated in 
the exciter portion of a u-h-f transmitter such 
as this can be quite troublesome even though 
the 140-Mc. and 420-Mc. frequencies of the 
transmitter are not likely to cause trouble. 

Note that the filament-block assembly of the 
socket for the 15E tubes includes plate-type 
by-pass capacitors from the ungrounded side 
of each filament to ground. Through a fila- 
ment-block arrangement such as this the 15E 
tubes may be operated in parallel from a 5- 
volt 8-ampere transformer, with one side of 
the transformer grounded, or they may be 
operated essentially in series from a 10-volt 
4-ampere transformer, with the center tap of 
the filament transformer returned to ground. 


CHAPTER TWENTY-FIVE 


Power Supplies 


In view of the high cost of iron-core com- 
ponents such as go to make up the bulk of a 
power supply, it is well to consider carefully 
the design of a new or rebuilt transmitter in 
terms of the minimum power supply require- 
ments which will permit the desired perform- 
ance to be obtained from the transmitter. 
Careful evaluation of the power supply re- 
quirements of alternative transmitter arrange- 
ments will permit the selection of that trans- 
mitter arrangement which requires the mini- 
mum of power supply components, and which 
makes most efficient use of such power sup- 
plies as are required. 

Although low-level modulation systems for 
obtaining amplitude modulation of the trans- 
mitter have been little used by amateurs, the 
fact that plate dissipation in the final r-f stage 
of the transmitter can be obtained relatively 
inexpensively makes low-level AM _ systems 
well worth serious consideration. It is almost 
certainly true that a carrier power output from 
the transmitter of 300 to 400 watts can be 
obtained least expensively in the amateur 
transmitter through the use of a pair of high- 
plate-dissipation tubes in the final stage oper- 
ating either as a linear amplifier or as a grid- 
bias modulated, screen-modulated, or cathode- 
modulated stage. 

If TVI is a serious problem in the locality 
of the transmitter, the lowest possible amount 
of harmonic generation in the final stage cer- 
tainly can be obtained through the operation 
of the final as a class B amplifier. The only 
type of operation for which a class B ampli- 


fier may not be used is high-level plate modu- 
lation. The class B amplifier in the final may 
be used as a c-w amplifier, an FM amplifier, 
an amplifier of a single-sideband signal, or as 
a linear amplifier for amplitude modulation. 
If class B linear operation is desired, the stage 
which precedes the final may be plate modu- 
lated in the normal manner. In fact, it will 
not be necessary even to include a swamping 
resistor on the grid circuit of the final stage 
if that stage is operated as a grounded-grid 
r-f amplifier with cutoff bias on the grounded- 
grid tube. 


25-1 Power Supply 


Design 


A power supply for a transmitter or for a 
unit of station equipment should be designed 
in such a manner that it is capable of deliv- 
ering the required current at a specified voltage, 
that it has a degree of regulation consistent 
with the requirements of the application, that 
its ripple level at full current is sufficiently 
low for the load which will be fed, that its 
internal impedance is sufficiently low for the 
job, and that none of the components shall be 
overloaded with the type of operation con- 
templated. 

The meeting of all the requirements of the 
previous paragraph is not always a straight- 
forward and simple problem. In many cases 
compromises will be involved, particularly 
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when the power supply is for an amateur sta- 
tion and a number of components already on 
hand must be fitted into the plan. As much 
thought and planning should be devoted to 
the power-supply complement of an amateur 
station as usually is allocated to the r-f and 
a-f components of the station. 

The arrival at the design for the power 
supply for use in a particular application may 
best be accomplished through the use of a 
series of steps, with reference to the data in 
this chapter in arriving at the values of com- 
ponents to be used. The first step is to estab- 
lish the operating requirements of the power 
supply. In general these are: 


1. Output voltage required under full load. 


2. Minimum, normal, and peak output cur- 
rent. 


3. Voltage regulation required over the cur- 
rent range. 


4. Ripple voltage limit. 


5. Rectifier circuit to be used. 


The output voltage required of the power 
supply is more or less established by the oper- 
ating conditions of the tubes which it will 
supply. The current rating of the supply, how- 
ever, is not necessarily tied down by a particu- 
lar tube combination. It is always best to 
design a power supply in such a manner that 
it will have the greatest degree of flexibility; 
this procedure will in many cases allow an 
existing power supply to be used without 
change as a portion of a new transmitter or 
other item of station equipment. So the cur- 
rent rating of a new power supply should be 
established by taking into consideration not 
only the requirements of the tubes which it 
immediately will feed, but also with full con- 
sideration of the best matching of power sup- 
ply components in the most economical cur- 
rent range which still will meet the require- 
ments. It is often long-run economy, however, 
to allow for any likely additional equipment 
to be added in the near future. 


Current-Rating The minimum current drain 
Considerations which will be taken from a 

power supply will be, in 
most cases, merely the bleeder current. There 
are many cases where a particular power supply 
will always be used with a moderate or heavy 
load upon it, but when the supply is a portion 
of a transmitter it is best to consider the mini- 


mum drain as that of the bleeder. The mini- 
mum current drain from a power supply is of 
importance since it, in conjunction with the 
nominal voltage of the supply determines the 
minimum value of inductance which the input 
choke must have to keep the voltage from 
soaring when the external load is removed. 

The normal current rating of a power supply 
usually is a round-number value chosen on the 
basis of the transformers and chokes on hand 
or available from the catalog of a reliable 
manufacturer. The current rating of a supply 
to feed a steady load such as a receiver, a speech 
amplifier, or a continuously-operating r-f stage 
should be at least equal to the steady drain of 
the load. However, other considerations come 
into play in choosing the current rating for a 
keyed amplifier, an amplifier of SSB signals, or 
a class B modulator. In the case of a supply 
which will feed an intermittent load such as 
these, the current ratings of the transformers 
and chokes may be /ess than the maximum 
current which will be taken; but the current 
ratings of the rectifier tubes to be used should 
be at least equal to the maximum current 
which will be taken. That is to say that 300- 
ma. transformers and chokes may be used in 
the supply for a modulator whose resting cur- 
rent is 100 ma. but whose maximum current 
at peak signal will kick to 500 ma. However, 
the rectifier tubes should be capable of handling 
the full 500 ma. 


The iron-core components of a power supply 
which feeds an intermittent load may be chosen 
on the basis of the current as averaged over a 
period of several minutes, since it is heating 
effect of the current which is of greatest im- 
portance in establishing the ratings of such 
components. Since iron-core components have 
a relatively large amount of thermal inertia, 
the effect of an intermittent heavy current is 
offset to an extent by a key-up period or a 
period of low modulation in the case of a 
modulator. However, the current rating of a 
rectifier tube is established by the magnitude 
of the emission available from the filament of 
the tube; the maximum emission must not be 
exceeded even for a short period or the recti- 
fier tube will be damaged. The above con- 
siderations are predicated, however, on the 
assumption that none of the iron-core compo- 
nents will become saturated due to the high 
intermittent current drain. If good-quality 
components of generous weight are chosen, 
saturation will not be encountered. 
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Voltage Regulation The general subject of 
voltage regulation can 
really be divided into two sub-problems, which 
differ greatly in degree. The first, and more 
common, problem is the case of the normal 
power supply for a transmitter modulator, 
where the current drain from the supply may 
vary over a ratio of four or five to one. In this 
case we desire to keep the voltage change 
under this varying load to a matter of 10 or 
15 per cent of the operating voltage under full 
load. This is a quite different problem from 
the design of a power supply to deliver some 
voltage in the vicinity of 250 volts to an 
oscillator which requires two or three milli- 
amperes of plate current; but in this latter case 
the voltage delivered to the oscillator must be 
constant within a few volts with small varia- 
tions in oscillator current and with large varia- 
tions in the a-c line voltage which feeds the 
oscillator power supply. An additional voltage 
regulation problem, intermediate in degree be- 
tween the other two, is the case where a load 
must be fed with 10 to 100 watts of power 
at a voltage below 500 volts, and still the 
voltage variation with changes in load and 
changes in a-c line voltage must be held to a 
few volts at the output terminals. 

These three problems are solved in the nor- 
mal type of installation in quite different man- 
ners. The high-power case where output voltage 
must be held to within 10 to 20 per cent is 
normally solved by using the proper value of 
inductance for the input choke and_ proper 
value of bleeder at the output of the power 
supply. The calculations are simple: the in- 
ductance of the power-supply input choke at 
minimum current drain from the supply should 
be equal in henries to the load resistance on 
the supply (at minimum load current) di- 
vided by 1000. This value of inductance is 
called the critical inductance and it is the mini- 
mum value of inductance which will keep the 
output voltage from soaring in a choke-input 
power supply with minimum load upon the 
output. The minimum load current may be 
that due to the bleeder resistor alone, or it may 
be due to the bleeder plus the minimum drain 
of the modulator or amplifier to which the sup- 
ply is connected. 

The low-voltage low-current supply, such as 
would be used for a v.f.o. or the high-fre- 
quency oscillator in a receiver, usually is regu- 
lated with the aid of glow-discharge gaseous- 
regulator tubes. These regulators are usually 


called “VR tubes.” Their use in various types 
of power supplies is discussed in Section 25-5. 
The electronically-regulated power supply, such 
as is used in the 20 to 100 watts power output 
range, also is discussed later on in this chapter 
and examples are given. 


Ripple 
Considerations 


The ripple-voltage limitation 
imposed upon a power sup- 
ply is determined by the load 
which will be fed by the supply. The tolerable 
ripple voltage from a supply may vary from 
perhaps 5 per cent for a class B or class C am- 
plifier which is to be used for a c-w stage or 
amplifier of an FM signal down to a few 
hundredths of one per cent for the plate-volt- 
age supply to a low-level voltage amplifier in 
a speech amplifier. The usual value of ripple 
voltage which may be tolerated in the supply 
for the majority of stages of a phone transmit- 
ter is between 0.1 and 2.0 per cent. 

In general it may be stated that, with 60- 
cycle line voltage and a single-phase rectifier 
circuit, a power supply for the usual stages in 
the amateur transmitter will be of the choke- 
input type witha single pi-section filter follow- 
ing the input choke. A c-w amplifier or other 
stage which will tolerate up to 5 per cent 
ripple may be fed from a power supply whose 
filter consists merely of an adequate-size input 
choke and a single filter capacitor. 

A power supply with input choke and a 
single capacitor also will serve in most cases to 
feed a class B modulator, provided the output 
capacitor in the supply is sufficiently large. 
The output capacitor in this case must be 
capable of storing enough energy to supply the 
peak-current requirement of the class B tubes 
on modulation peaks. The output capacitor 
for such a supply normally should be between 
4 wfd. and 10 ufd. 

Capacitances larger than 10 ufd. involve a 
high initial charging current when the supply 
is first turned on, so that an unusually large 
input choke should be used ahead of the capa- 
citor to limit the peak-current surge through 
the rectifier tubes. A capacitance of less than 
4 ufd. may reduce the power output capability 
of a class B modulator when it is passing the 
lower audio frequencies, and in addition may 
superimpose a low-frequency “growl” on the 
output signal. This growl will be apparent 
only when the supply is delivering a relatively 
high power output; it will not be present when 
modulation is at a low level. 
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TO FULL- WAVE RIPPLE IN TERMS OF C AT FULL LOAD 


RECTIFIER 
———— CAPACITANCE, C PERCENT RIPPLE 
2 UF 13.1 
5-25 3 UF 8.5 
HY 25 000 4 UF 6.2 
c 6 UF 4.0 
s FIGURE 1 


TO FULL-WAVE RIPPLE IN TERMS OF LOAD RESISTANCE 
RECTIFIER 
LOAD, OHMS PERCENT RIPPLE 


25000 (BLEEDER ONLY) 0.02 


1OHY 15000 0.04 
25000 
Stein ie 10000 0.06 
5000 0.1 
abs 3000 0.17 
rm 2000 0.25 
FIGURE 2 


TO FULL-WAVE RIPPLE IN TERMS OF C1 AND C2 AT FULL LOAD 


RECTIFIER 
eee Ca C2 PERCENT RIPPLE 
2 2 1.2 
3 2 0.7 
25000 4 4 0.25 
8 8 0.06 


When a stage such as a low-level audio 
amplifier requires an extremely low value of 
ripple voltage, but when regulation is not of 
importance to the operation of the stage, the 
high degree of filtering usually is obtained 
through the use of a resistance-capacitance filter. 
This filter usually is employed in addition to 
the choke-capacitor filter in the power supply 
for the higher-level stages, but in some cases 
when the supply is to be used only to feed 
low-current stages the entire filter of the power 
supply will be of the resistance-capacitance 
type. Design data for resistance-capacitance 
filters is given in a following paragraph. 

When a low-current stage tequires very low 
ripple in addition to excellent voltage regula- 
tion, the power supply filter often will end 
with one or more gaseous-type voltage-regula- 
tor tubes. These VR tubes give a high degree 
of filtering in addition to their voltage-regu- 
lating action, as is obvious from the fact that 
the tubes tend to hold the voltage drop across 
their elements to a very constant value regard- 
less of the current passing through the tube. 
The VR tube is quite satisfactory for improv- 
ing both the regulation and ripple character- 
istics of a supply when the current drain will 
not exceed 25 to 35 ma. depending upon the 
type of VR tube. Some types are rated at a 
maximum current drain of 30 ma. while others 
are capable of passing up to 40 ma. without 


damage. In any event the minimum current 
through the VR tube will occur when the asso- 
ciated circuit is taking maximum current. This 
minimum current requirement is 5 ma. for all 
types of gaseous-type voltage-regulator tubes. 

Other types of voltage-regulation systems, in 
addition to VR tubes, exhibit the added char- 
acteristic of offering a low value of ripple 
across their output terminals. The electronic- 
type of voltage-regulated power supply is capa- 
ble of delivering an extremely small value of 
ripple across its output terminals, even though 
the rectifier-filter system ahead of the regula- 
tor delivers a relatively high value of ripple, 
such as in the vicinity of 5 to 10 per cent. 
In fact, it is more or less self evident that the 
better the regulation of such a supply, the 
better will be its ripple characteristic. It must 
be remembered that the ripple output of a volt- 
age-regulated power supply of any type will rise 
rapidly when the load upon the supply is so 
high that the regulator begins to lose control” 
This will occur in a supply of the electronic 
type when the voltage ahead of the series regu- 
lator tube falls below a value equal to the 
sum of the minimum drop across the tube at 
that value of current, plus the output voltage. 
In the case of a shunt regulator of the VR- 
tube type, the regulating effect will fail when 
the current through the VR tube falls below 
the usual minimum value of about 5 ma. 


Calculation of 
Ripple 


Although figures 1, 2 and 3 
give the value of ripple volt- 
age for several more or less 
standard types of filter systems, it is often of 
value to be able to calculate the value of ripple 
voltage to be expected with a particular set of 
filter components. Fortunately, the approxi- 
mate ripple percentage for normal values of 
filter components may be calculated with the 
aid of rather simple formulas. In the two 
formulas to follow it is assumed that the line 
frequency is 60 cycles and that a full wave or 
a full-wave bridge rectifier is being used. For 
the case of a single-section choke-input filter 
as illustrated in figure 1, or for the ripple at 
the output of the first section of a two-section 
choke input filter the equation is as follows: 


118 
Per cent ripple = —— 


LGCAL 


where LC is the product of the input choke 
inductance in henrys (at the operating current 
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to be used) and the capacitance which follows 
this choke expressed in microfarads. 

In the case of a two-section filter, the per 
cent ripple at the output of the first section is 
determined by the above formula. Then this 
percentage is multiplied by the filter reduction 
factor of the following section of filter. This 
reduction factor is determined through the use 
the following formula: 


LC-1 
Filter reduction factor = —— 
1.76 


Where LC again is the product of the in- 
ductance and capacitance of the filter section. 
The reduction factor will turn out to be a 
decimal value, which is then multiplied by the 
percentage ripple obtained from the use of the 
preceding formula. 

As an example, take the case of the filter 
diagrammed in figure 4. The LC product of 
the first section is 16. So the ripple to be ex- 
pected at the output of the first section will be: 
118/(16-1) or 118/15, which gives 7.87 per 
cent. Then the second section, with an LC 
product of 48, will give a reduction factor of: 
1.76/ (48-1) or 1.76/47 or 0.037. Then the 
ripple percentage at the output of the total 
filter will be: 7.87 times 0.037 or slightly 
greater than 0.29 per cent ripple. 


Resistance- Jn many applications where the 
Capacitance current drain is relatively small, 
Filters so that the voltage drop across 


the series resistors would not be 
excessive, a filter system made up of resistors 
and capacitors only may be used to advantage. 
In the normal case, where the reactance of the 
shunting capacitor is very much smaller than 
the resistance of the load fed by the filter sys- 
tem, the ripple reduction per section is equal 
to 1/(27RC). In terms of the 120-cycle rip- 
ple from a full-wave rectifier the ripple-reduc- 
tion factor becomes: 1.33/RC where R is ex- 
pressed in thousands of ohms and C in micro- 
farads. For 60-cycle ripple the expression is: 
2.66/RC with R and C in the same quantities 
as above. 


Filter System 
Resonance 


Many persons have noticed, 
particularly when using an in- 
put choke followed by a 2-ufd. 
first filter capacitor, that at some value of load 
current the power supply will begin to hum ex- 
cessively and the rectifier tubes will tend to 
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8HY 12 HY 
TO FULL-WAVE 
RECTIFIER 
aS 4 UF 
Figure 4, 
SAMPLE FILTER FOR CALCULATION 
OF RIPPLE. 


flicker or one tube will seem to take all the 
load while the other tube dims out. If the pow- 
er supply is shut off and then again started, it 
may be the other tube which takes the load; or 
first one tube and then the other will take the 
load as the current drain is varied. This condi- 
tion, as well as other less obvious phenomena 
such as a tendency for the first filter capacitor 
to break down regardless of its voltage rating 
or for rectifier tubes to have short life, results 
from resonance in the filter system following 
the high-voltage rectifier. 

The condition of resonance is seldom en- 
countered in low-voltage power supplies since 
the capacitors used are usually high enough so 
that resonance does not occur. But in high- 
voltage power supplies, where both choke in- 
ductance and filter capacitance are more expen- 
sive, the condition of resonance happens fre- 
quently. The product of inductance and capa- 
citance which resonates at 120 cycles is 1.77. 
Thus a l-ufd. capacitor and a 1.77-henry choke 
will resonate at 120 cycles. In almost any 
normal case the LC product of any section in 
the filter system will be somewhat greater 
than 1.77, so that resonance at 120 cycles will 
seldom take place. But the LC product for 
resonance at 60 cycles is about 7.1. This is a 
value frequently encountered in the input sec- 
tion of a high-voltage power supply. It occurs 
with a 2-ufd. capacitor and a choke which has 
3.55 henrys of inductance at some current 
value. With a 2-ufd. filter capacitor following 
this choke, resonance will occur at the current 
value which causes the inductance of the choke 
to be 3.55 henrys. When this resonance does 
occur, one rectifier tube (assuming mercury- 
vapor types) will dim and the other will be- 
come much brighter. 

Thus we see that we must avoid the LC 
products of 1.77 and 7.1. With a swinging- 
type input choke, whose inductance varies over 
a 5-to-l range, we see that it is possible for 
resonance to occur at 60 cycles at a low value 


564 Power Supplies 


THE RADIO 


of current drain, and then for resonance to 
occur at 120 cycles at approximtaely full load 
on the power supply. Since the LC product 
must certainly be greater than 1.77 for satis- 
factory filtering along with peak-current limi- 
tation on the rectifier tubes, we see that with 
a swinging-type input choke the LC product 
must still be greater than 7.1 at maximum 
current drain from the power supply. To allow 
a reasonable factor of safety, it will be well 
to keep the LC product at maximum current 
drain above the value 10. 

From the above we see that we can just get 
by with a 2-ufd. first capacitor following the 
input choke when this choke is of the more- 
or-less standard 5-25 henry swinging variety. 
Some of the less expensive types of chokes 
swing from about 3 to 12 henrys, so we see 
that the first capacitor must be greater than 2 
ufd. to avoid resonance with these chokes. A 
3-ufd. capacitor may be used if available, but a 
standard 4-ufd. unit will give a greater safety 
factor. 


25-2 Rectification 


Circuits 


There are a large number of rectifier cir- 
cuits that may be used in the power supplies 
for station equipment. But the simpler circuits 
are more satisfactory for the power levels up 
to the maximum permitted the radio amateur. 
Figure 5 shows the three most common cir- 
cuits used in power supplies for amateur equip- 
ment. 


Half-Wave 
Rectifiers 


A half-wave rectifier, as shown 
in figure 5A, passes one half of 
the wave of each cycle of the 
alternating current and blocks the other half. 
The output current is of a pulsating nature, 
which can be smoothed into pure, direct cur- 
rent by means of filter circuits. Half-wave 
rectifiers produce a pulsating current which has 
zero output during one-half of each a-c cycle; 
this makes it difficult to filter the output prop- 
erly into d.c. and also to secure good voltage 
regulation for varying loads. 


Full-Wave 
Rectifiers 


A full-wave rectifier consists of 
a pair of half-wave rectifiers 
working on opposite halves of 
the cycle, connected in such a manner that each 
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Figure 5. 
MOST COMMON RECTIFIER CIRCUITS. 


(A) shows a half-wave rectifier circuit, (B) is 

the standard full-wave rectifier circuit used 

with a dual rectifier or two rectifier tubes, 
and (C) is the bridge rectifier circuit. 


half of the rectified a-c wave is combined in 
the output as shown in figure 6. This pulsat- 
ing unidirectional current can be filtered to 
any desired degree, depending upon the par- 
ticular application for which the power supply 
is designed. 

A full-wave rectifier may consist of two 
plates and a filament, either in a single glass 
or metal envelope for low-voltage rectification 
or in the form of two separate tubes, each hav- 
ing a single plate and filament for high-voltage 
rectification. The plates are connected across 
the high-voltage a-c power transformer wind- 
ing, as shown in figure 5B. The power trans- 
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former is for the purpose of transforming the 
110-volt a-c line supply to the desired second- 
ary a-c voltages for filament and plate supplies. 
The transformer delivers alternating current to 
the two plates of the rectifier tube; one of 
these plates is positive at any instant during 
which the other is negative. The center point 
of the high-voltage transformer winding is 
usually grounded and is, therefore, at zero volt- 
age, thereby constituting the negative B con- 
nection. 

While one plate of the rectifier tube is con- 
ducting, the other is inoperative, and vice versa. 
The output voltages from the rectifier tubes 
are connected together through the common 
rectifier filament circuit. Thus the plates alter- 
nately supply pulsating current to the output 
(load) circuit. The rectifier tube filaments or 
cathodes are always positive in polarity with 
respect to the plate transformer in this type 
of circuit. 

The output current pulsates 120 times per 
second for a full-wave rectifier connected to a 
60-cycle a-c line supply; hence the output of 
the rectifier must pass through a filter to smooth 
the pulsations into direct current. Filters are 
designed to select or reject alternating cur- 
rents; those most commonly used in a-c power 
supplies are of the /ow-pass type. This means 
that pulsating currents which have a frequency 
below the cut-off frequency of the filter will 
pass through the filter to the load. Direct cur- 
rent can be considered as alternating current of 
zero frequency; this passes through the low- 
pass filter. The 120-cycle pulsations are simi- 
lar to alternating current in characteristic, so 
that the filter must be designed to have a 
cutoff at a frequency lower than 120 cycles 
(for a 60 cycle a-c supply). 


Bridge The bridge rectifier (figure 
Rectification SC) is a type of full-wave 

circuit in which four rectifier 
elements or tubes are operated from a signal 
high-voltage winding on the power trans- 
former. 

While twice as much output voltage can be 
obtained from a bridge rectifier as from a 
center-tapped circuit, the permissible output 
current is only one-half as great for a given 
power transformer. In the bridge circuit, four 
rectifiers and three filament heating transform- 
er windings are needed, as against two rectifiers 
and one filament winding in the center-tapped 
full-wave circuit. In a bridge rectifier circuit, 
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Figure 6. 
FULL-WAVE RECTIFICATION. 


Showing transformer secondary voltage, the 
rectified output of each tube, the combined 
output of the rectifier, the smoothed voltage 
after one section of filter, and the substan- 
tially pure d.c. output of the rectifier-filter 
after additional sections of filter. 


the inverse peak voltage impressed on any one 
rectifier tube is halved, which means that tubes 
of lower peak voltage rating may be used for 
a given voltage output. 


The Standard Power Supply 
Circuits 


Choke input is shown for all three of the 
standard circuits of figure 5, since choke input 
gives the best utilization of rectifier-tube and 
power transformer capability, and in addition 
gives much better regulation. Where greater 
output voltage is a requirement, where the 
load is relatively constant so that regulation is 
not of great significance, and where the recti- 
fier tubes will be operated well within their 
peak-current ratings, the capacitor-input type of 
filter may be used. 

The capacitor-input filter gives a no-load 
output voltage equal approximately to the peak 
voltage being applied to the rectifier tubes. At 
full load, the d-c output voltage is usually 
slightly above the secondary a-c voltage of the 
transformer, with the normal values of capaci- 
tance at the input to the filter. With large 
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Figure 7. 
SPECIAL SINGLE-PHASE RECTIFICATION CIRCUITS. 


A description of the application and operation of each of these special circuits is given in 
the accompanying text. 


values of input capacitance, the output voltage 
will run somewhat higher than the r-m-s sec- 
ondary voltage applied to the tubes, but the 
peak current flowing through the rectifier tubes 
will be many times as great as the d-c output 
current of the power supply. The half-wave 
rectifier of figure SA is commonly used with 
capacitor input and resistance-capacitance filter 
as a high-voltage supply for a cathode-ray tube. 
In this case the current drain is very small so 
that the peak-current rating of the rectifier 
tube seldom will be exceeded. 

The circuit of figure 5B is most commonly 
used in medium-voltage power supplies since 
this circuit is the most economical of filament 
transformers, rectifier tubes and sockets, and 
space. But the circuit of figure 5C, commonly 
called the “bridge” rectifier, gives better “trans- 
former utilization” so that the circuit is most 
commonly used in higher powered supplies. 
The circuit has the advantage that the entire 
secondary of the transformer is in use at all 
times, instead of each side being used alter- 
nately as in the case of the full-wave rectifier. 


As a point of interest, the current flow through 
the secondary of the plate transformer is a sub- 
stantially pure a-c wave as a result of better 
transformer utilization, instead of the pulsat- 
ing d-c wave through each half of the power 
transformer secondary in the case of the full- 
wave rectifier. 

The circuit of figure 5C will give the great- 
est value of output power for a given trans- 
former weight and cost in a single-phase power 
supply as illustrated. But in attempting to 
bridge rectify the whole secondary of a trans- 
former designed for a full-wave rectifier, in 
order to obtain doubled output voltage, make 
sure that the insulation rating of the trans- 
former to be used is adequate. In the bridge 
rectifier circuit the center of the high-voltage 
winding is at a d-c potential of one-half the 
total voltage output from the rectifier. In a 
normal full-wave rectifier the center of the 
high-voltage winding is grounded. So in the 
bridge rectifier the entire high-voltage second- 
ary of the transformer is subjected to twice the 
peak-voltage stress that would exist if the 
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same transformer were used in a full-wave 
rectifier. High-quality full-wave transformers 
will withstand bridge operation quite satisfac- 
torily so long as the total output voltage from 
the supply is less than perhaps 4500 volts. But 
inexpensive transformers, whose insulation is 
just sufficient for full-wave operation, will 
break down when bridge rectification of the 
entire secondary is attempted. 


Special Single- 
Phase Rectification 
Circuits 


Figure 7 shows six cir- 
cuits which may prove 
valuable when it is de- 
sired to obtain more 
than one output voltage from one plate trans- 
former or where some special combination of 
voltages is required. Figure 7A shows a more 
or less common method for obtaining full volt- 
age and half voltage from a bridge rectifica- 
tion circuit. With this type of circuit separate 
input chokes and filter systems are used on 
both output voltages. If a transformer de- 
signed for use with a full-wave rectifier is used 
in this circuit, the current drain from the full- 
voltage tap is doubled and added to the drain 
from the half-voltage tap to determine whether 
the rating of the transformer is being exceed- 
ed. Thus if the transformer is rated at 1250 
volts at 500 ma. it will be permissible to pull 
250 ma. at 2500 volts with no drain from the 
1250-volt tap, or the drain from the 1250- 
volt tap may be 200 ma. if the drain from the 
2500-volt tap is 150 ma., and so forth. 

Figure 7B shows a system which may be 
convenient for obtaining two voltages which 
are not in a ratio of 2 to 1 from a bridge-type 
rectifier; a transformer with taps along the 
winding is required for the circuit however. 
With the circuit arrangement shown the voltage 
from the tap will be greater than one-half the 
voltage at the top. If the circuit is changed so 
that the plates of the two rectifier tubes are 
connected to the outside of the winding in- 
stead of to the taps, and the cathodes of the 
other pair are connected to the taps instead of 
to the outside, the total voltage output of the 
rectifier will be the same, but the voltage at the 
tap position will be /ess than half the top volt- 
age. 

An interesting variable-voltage circuit is 
shown in figure 7C. The arrangement may be 
used to increase or decrease the output voltage 
of a conventional power supply, as represented 
by transformer T:, by adding another filament 
transformer to isolate the filament circuits of 
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the two rectifier tubes and adding another plate 
transformer between the filaments of the two 
tubes. The voltage contribution of the added 
transformer T. may be subtracted from or added 
to the voltage produced by T: simply by revers- 
ing the double-pole double-throw switch S. A. 
serious disadvantage of this circuit is the fact 
that the entire secondary winding of trans- 
former T» must be insulated for the total out- 
put voltage of the power supply. 

An arrangement for operating a full-wave 
rectifier from a plate transformer not equipped 
with a center tap is shown in figure 7D. The 
two chokes L: must have high inductance rat- 
ings at the operating current of the plate sup- 
ply to hold down the a-c current load on the 
secondary of the transformer since the total 
peak voltage output of the plate transformer 
is impressed across the chokes alternately. How- 
ever, the chokes need only have half the cur- 
rent rating of the filter choke L: for a certain 
current drain from the power supply since only 
half the current passes through each choke. 
Also, the two chokes L: act as input chokes so 
that an additional swinging choke is not re- 
quired for such a power supply. 

A conventional two-voltage power supply 
with grounded transformer center tap is shown 
in figure 7E. The output voltages from this 
circuit are separate and not additive as in the 
circuit of figure 7B. Figure 7F is of advantage 
when it is desired to operate Class B modula- 
tors from the half-voltage output of a bridge 
power supply and the final amplifier from the 
full voltage output. Both Li and L: should be 
swinging chokes but the total drain from the 
power supply passes through L: while only 
the drain of the final amplifier passes through 
L». Capacitors C: and C: need be rated at only 
half the maximum output voltage of the power 
supply, plus the usual safety factor. This ar- 
rangement is also of advantage in holding down 
the “key-up” voltage of a c-w transmitter since 
both L: and Lz are in series, and their induct- 
ances are additive, insofar as the “critical in- 
ductance” of a choke-input filter is concerned. 
If 4 ufd. capacitors are used at both C: and C: 
adequate filter will be obtained on both plate 
supplies for hum-free radiophone operation. 


Polyphase It is usual practice in com- 
Rectification mercial equipment installa- 
Circuits tions when the power drain 


from a plate supply is to be 
greater than about one kilowatt to use a poly- 
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COMMON POLYPHASE-RECTIFICATION 
CIRCUITS. 


These circuits are used when polyphase power 
is available for the plate supply of a high- 
power transmitter. The circuit at (B) is also 
called a _ three-phase full-wave rectification 
system. The circuits are described in the 
accompanying text. 
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phase rectification system. Such power sup- 
plies offer better transformer utilization, less 
ripple output, and better power factor in the 
load placed upon the a-c line. However, such 
systems require a source of three-phase (or 
two-phase with Scott connection) energy. Sev- 
eral of the more common polyphase rectifica- 
tion circuits with their significant characteris- 
tics are shown in figure 8. The increase in 
ripple frequency and decrease in percentage of 
ripple is apparent from the figures given in 
figure 8. The circuit of figure 8C gives the best 
transformer utilization as does the bridge cir- 
cuit in the single-phase connection. The circuit 
has the further advantage that there is no 
average d-c flow in the transformer, so that 
three single-phase transformers may be used. 
A tap at half-voltage may be taken at the junc- 
tion of the star transformers, but there will be 


d-c flow in the transformer secondaries with 
the power supply center tap in use. The circuit 
of figure 8A has the disadvantage that there 
is an average d-c flow in each of the windings. 
Rectifiers | Rectifying elements in high-volt- 
age plate supplies are almost in- 
variably electron tubes of either the high- 
vacuum of mercury-vapor type, although sele- 
nium rectifier stacks containing a large number 
of elements are often used. Low-voltage high- 
current supplies may use argon gas rectifiers 
(Tungar tubes), selenium rectifiers, or other 
types of dry-disc rectification elements. The re- 
cently introduced xenon rectifier tubes offer 
some advantage over mercury-vapor rectifiers 
for high-voltage applications where extreme 
temperature ranges are likely to be encoun- 
tered. However, such rectifiers (3B25 for ex- 
ample) are considerably more expensive than 
their mercury-vapor counterparts. 


Peak Inverse Plate 
Voltage and Peak 
Plate Current 


In an a-c circuit, the 
maximum peak voltage 
or current is V2 or 
1.41 times that indicat- 
ed by the a-c meters in the circuit. The meters 
read the root-mean-square (r.m.s.) values, 
which are the peak values divided by 1.41 
for a sine wave. 

If a potential of 1,000 r.m.s. volts is ob- 
tained from a high-voltage secondary winding 
of a transformer, there will be 1,410-volts peak 
potential from the rectifier plate to ground. In 
a single-phase supply the rectifier tube has this 
voltage impressed on it, either positively when 
the current flows or “inverse” when the current 
is blocked on the other half-cycle. The inverse 
peak voltage which the tube will stand safely is 
used as a rating for rectifier tubes. At higher 
voltages the tube is liable to arc back, thereby 
destroying or damaging it. The relations be- 
tween peak inverse voltage, total transformer 
voltage and filter output voltage depend upon 
the characteristics of the filter and rectifier cir- 
cuits (whether full- or half-wave, bridge, 
single-phase or polyphase, etc.). 

Rectifier tubes are also rated in terms of 
peak plate current. The actual direct load cur- 
rent which can be drawn from a given rectifier 
tube or tubes depends upon the type of filter 
circuit. A full-wave rectifier with capacitor in- 
put passes a peak current several times the di- 
rect load current. 

In a filter with choke input, the peak cur- 
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rent is not much greater than the load current 
if the inductance of the choke is fairly high 
(assuming full-wave rectification). 

A full-wave rectifier with two rectifier ele- 
ments requires a transformer which delivers 
twice as much a-c voltage as would be the case 
with a half-wave rectifier or bridge rectifier. 


Mercury-Vapor 
Rectifier Tubes 


The inexpensive mercury- 
vapor type of rectifier tube 
is almost universally used 
in the high-voltage plate supplies of amateur 
and commercial transmitters. Most amateurs 
are quite familiar with the use of these tubes 
but it should be pointed out that when new or 
long-unused mercury-vapor tubes are first 
placed in service, the filaments should be oper- 
ated at normal temperature for approximately 
twenty minutes before plate voltage is applied, 
in order to remove all traces of mercury from 
the cathode and to clear any mercury deposit 
from the top of the envelope. After this pre- 
liminary warm-up with a new tube, plate volt- 
age may be applied within 20 to 30 seconds 
after the time the filaments are turned on, 
each time the power supply is used. If plate 
voltage should be applied before the filament 
is brought to full temperature, active material 
may be knocked from the oxide-coated fila- 
ment and the life of the tube will be greatly 
shortened. 

Small r-f chokes must sometimes be con- 
nected in series with the plate leads of mer- 
cury-vapor rectifier tubes in order to prevent 
the generation of radio-frequency hash. These 
r-f chokes must be wound with sufficiently 
heavy wire to carry the load current and must 
have enough inductance to attenuate the r-f 
parasitic noise current to prevent it from flow- 
ing in the filter supply leads and then being 
radiated into nearby receivers. Manufactured 
mercury-vapor rectifier hash chokes are avail- 
able in various current ratings from the James 
Millen Manufacturing Company in Malden, 
Mass., and from the J. W. Miller Company in 
Los Angeles. 

When mercury-vapor rectifier tubes are oper- 
ated in parallel in a power supply, small re- 
sistors or small iron-core choke coils should be 
connected in series with the plate lead of 
each tube. These resistors or inductors tend to 
create an equal division of plate current be- 
tween parallel tubes and prevent one tube from 
catrying the major portion of the current. 
When high vacuum rectifiers are operated in 
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Circuits such as shown above are also fre- 

quently called line-rectifier circuits. Selenium 

rectifiers, vacuum diodes, or gas diodes may 

be used as the rectifying elements in these 
circuits. 


parallel, these chokes or resistors are not re- 
quired. ‘ 


Transformerless 
Power Supplies 


Figure 9 shows a group of 
five different types of trans- 
formerless power supplies 
which are operated directly from the a-c line. 
Circuits of the general type are normally found 
in a.c.-d.c. receivers but may be used in low- 
powered exciters and in test instruments. 
When circuits such as shown in (A) and (B) 
are operated directly from the a-c line, the 
rectifier element simply rectifies the line cur- 
rent and delivers the alternate half cycles of 
energy to the filter network. With the normal 
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type of rectifier tube, load currents up to ap- 
proximately 75 ma. may be employed. The d-c 
voltage output of the filter will be sligthly 
less than the r-m-s line voltage, depending 
upon the particular type of rectifier tube em- 
ployed. With the introduction of the miniature 
selenium rectifier, the transformerless power 
supply has become a very convenient source of 
moderate voltage at currents up to perhaps 
500 ma. A number of advantages are offered 
by the selenium rectifier as compared to the 
vacuum tube rectifier. Outstanding among 
these are the factors that the selenium rectifier 
Operates instantly, and that it requires no heat- 
er power in order to obtain emission. The 
amount of heat developed by the selenium rec- 
tifier is very much less that that produced by an 
equivalent vacuum-tube type of rectifier. 

In the circuits of figure 9 (A), (B) and 
(C), capacitors C: and C: should be rated at 
approximately 150 volts and for a normal de- 
gree of filtering and capacitance, should be 
between 15 to 60 ufd. In the circuit of figure 
9D, capacitor C: should be rated at 150 volts 
and capacitor C. should be rated at 300 volts. 
In the circuit of figure 9E, capacitors C: and C: 
should be rated at 150 volts and C; and C, 
should be rated at 300 volts. 

The d-c output voltage of the line rectifier 
may be stabilized by means of a VR tube. 
However, due to the unusually low internal 
resistance of the selenium rectifier, transform- 
erless power supplies using this type of recti- 
fying element can normally be expected to give 
very good regulation. 


Voltage-Doubler 
Circuits 


Figures 9C and 9D illus- 
trate two simple voltage- 
doubler circuits which will 
deliver a d-c output voltage equal approximate- 
ly to twice the r-m-s value of the power line 
voltage. The no-load d-c output voltage is 
equal to 2.82 times the r-m-s line voltage value. 
At high current levels, the output voltage will 
be slightly under twice the line voltage. The 
circuit of figure 9C is of advantage when the 
lowest level of ripple is required from the 
power supply, since its ripple frequency is 
equal to twice the line frequency. The circuit 
of figure 9D is of advantage when it is desired 
to use the grounded side of the a-c line in a 
permanent installation as the return circuit for 
the power supply. However, with the circuit of 
figure 9D the ripple frequency is the same as 
the a-c line frequency. 


Voltage The circuit of figure 9E illustrates 
Quadrupler a voltage quadrupler circuit for 

miniature selenium rectifiers. In 
effect this circuit is equivalent to. two voltage 
doublers of the type shown in figure 9D with 
their outputs connected in series. The circuit 
delivers a d-c output voltage under light load 
approximately equal to four times the r-m-s 
value of the line voltage. The no-load d-c out- 
put voltage delivered by the quadrupler is equal 
to 5.66 times the r-m-s line voltage value and 
the output voltage decreases rather rapidly as 
the load current is increased. 

In each of the circuits in figure 9 where 
selenium rectifiers have been shown, conven- 
tional high-vacuum rectifiers may be substituted 
with their filaments connected in series and 
an appropriate value of the line resistor added 
in series with the filament string. 


Simple Transformer-Operated 
Power Supplies 


Most of the newer high-Gm pentodes operate 
quite effectively at plate voltages in the vicinity 
of 110 to 130 volts. Such voltages can be ob- 
tained through use of the transformerless power 
supplies just described, but it is better in many 
cases to isolate the power supply from the 
a-c line by means of a transformer especially 
designed for such an application, or by means 
of two filament transformers connected back- 
to-back. 

Figure 10A shows two filament transform- 
ers connected back-to-back in a simple low- 
voltage power supply arrangement. The output 
power available from such a power supply is 
limited by the leakage inductance and current 
capability of the two filament transformers. The 
more complex circuits of figure 9 may be 
used with such an arrangement when higher 
voltage at relatively low current is required 
from such a supply. 

When greater current capability is required 
of such a supply, one of the small isolation 
transformers designed for such an application, 
such as shown in figure 10B and in several 
of the small units described in other chapters, 
may be used with good results. 


Vibrator Power The vibrator-type power sup- 
Packs ply has as its heart a step-up 
transformer operated from a 
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SIMPLE SELENIUM-RECTIFIER 
LOW-VOLTAGE SUPPLIES. 


The circuit at (A) may be used to deliver 
either positive or negative voltage at a 
relatively low current drain with output volt- 
age in the vicinity of 100 volts. Transformers 
T, and Tz are 6.3-volt filament transformers, 
T: being back-connected with respect to T1:. 
The (B) circuit is commonly used in small 
items of test equipment, converters, boosters, 
and such. With a 1:1 transformer at T;, the 
output voltage will be between 115 and 135 
under full load, depending upon the capaci- 
tance of the input filter capacitor. The cur- 
rent rating is dependent upon the current 
rating of the transformer and the selenium 
rectifier. 


battery by means of a vibrating-reed interrupter 
connected in series with the battery and pri- 
mary. The job of the interrupter is to break 
the direct current from the battery at a regular 
rate so as to produce rising and falling mag- 
netic flux in the transformer and consequently 
a high alternating voltage across the secondary 
winding. Standard automobile radios employ 
vibrator-type power supplies. 

Vibrator-type power supplies and replace- 
ment vibrators may be purchased so reasonably 
that home building of these units ordinarily 
is not practicable. The vibrator pack generally 
employed in portable amateur transmitters and 
receivers is driven by a 6-volt storage battery. 

One type vibrator power supply utilizes a 
standard tube, such as type 6X5, to rectify 
the secondary voltage. In this respect, it does 
not differ from the well-known power-line- 
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operated power supply. Another type (‘‘syn- 
chronous”), however, employs an extra pair 
of vibrator contacts to rectify the high-voltage 
output by mechanical action. 

The vibrator-transformer-rectifier combina- 

tion requires the usual capacitor-choke filter 
to smooth out the rectified current pulsations. 
In addition, r-f filters must be included in the 
Cifcuit tO minimize transmission of damped 
wave r-f voltages generated by the sparking 
contacts of the vibrator. 
Dynamotors The dynamotor is a type of 
motor generator designed speci- 
fically to supply d-c plate, screen and grid 
voltages for portable radio transmitters and 
receivers. The dynamotor type of construction 
differs from the conventional motor generator 
in that both motor and generator coils are 
wound on the same armature core. Small- 
sized portable radio dynamotors are designed 
to run on low d-c voltages, from 6 to 24, 
delivered by storage batteries. The 6-volt type 
is in common amateur use for mobile work. 

Dynamotors may be supplied with built-in 
filters so that the machine need only be con- 
nected to the battery and radio equipment. 
6-volt dynamotors are available with d-c output 
ratings as high as 500 volts at 200 ma., and 
even higher in special units. 


25-3 Power Supply 


Components 


The usual components which go to make 
up a power supply, in addition to rectifiers 
which have already been discussed, are filter 
capacitors, bleeder resistors, transformers, and 
chokes. These components normally will be 
purchased especially for the intended appli- 
cation, taking into consideration the factors 
discussed earlier in this chapter. However, 
transformers and choke coils sometimes are 
home-constructed for a special application or 
for some other reason. Hence, design data for 
the construction of such units will be given 
in a later section. 


Filter 
Capacitors 


There are two types of filter capa- 
citors: (1) paper dielectric type, 
(2) electrolytic type. 

Paper capacitors consist of two strips of 
metal foil separated by several layers of special 
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paper. Some types of paper capacitors are 
wax-impregnated, but the better ones, especial- 
ly the high-voltage types, are oil-impreganted 
and oil-filled. Some capacitors are rated both for 
flash test and normal operating voltages; the 
latter is the important rating and is the maxi- 
mum voltage which the capacitor should be 
required to withstand in service. 

The capacitor across the rectifier circuit in 
a capacitor-input filter should have a working 
voltage rating equal at Jeast to 1.41 times the 
r-m-s voltage output of the rectifier. The 
remaining capacitors may be rated more nearly 
in accordance with the d-c voltage. 

The electrolytic capacitor consists of two 
aluminum electrodes in contact with a conduct- 
ing paste or liquid which acts as an electrolyte. 
A very thin film of oxide is formed on the sur- 
face of one electrode, called the anode. This film 
of oxide acts as the dielectric. The electrolytic 
capacitor must be correctly connected in the 
circuit so that the anode always is at a positive 
potential with respect to the electrolyte, the 
latter actually serving as the other electrode 
(plate) of the capacitor. A reversal of the 
polarity for any length of time will ruin the 
capacitor. 

The dry type of electrolytic capacitor uses an 
electrolyte in the form of paste. The dielectric 
in electrolytic capacitors is not perfect; these 
capacitors have a much higher direct current 
leakage than the paper type. 

The high capacitance of electrolytic capa- 
citors results from the thinness of the film 
which is formed on the plates. The maximum 
voltage that can be safely impressed across 
the average electrolytic filter capacitor is be- 
tween 450 and 600 volts; the working voltage 
is usually rated at 450. When electrolytic 
capacitors are used in filter circuits of high- 
voltage supplies, the capacitors should be con- 
nected in series. The positive terminal of one 
capacitor must connect to the negative ter- 
minal of the other, in the same manner as dry 
batteries are connected in series. 

It is not necessary to connect shunt resistors 
across each electrolytic capacitor section as it 
is with paper capacitors connected in series, 
because electrolytic capacitors have fairly low 
internal d-c resistance as compared to paper 
capacitors. Also, if there is any variation in 
resistance, it is that electrolytic unit in the 
poorest condition which will have the highest 
leakage current, and therefore the voltage 
across this capacitor will be lower than that 


across one of the series connected units in better 
condition and having higher internal resistance. 
Thus we see that equalizing resistors are not 
only necessary across series-connected electroly- 
tic capacitors but are actually undesirable. This 
assumes, of course, similar capacitors by the 
same manufacturer and of the same capacitance 
and voltage rating. It is not advisable to con- 
nect in series electrolytic capacitors of different 
make or ratings. 

There is very little economy in using elec- 
trolytic capacitors in series in circuits where 
more than two of these capacitors would be 
required to prevent voltage breakdown. 

Electrolytic capacitors can be greatly reduced 
in size by use of etched aluminum foil for 
the anode. This greatly increases the surface 
area, and the dielectric film covering it, but 
raises the power factor slightly. For this rea- 
son, ultra-midget electrolytic capacitors ordin- 
arily should not be used at full rated d-c 
voltage when a high a-c component is present, 
such as would be the case for the input capaci- 
tor in a capacitor-input filter. 


Bleeder A heavy duty resistor should be con- 
Resistors nected across the output of a filter 

in order to draw some load current 
at all times. This resistor avoids soaring of the 
voltage at no load when swinging choke input 
is used, and also provides a means for dis- 
charging the filter capacitors when no external 
vacuum-tube circuit load is connected to the 
filter. This bleeder resistor should normally 
draw approximately 10 per cent of the full 
load current. 

The power dissipated in the bleeder resistor 
can be calculated by dividing the square of the 
d-c voltage by the resistance. This power is 
dissipated in the form of heat, and, if the 
resistor is not in a well-ventilated position, 
the wattage rating should be higher than the 
actual wattage being dissipated. High-voltage, 
high-capacitance filter capacitors can hold a 
dangerous charge if not bled off, and wire- 
wound resistors occasionally open up without 
warning. Hence it is wise to place carbon re- 
sistors in series across the regular wire-wound 
bleeder as explained in Chapter Ten under 
safety precautions. 

When purchasing a bleeder resistor, be sure 
that the resistor will stand not only the requir- 
ed wattage, but also the voltage. Some resistors 
have a voltage limitation which makes it im- 
possible to force sufficient current through them 
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to result in rated wattage dissipation. This 
type of resistor usually is provided with slider 
taps, and is designed for voltage divider service. 
An untapped, non-adjustable resistor is pref- 
erable as a high voltage bleeder, and is less 
expensive. Several small resistors may be con- 
nected im series, if desired, to obtain the 
required wattage and voltage rating. 
Transformers Power transformers and _fila- 
ment transformers normally will 
give no trouble over a period of many years 
if purchased from a reputable manufacturer, 
and if given a reasonable amount of care. 
Transformers must be kept dry; even a small 
amount of moisture in a high-voltage unit 
will cause quick failure. A transformer which 
is operated continuously, within its ratings, 
seldom will give trouble from moisture, since 
an economically designed transformer operates 
at a moderate temperature rise above the 
temperature of the surrounding air. But an 
unsealed transformer which is inactive for an 
appreciable period of time in a highly humid 
location can absorb enough moisture to cause 
early failure. A discussion of the design of 
transformers is given in Section 25-4. 


Filter Choke Filter inductors consist of a coil 
Coils of wire wound on a laminated 

iron core. The size of wire is 
determined by the amount of direct current 
which is to flow through the choke coil. This 
direct current magnetizes the core and reduces 
the inductance of the choke coil; therefore, 
filter choke coils of the “smoothing” type are 
built with an air gap of a small fraction of 
an inch in the iron core, for the purpose of 
preventing saturation when maximum d.c. 
flows through the coil winding. The “air 
gap” is usually in the form of a piece of 
fiber inserted between the ends of the lamin- 
ations. The air gap reduces the initial induct- 
ance of the choke coil, but keeps it at a higher 
value under maximum load conditions. The 
coil must have a great many more turns for 
the same initial inductance when an air gap 
is used. 

The d-c resistance of any filter choke should 
be as low as practicable for a specified value 
of inductance. Smaller filter chokes, such as 
those used in radio receivers, usually have 
an inductance of from 6 to 15 henrys, and 
a d-c resistance of from 200 to 400 ohms. A 
high d-c resistance will reduce the output 


voltage, due to the voltage drop across each 
choke coil. Large filter choke coils for radio 
transmitters and Class B amplifiers usually 
have less than 100 ohms d-c resistance. 


25-4 Transformer Design 


The most important factor in determining 
the capability of any transformer is the amount 
of core material. The electrical rating, as well 
as the physical size, is determined almost en- 
tirely by the size of the core. The type of 
core material is also important. The present 
practice is to use high-grade silicon-steel sheet. 
It will be assumed that this type of material 
is to be employed in all construction herein 
described. Soft sheet-iron or stovepipe iron is 
sometimes substituted, but transformers made 
from such materials will have about 50 to 
60 per cent of the power rating, pound for 
pound of core, as those made from silicon- 
steel. 
The Core The core size determines the per- 
formance of a transformer because 
the entire energy circulating in the transformer 
(except small amounts of energy dissipated 
in resistance losses in the primary) must be 
transformed from electrical energy in the pri- 
mary winding to magnetic energy in the core, 
and reconverted into electrical energy in the 
secondary. The amount of core material de- 
termines quite definitely the power that any 
transformer will handle. 

Transformer cores are often designed so 
that if the losses per cubic inch of core ma- 
terial are determined, these losses can be used 
as a basis for calculating the rating of the 
transformer. These losses exist in watts, and 
are divided between the eddy current loss 
and the hysteresis loss. The eddy current loss 
is the loss due to the lines of force moving 
across the core, just as if it were a conductor, 
and setting up currents in it. 

Induced currents of this type are very un- 
desirable and they are merely wasted in heating 
the core, which then tends to heat the windings, 
increase the resistance of the coils, and reduce 
the overall power handling ability of the trans- 
former. To reduce such losses, transformer cores 
are made of thin sheets. These sheets are in- 
sulated from each other by a coat of thin 
varnish, shellac or japan, or by the iron-oxide 
scale which forms on the sheets during the 
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SHELL-TYPE CORE 


pol ype fee ie c-D ade 


Figure 11. 


TYPES OF TRANSFORMER CORES. 


The shell-type core is shown on the left. The 
“E” and “I” pieces are stacked from alternate 
sides for a transformer which has no net 
d.c. in the windings. For a choke or a trans- 
former which will have substantial d-c wind- 
ing current, the “E” and “I pieces are 
stacked in the same direction so that an air 
gap may be inserted between the “E’’ assembly 
and the “I” stack. The seldom used core- 
type core is shown on the right. 


manufacturing process and which acts as a 
good insulator between sheets. 


Hysteresis The magnetic flux in the core lags 
behind the magnetizing force that 
produces it, which is, of course, the primary 
supply. Because all transformers operate on 
alternating current, the core is subjected to 
continuous magnetizing and demagnetizing 
force, due to alternating effect of the a-c field. 
This hysteresis (meaning “to lag”) heats the 
iron, due to molecular friction caused by the 
iron molecules re-orienting themselves as the 
direction of the magnetizing flux changes. 


Saturation The higher the field strength, the 
greater the heat produced. A con- 
dition can be reached where a further increase 
in magnetizing force does not produce a 
corresponding increase in the flux density. 
This is called ‘saturation,’ and is a condition 
which will cause considerable heat in a core. 
In the normal transformer, all core material 
must be operated with the magnetic flux well 
below saturation. 
Core Losses All core losses manifest them- 
selves as heat, and these losses 
are the determining factor in transformer rat- 
ing. They are spoken of as “total core loss,” 
generally used as a single figure, and for com- 
mon use a core loss of from 0.75 watt to 
2.5 watts per pound of core material can be 
assumed for 60 cycles. The lower figure is for 
the better grades of thin sheet, while the 
higher loss is for heavier grades. 
About 1 watt per pound is a very satis- 


factory rating for common grades of material. 
This rating is also dependent on the manner in 
which the transformer is built and mounted, 
and on the ease with which the heat is 
radiated or conducted from the core. Trans- 
formers with higher losses may be used for 
intermittent service. 

The transformer core loss can be assumed 
to be from 5 to 10 per cent of the total rating 
for small transformers. Thus, if the core loss 
is known, the rating of the transformer can 
be easily determined. If 1 watt per pound is 
assumed, the problem is further simplified. 
To determine the rating of the transformer, 
weigh the core. If, for example, the core weighs 
10 pounds, the transformer will handle from 
100 to 200 watts. Such a transformer core can 
be assumed to have about 150 watts nominal 
rating. 

If the weighing of the core is inconvenient, 
the weight can be calculated from the cubic 
content or volume. Silicon-steel core lamin- 


_ ations weigh approximately one-fourth pound 


per cubic inch. 

The usual commercially manufactured trans- 
former uses the shell-type core, as illustrated 
on the left in figure 11. Home constructed 
transformers often use the core-type core, as 
illustrated to the right in figure 11. Also, most 
of the newer light-weight high-efficiency trans- 
formers used in aircraft make use of the “Hy- 
persil” type of wound core illustrated in figure 
12. This latter type of core is made by 
winding a thin strip of “grain-oriented” silicon 
steel around a mandrel until the desired size 
is obtained, and then sawing the built-up 
core in half for mounting of the windings. 


HANDBOOK 


Both core-type and shell-type cores are 
assembled from strips. The shell type normally 
is assembled from “E” and “I” pieces, although 
it may be assembled from strips in the same 
manner as the core type. For the shell-type 
core, the area is taken as the square section of 
the center leg, (214 by 414 inches in the 
example shown in figure 11) and in the core- 
type the area taken as the section of one leg. 
The actual area of both cores shown in figure 
11 is 10.1 square inches, which is large 
enough for a comparatively large transformer. 


Turns Per Volt To determine the number of 
turns for a given voltage, ap- 


ply the following formula. 


444NBAT 
10° 


Where E equals the voltage of the circuit; N, 
the frequency in cycles of the circuit; B, the 
number of magnetic lines per square inch of 
the magnetic circuit; A, the number of square 
inches of the magnetic circuit; and T, the 
number of turns. 


The proper value for B, for small trans- 
formers and for ordinary grades of sheet-iron, 
such as are now being considered, is 75,000 
for 25 cycles and 50,000 for 50 or 60 cycles. 


Rewriting the above formula 


he BA 
444NBA 


| 


and since N and B are known 


10° 


E 
See) tS eas ae a Le ey eae 
4.44 X 60 X 50,000 A 


from which 


Lid fe it ee 
A 


That is, for a transformer to be used on a 
60-cycle circuit, the proper number of turns 
for the primary coil is obtained by multiplying 
the line voltage by 7.5 and dividing this 
product by the number of square inches cross 
section of the magnetic circuit. 


On a 25-cycle circuit, the 7.5 becomes 12, 
and on 50 cycles it becomes 9. 
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Design Example Assume a transformer core 

that is to be used on a 115- 
volt, 60-cycle circuit for supplying power to 
two rectifier tubes, each of which is to have 
1,000 volts on the plate. The rectifier is of 
the full-wave type. The core measures 214 by 
414 inches; hence, 


tees 3k 
T = ——— = 85 (to the nearest turn), 


2.25 X 4.5 
115 


and the volts per turn equals 


= 1.353 


which is the same for all coils. 


Now, the secondary coil must have two 
windings in series, each to give 1,000 volts, 
and with a center tap. The secondary will be 


2000 
—— = 1478 turns with a tap taken out at 


oe ls 


the 739th turn. 


Allowing 1,500 circular mils per ampere, 
the primary wire should be no. 12. The size 
of the wire on the plate winding may be no. 
22 or 24 for a 400 to 300 ma. rating. 


To determine the quantity of iron to pile 
up for a core, it is well to consider 1 to 1.5 
volts per turn as a conservative range. For 
trial, assume 1.25 volts. Then by transforming 
this first equation 


E 
A=7.5 * a or, the area required is 7.5 


times the volts per turn; in this case, 7.5 * 1.25 
= 9.38 square inches. 


The magnetic cross section must be measur- 
ed at right angles to the laminations that are 
enclosed by the coil, the center leg when the 
core is built up around the coil, and either 
leg where the core is built up inside the coil, 
that is, between the arrows in the sketches 
shown in figure 11. 


It should be kept in mind that there is a 
copper or resistance loss in all transformers. 
This is caused by the passage of the current 
through the windings, and is commonly spoken 
of as the “IR” loss. It manifests itself directly 
as heat and varies as the load is varied; the 
heavier the load, the more heat is developed. 
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This heat, as well as other heat losses, must 
be removed, or the transformer will overheat. 
Most transformers are arranged so that both the 
core and windings can radiate heat into the 
surrounding air and thus cool themselves. 
Large transformers are mounted in oil for 
cooling, and also for the purpose of increasing 
the insulation factor. 


Turns Ratio In any transformer, the voltage 
ratio is directly proportional to 
the turns ratio. This means that if the trans- 
former is to have 110-volts input and 250 
turns for the primary, and if the output is to 
be 1,100 volts, 2,500 turns will be needed. 


This may be expressed: 


Bp ae 


Es ie 


It is often more convenient to take the 
figure obtained for the primary winding and, 
by dividing by the supply voltage, the number 
of turns per volt is calculated. This accomplish- 
ed, the number of turns for any given voltage 
can be calculated by simple multiplication. 

Radio transformers are generally of small 
size. The matter of power factor can therefore 
be disregarded, more especially because they 
work into a substantially resistive load. In the 
design of radio transformers, the power factor 
can be safely assumed as unity, in which case 
the apparent watts and the actual watts are the 
same. Admittedly, this is not always a correct 
assumption, but it will suffice for common ap- 
plications. 

The size of the wire to be used in any 
transformer depends upon the amperage to 
be carried. For a continuous load, at least 1,- 
000 circular mils per ampere must be allowed. 
For transformers which have poor ventilation, 
or continuous heavy load service, or where 
price is not the first consideration, 1,500 
circular mils per ampere is a preferable figure. 
If, for example, a transformer is rated at 
100-watts primary load on 110 volts, the cur- 
rent is 


J = — => — = 0.90 amperes 


and if the assumption is 1,000 circular mils 
per ampere, it will be found that this will 
require 1,000 * .90, or 900 circular mils. The 


de 


Figure 12. 
SHOWING USE OF THE “HYPERSIL” 
TYPE OF CORE. 


Copper Wire Table included in this chapter 
shows that no. 20 wire for 1,200 mils is 
entirely satisfactory. If it is desired to use 
1,500 circular mils, instead of 1,000, this 
will require 1,500 X .90 or 1,350 mils, which 
corresponds to approximately no. 19 wire. 
The difference seems to be small, yet it is 
large enough to reduce heating and to improve 
overall performance. 

Assume, for tentative design, a 600-volt, 
100-ma. high-voltage secondary; a 3-ampere 
5-volt secondary; and 2.5-volt 7.5 ampere 
secondary. Simple calculations will show a 60- 
watt load on the high-voltage secondary, 15 
watts on the 5-volt winding, and 16 watts on 
the 2.5-volt winding; a total of 91 watts. The 
core and copper loss is 10 watts. The wire 
sizes for the secondaries will be for 100-ma. 
current, no. 30 wire; 3 amperes at 5 volts, no. 
15 wire; no. 11 wire for the 7.5-ampere second- 
ary. 

For high-voltage secondary winding, a small 

percentage of turns should be added to over- 
come the resistance of the small wire used, 
so that the output voltage will be as high 
as anticipated. The figures given in the table 
include this percentage which is added to the 
theoretical ratio and, consequently, the number 
of turns shown in the table can be accepted 
as the actual number to be wound on the core 
of any given transformer. 
Insulation Allowance should always be made 
for the insulation and size of the 
windings. Good insulation should be provided 
between the core and the windings and also 
between each winding and between turns. 
Numerous materials are satisfactory for this 
purpose; varnished paper or cloth, called em- 
pire, is satisfactory, although costly. Good 
bond paper will serve well as an insulating 
inedium for small transformer windings. 

Insulation between primary and secondary 
and to the core must be exceptionally good, 


as well as the insulation between windings. 
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Thin mica or micanite sheet is very good. 
Thin fibre, commonly called fish paper, is 
also a good insulator; bristol board, or strong, 
thin cardboard may also be used. In all cases, 
the completed coil should be impregnated 
with insulating varnish, (preferably in a vacu- 
um), and either dried in air or baked in an 
oven. Common varnishes or shellac are unsat- 
isfactory on account of the moisture content 
of these materials. Air-drying insulating var- 
nish is practical for all-around purposes; bak- 
ing varnish may be substituted, but the fumes 
given off are inflammable and often explosive. 
Care must be exercised in the handling of 
this type of material. Collodion and banana 
oil lacquer are quite dangerous; in the event of 
a short circuit or transformer burn-out, a 
serious fire may result. 

If it is desired to wind a transformer on a 
given core, it is»much better to calculate the 
actual space required for the windings, then 
determine whether there is enough available 
space on the core. If this precaution is not 
observed, the designer may find that only about 
half the turns are actually wound on the core, 
when the space is about three-fourths filled. 
From 15 to 40 per cent more space than calcu- 
lated must be allowed. 

The winding of transformers by hand is a 
laborious process. Unless the builder is an 
experienced coil-winder, there is every chance 
that a sizable portion of the space will be 
used up by insulation, etc., not sufficient space 
remaining for the winding. Calculate cubical 


space needed for the total number of turns, 
and allow from 15 to 40 per cent additional 
space in the core window. 


A choke is assembled on a 
silicon-steel core similar to 
a transformer core, but is 
wound with only a single winding. The size 
of the core and the number of turns of wire, 
together with the air gap which must be pro- 
vided to prevent the core from saturating, are 
factors which determine the inductance of a 
choke. The relative sizes of the core and coil 
determine the amount of d-c which can flow 
through the choke without reducing the induct- 
ance to an undesirable low value due to mag- 
netization. 

The same core material which is used 
in ordinary radio power transformers, or from 
those which are burned out, is satisfactory 
for all general purposes. 

In construction, the choke winding must be 
insulated from the core with a sufficient quan- 
tity of insulating material so that the highest 
peak voltages which are to be experienced in 
service will not rupture the insulation. Sug- 
gested choke designs are given in the accomp- 
anying table, with suggested construction 
shown in figure 13. The air gaps given are 
for use of the specified chokes in normal 
filter service. If the chokes are to be used 
as input or swinging chokes, the air gap should 
be reduced to approximately one-fourth the 
value specified. With the smaller air gap the 


Construction of 
Filter Chokes 


FILTER CHOKE TABLE FOR TRANSMITTER POWER SUPPLY UNITS 


Current Wire No. Lbs. Approx. We. 
M.A. Size Turns Wire Core (Area) Air Gap Core 
200 No. 27 2000 1.5 TWA” x Ty” 3/32” 4 Ibs. 
250 No. 26 2000 1.75 Tyna” x 2” 3/32” 5 Ibs. 
300 No. 25 2250 2 2 20 Ye" 6 Ibs. 
400 No. 24 2250 3 2” x 2" Ve" 7 Ibs. 
500 No. 23 2500 4A 22" x 24” Ve" 10 Ibs. 
750 No. 21 3000 6 22" x 3” Ya” 14 Ibs. 
1000 No. 20 3000 7.5 BO xe Be Ye” 18 Ibs. 


NOTES: These designs are based on high-grade 
silicon steel cores with total air gaps as given. 
Air gaps indicated are total of all gaps. 

The use of standard “E” and “I” laminations 
is recommended. If strips are used, and if an 
ordinary square core is used, the number of turns 
should be increased about 25%. Choke coils built 
as per the above table will have an inductance 
of 10 to 15 henrys. Because considerable differ- 
ences occur due to winding variations, allowable 


flux densities of cores, etc., the exact inductance 
cannot be stated; these ‘chokes will, however, 
give satisfactory service in radio transmitter 
power supply systems. 

The wire used is based on 1000 circular mils 
per ampere; this will cause some heating on long 
runs, and if the chokes are to be used continu- 
ously, as in a radiotelephone station in continuous 
service, it is good practice to use the next size 
larger choke shown for such loads. 
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1” CORE PIECE 
, AER 


“E CORE PIECE 


Figure 13. 
CORE ASSEMBLIES FOR CHOKE COILS. 


The air gap may be filled with non-magnetic 
material such as bakelite or fibre. 


full-load inductance will be somewhat less 
than the nominal value given in the chart, 
but the minimum-load inductance will be 
much greater. 


25-5 Special Power 


Supplies 


A complete transmitter usually includes one 
or more power supplies such as grid-bias packs, 
voltage-regulated supplies, or transformerless 
supplies having some special characteristic. 


Regulated Where it is desired in a circuit 
Supplies— to stabilize the voltage supply to 
V-R Tubes a load requiring not more than 


perhaps 20 to 25 ma., the glow- 
discharge type of voltage-regulator tube can 
be used to great advantage. Examples of such 
circuits are the local oscillator circuit in a 
receiver, the tuned oscillator in a v-f-o, he 
oscillaor in a frequency meter, or in the bridge 
circuit in a vacuum-tube voltmeter. A number 
of tubes are available for this application 
including the OA3/VR75, OB3/VR90, OC3/- 
VR105, OD3/VR150, and the OA2 and OB2 
miniature types. These tubes stabilize the volt- 
age across their terminals to 75, 90, 105, or 
150 volts. The miniature types OA2 stabilize 
to 150 volts and OB2 to 108 volts. The types 
OA2, OB2, and OB3/VR90 have a maximum 
current rating of 30 ma. and the other three 
types have a maximum current rating of 40 
ma. The minimum current required by all 
six types to sustain a constant discharge is 
Dania. 

A VR tube (common term applied to all 
glow-discharge voltage regulator tubes) may 
be used to stabilize the voltage across a var- 
iable load or the voltage across a constant load 


fed from a varying voltage. Two or more VR 
tubes may be connected in series to provide 
exactly 180, 210, 255 volts or other combina- 
tions of the voltage ratings of the tubes. It is 
not recommended, however, that VR tubes be 
connected in parallel since both the striking 
and the regulated voltage of the paralleled 
tubes normally will be sufficiently different so 
that only one of the tubes will light. The 
remarks following apply generally to all the 
VR types although some examples apply spe- 
cifically to the OD3/VR150 type. 

A device requiring say, only 50 volts can be 
stabilized against supply voltage variations by 
means of a VR-105 simply by putting a 
suitable resistor in series with the regulated 
voltage and the load, dropping the voltage 
from 105 to 50 volts. However, it should be 
borne in mind that under these conditions the 
device will not be regulated for varying load; 
in other words, if the load resistance varies, 
the voltage across the load will vary, even 
though the regulated voltage remains at 105 
volts. 

To maintain constant voltage across a vary- 
ing load resistance there must be no series 
resistance between the regulator tube and 
the load. This means that the device must be 
operated exactly at one of the voltages ob- 
tainable by seriesing two or more similar or 
different VR tubes. 

A VR-150 may be considered as a stubborn 
variable resistor having a range of from 30,- 
000 to 5000 ohms and so intent upon main- 
taining a fixed voltage of 150 volts across 
its terminals that when connected across a 
voltage source having wery poor regulation 
it will instantly vary its own resistance within 
the limits of SOOO and 30,000 ohms in an 
attempt to maintain the same 150 volt drop 
across its terminals when the supply voltage 
is varied. The theory upon which a VR tube 
Operates is covered under the subject of gas- 
cous conduction in Chapter Four, and -will not 
be discussed here. 

It is paradoxical that in order to do a good 
job of regulating, the regulator tube must be 
fed from a voltage source having poor regu- 
lation (high series resistance). The reason for 
this presently will become apparent. 

If a high resistance is connected across the 
VR tube, it will not impair its ability to 
maintain a fixed voltage drop. However, if the 
load is made too low, a variable 5000 to 
30,000 ohm shunt resistance (the VR-150) 
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will not exert sufficient effect upon the result- 
ing resistance to provide constant voltage ex- 
cept over a very limited change in supply volt- 
age or load resistance. The tube will supply 
maximum regulation, or regulate the largest 
load, when the source of supply voltage has 
high internal or high series resistance, because 
a variation in the effective internal resistance 
of the VR tube will then have more control- 
ling effect upon the load shunted across it. 

In order to provide greatest range of regu- 
lation, a VR tube (or two in series) should be 
used with a series resistor (to effect a poorly 
regulated voltage source) of such a value that 
it will permit the VR tube to draw from 8 
to 20 ma. under normal or average conditions 
of supply voltage and load impedance. For 
maximum control range, the series resistance 
should be not less than approximately 20,000 
ohms, which will necessitate a source of voltage 
considerably in excess of 150 volts. However, 
where the supply voltage is limited, good 
control.over a limited range can be obtained 
with as little as 3000 ohms series resistance. 
If it takes less than 3000 ohms series resist- 
ance to make the VR tube draw 15 to 20 ma. 
when the VR tube is connected to the load, 
then the supply voltage is not high enough for 
proper operation. 

Should the current through a VR-150, VR- 
105, or VR-75 be allowed to exceed 40 ma., 
the life of the tube will be shortened. If the 
current falls below 5 ma., operation will be- 
come unstable. Therefore, the tube must oper- 
ate within this range, and within the two ex- 
tremes will maintain the voltage within 1.5 
per cent. It takes a voltage excess of at least 
10 to 15 per cent to ‘start’ a VR type regu- 
lator; and to insure positive starting each 
time the voltage supply should preferably ex- 
ceed the regulated output voltage rating about 
20 per cent or more. This usually is auto- 
matically taken care of by the fact that if 
sufficient series resistance for good regulation 
is employed, the voltage impressed across the 
VR tube before the VR tube ionizes and starts 
passing current is quite a bit higher than 
the starting voltage of the tube. 

When a VR tube is to be used to regulate the 
voltage applied to a circuit drawing Jess than 
15 ma. normal or average current, the simplest 
method of adjusting the series resistance 1s 
to remove the load and vary the series resistor 
until the VR tube draws about 30 ma. Then 
connect the load, and that is all there is to it. 


Rs, SERIES RESISTOR 


Es 


D.C. SUPPLY 
VOLTAGE 


Ru 
LOAD 


Figure 14, 


STANDARD VR-TUBE REGULATOR 
CIRCUIT. 


The VR-tube regulator will maintain the volt- 
age across its terminals constant within a 
few volts for moderate variations in R, or 
E.. See text for discussion of the use of VR 
tubes in various circuit applications. 


This method is particularly recommended 
when the load is a heater type vacuum tube, 
which may not draw current for several seconds 
after the power supply is turned on. Under 
these conditions, the current through the VR 
tube will never exceed 40 ma. even when it is 
running unloaded (while the heater tube is 
warming up and the power supply rectifier 
has already reached operating temperature). 

Figure 14 illustrates the standard glow dis- 
charge regulator tube circuit. The tube will 
maintain the voltage across Ru constant to 


within 1 or 2 volts for moderate variations in 
Rx or Es. 


Voltage-Regulated 
Power Supplies 


When it is desired to sta- 
bilize the potential across 
a circuit drawing more 
than a few milliamperes, it is advisable to use 
a voltage-regulated power supply of the type 
shown in figures 15 and 16 rather than glow 
discharge type tubes. The power pack illustrat- 
ed will deliver up to 300 volts of well-regulat- 
ed voltage, the output voltage holding within 
1 volt for variations in line voltage or load 
resistance :of 2 pen cent. 

The maximum current that may be drawn 
from the supply without detrimentally affect- 
ing the regulation is determined by the de- 
sired output voltage, the latter being adjust- 
able by variation of Rs. At 200 volts the out- 
put voltage is constant up to 100 ma., the 
maximum current which the 6B4-G and 
power transformer will stand. At 300 volts, 
the maximum usable output voltage, the use- 
ful range is from 0 to 50 ma. At the latter 
voltage the regulator begins to lose control 
when more than 50 ma. is drawn from the 
supply. 

The system works by virtue of the fact 
that the 6B4-G acts as a variable series re- 
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sistance or losser, and is controlled by a regu- 
lator tube much in the manner of a-v-c cir- 
cuits or inverse feedback as used in radio 
receivers and a-f amplifiers. The 6SJ7 amplifier 
controls the bias on the 6B4-G, which in turn 
controls the resistance of the 6B4-G, which in 
turn controls the output voltage, which in 
turn controls the plate current of the 6SJ7, 
thus completing the cycle of regulation. It is 
readily apparent that under these conditions 
any change in the output voltage will tend to 
“resist itself,’ much as the a-v-c system of a 
receiver resists any change in signal strength 
delivered to the detector. 

Because it is necessary that there always 
be a moderate voltage drop through the 6B4-G 
in order for it to have proper control, the 
rest of the power supply is designed to deliver 
as much output voltage as possible considering 
the r-m-s voltage of the b-c-l type power trans- 
former. This calls for a low resistance full- 
wave rectifier, a high-capacitance input capaci- 
tor, and a low resistance filter choke. A 5Z4 or 
5V4-G rectifier is used in place of an 83 or 
other mercury-vapor tube to avoid possible 
“hash” in any nearby receiver. This tube has 
lower resistance than an 80 or 5Z3 and in 
addition, since it is a heater type, plate voltage 
will not be applied to the regulator tubes until 
they are up to operating temperature. 


Voltage-Regulated The type of voltage-regu- 
Bias Pack lated power supply dis- 
cussed in the previous 


Figure 15. 
VOLTAGE-REGULATED 
POWER SUPPLY. 


This power pack is capable 
of delivering any voltage be- 
tween 175 and 300 volts at 
a current between 100 and 
60 ma. Voltage stability is 
good with respect both to 
line-voltage and load-current 
variations. 


paragraph is not suited for use as a bias pack. 
Since the direction of current flow in a bias 
power supply is opposite from that of a 
regular power supply, a special type of pack 
must be used for bias service. A suitable pack 
for use in a regulated bias circuit is shown in 
figure 17. In this type of power supply, the 
regulator tube (6B4-G, 2A3, or 6A3 )acts asa 
variable bleeder resistor which automatically 
adjusts its resistance to a value such that the 
grid current flowing through it will develop 
a constant value of voltage across the output 
terminals of the pack. 

Inspection of the circuit diagram of figure 
17 will show that the circuit consists of a 
half-wave power supply (to obtain greater volt- 
age from the b.c.l.-type power transformer), 
a pair of electrolytic capacitors in series as 
the filter, and a tapped voltage divider feeding 
the grid of the 6B4-G regulator tube. The 
tap switch, S:, provides a rough voltage ad- 
justment from about 100 to 600 volts, while 
the rheostat, R:, allows a fine voltage adjust- 
ment to be made. The maximum grid current 
which may be run through the pack is deter- 
mined by the plate dissipation of the 6B4-G. 
The permissible grid current varies from about 
100 ma. in the vicinity of 100 volts of bias 
down to about 25 ma. in the 600-volt region. 
The regulation of the supply is equivalent to 
a constant voltage in series with a 200 ohm 
resistor. If the supply is to be used as bias 
for a Class B modulator a 10-ufd. electrolytic 
capacitor should be placed across the output. 
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Figure 16. 


SCHEMATIC OF THE VOLTAGE-REGULATED 
POWER SUPPLY. 


C:i—-10-u fd. 525-volt elect. 

C.—10-ufd. 450-volt elect. 

R:—470,000 ohms, 12 watt 

R2—68,000 ohms, 1 watt 

R;—10,000 ohms, 1 watt 

Rs—22,000 ohms, 1 watt 

R;—15,000-ohm potentiometer 

Rc—4700 ohms, 1 watt 

S—A-e line switch 

T—700 vy. c.t. 120 ma, 5 vy. 3 a, 63 v. 4.7 a. 
(Merit P-2953) 

CH—10.5 hy. 110 ma. choke (Merit C-2993) 


Bias Pack for It is usually desirable in a 
Cathode Metering high-power transmitter to 
Circuit meter the plate current of 

a stage in the cathode cir- 
cuit. However, when power supply bias is 
used with a common return the grid current 
of the stage also shows on the cathode meter. 
The circuit shown in figure 18 allows the use 
of a bias pack on several r-f stages and also 
perhaps the Class B modulator, yet returns the 
grid current of the stage directly to the cathode 
so that only the plate current shows on the 
cathode meter. Thus, in figure 18, M:, reads 
only the grid current on the Class C ampli- 
fier and M: reads only the plate current of 
this stage. 


Fixed-Minimum Figure 19 shows a bias pack 
Bias Pack circuit for providing a fixed 

minimum value of bias for 
several amplifier stages. When no grid current 
is flowing on the amplifier stages the grid bias 
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R7 Re Rs5 R4 RB R2 


Figure 17. 


VOLTAGE-REGULATED BIAS SUPPLY. 


Ci, Co, Cs, Ci—8-ufd. 450-volt elect. 

Ri—50,000-ohm potentiometer 

R2 through R;—47,000 ohms, 1 watt 

Rs—100,000 ohms, 1 watt 

Ry—10,000 ohms, 12 watt 

Si—A-e line switch 

S:—Coarse voltage control; single-pole six-position 
wafer switch 

T—480 vy. c.t., 40 ma.; 5 v., 2 a.; 6.3 v. 2 a. (Merit 
P-2949) 


will be approximately equal to the output 
voltage of the bias pack. By using a trans- 
former especially designed for bias-pack service 
the output voltage may be adjustable to the 
desired value. When grid current does flow 
into one of the terminals of the bias pack the 
current contribution from the pack decreases 
until at a certain value of grid current the 
section of the 5Y3-GT rectifier tube in use 
will be cut off and Ri, Rz, Rs, or Rs (which- 
ever one is in use) will be acting only as a 
grid leak on the amplifier stage. 

Also illustrated at the bottom of figure 19 
is a circuit whereby a VR tube may be used 
to supply regulated bias voltage to a stage. 
However, with this circuit the permissible d-c 
grid current to the amplifier stage is limited 
to about 30 ma. since the total grid current 
passes through the VR tube. Resistor Rs serves 
to cause a fixed minimum value of current 
of from 5 to 8 ma. to pass through the VR 
tube. 


Auxiliary Grid-Bias 
Power Supplies 


In the construction of a 
transmitter, an  exciter, 
or other items of station 
equipment the operating conditions of one of 
the stages often require a low-current source 
of negative potential at from perhaps 50 to 
300 volts. In many cases this value of voltage 
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CLASS C AMPLIFIER 
L4 


Figure 18. 
BIAS PACK FOR USE WITH CATHODE METERING. 


C:—2-ufd. 1000-volt oil capacitor 

C.—Normal grid-coupling capacitor 

C:—Normal neutralizing capacitor 

C:—Ptate by-pass capacitor 

C:—Plate tank capacitor 

Ri—-Voltage-divider assembly. Should have a total 
resistance of about 500,000 ohms made up of a 
group of 47,000-ohm resistors with taps, a selector 
switch, and a fine voltage control as in figure 17. 

R:—220,000 ohms, 12 watt 

R:—Normal gridleak for the Class C stage 

T.i—650 v. c.t. 40 ma., 5 v. 2 a., 6.3 v. 2.5 a. 

RFC:,:—Conventional r-f chokes 


Note: M, will indicate only the grid current of the 
stage, while M: will indicate only the plate current 
plus a very small percentage of the grid current 
which will pass through R: and R:z. An additional 
6B4-G regulator tube may be connected to point (A) 
on the schematic, using the same circuit for the 
regulator tube as shown above. Grid and plate cur- 
rent on the additional amplifier stage again can be 
metered separately even though the plate milliam- 
meter is in the cathode return. There will be neglig- 
ible reaction between bias voltage or current indi- 
cations on the two stages which use the common 
bias pack, when the circuit illustrated above is in use. 


may be obtained without the installation of 
another transformer through the use of the cir- 
cuit arrangement of figure 20. In this circuit 
the 6X5-GT has its heater lighted from the 
6.3-volt winding on the power transformer, 
and due to the heater-cathode rating of 450 
volts the cathode may be connected to one 
side of the secondary of the high-voltage 
winding. If a negative-voltage output approxi- 
mately equal to the voltage output of the posi- 
tive supply is required, the cathode may be 
connected directly to one side of the second- 
ary. If a lower value of output voltage is re- 
quired of the negative supply, a resistor of 
1000 to 10,000 ohms (10-watt rating) may 
be connected in series with the lead from the 
secondary winding to the cathode of the 6X5- 
GT. The 6X5-GT tube requires 0.6 ampere 
of heater current at 6.3 volts. If the 6.3-volt 
winding on the transformer is not capable of 
supplying this additional current, a_ type 
OZY5-G rectifier may be used in place of the 
6X5-GT. The 6ZY5-G requires only 0.3 am- 
pere of heater current at 6.3 volts. 

In a normal application only a few milli- 
amperes of current will be taken from the bias 
supply; hence the 40-ma. rating of the 6ZY5-G 
as compared to the 70-ma. rating of the 


6X5-GT will not be of consequence. If, how- 
ever, an appreciable amount of current is to be 
taken from the negative-voltage supply, this 
value of current must be added to the current 
to be taken from the positive-voltage supply 
in determining the rating of the secondary of 
the power transformer. If a moderate amount 
of current is to be taken from the negative 
supply, in addition to the current from the 
positive supply, it would be desirable to use a 
full-wave rectifier instead of the half-wave rec- 
tifier illustrated. Two 6X5-GT’s or 6ZY5-G’s 
will be required for the full-wave rectifier, 
with the cathodes of the two tubes being con- 
nected to the opposite ends of the high-voltage 
secondary. With the two added rectifier tubes 
operating in this manner, it can easily be seen 
that the secondary winding of the power 
transformer is being bridge rectified, with the 
center-tap of the high-voltage being grounded 
so that equal positive and negative voltages 
will be obtained. 

In figure 21 is shown an alternative circuit 
which has proven convenient when a negative 
voltage of less than 100 volts is required. A 
miniature 1.5-ampere 6.3-volt filament trans- 
former is back connected so that its 6.3-volt 
winding is connected to the 6.3-volt winding 


HANDBOOK 


Power Supply Construction 


585 


Figure 19. 


GRID-BIAS SUPPLY USING DIODE 
LIMITERS. 


This circuit is desirable where it is necessary 
to supply a fixed minimum bias voltage on 
one or more stages. As soon as the grid cur- 
rent exceeds the original bleeder current 
through the diodes to ground, the grid return 
of the stage is effectively lifted from the bias 
pack by the action of the diodes. Above this 
specified bias current the stage acts as though 
it were operating with grid-leak bias only. 
Hence, resistors R:, R:, Rs, and R, should have 
the value of resistance which would be used 
as the grid leak for the r-f stage. Resistor 
R should have a relatively low value so that 
it will act as a heavy bleeder on the bias 
supply. Resistor R; should have that value 
which will cause about 5 ma. of current to 
pass through the VR tube. Then the VR tube 
may be used to supply fixed bias to a stage 
drawing not more than 30 to 35 ma. of grid 
current. 


on the power transformer. In most cases it 
will be found convenient to use a miniature 
115-volt selenium rectifier in this circuit in- 
stead of a rectifier tube. 


Bias Pack 
Considerations 


It should be borne in mind 
that when a_ conventional 
power supply is used “in- 
verted” in order to provide bias to a stage 
drawing grid current, the grid current flows 
in the same direction as the bleeder current. 
This means that the grid current does not flow 
through the power pack as when a pack is 
used to supply plate voltage, but rather through 
the bleeder. 

Bear in mind that the bleeder always acts 
as a grid leak when grid current is flowing, 
and while the effect can be minimized by 
making the resistance quite low, all grid cur- 
rent must flow through the bleeder, as it can- 
not flow back through the bias pack. 

Class C amplifiers, both c-w and plate modu- 
lated, require high grid current and consider- 


5Y3GT or 
SIMILAR 


6X5GT OR 
SIMILAR 


Figure 20. 


AUXILIARY BIAS SUPPLY OPERATING 
FROM THE POWER TRANSFORMER. 


This arrangement may be. used to deliver a 

negative voltage up to the magnitude of the 

positive voltage output of the supply, but at 

a much lower current drain. The value of the 

negative voltage may be varied by changing 
the value of resistor R. 


ably more than cutoff bias, the bias sometimes 
being as high as 4 or 5 times cutoff. To pro- 
tect the tubes against excitation failure, it is 
desirable that fixed bias sufficient to limit the 
plate current to a safe value be used. This is 
normally the amount of bias that would be 
used on the same tubes at the same plate volt- 
age in a Class B modulator. It is best prac- 
tice to obtain only this amount of bias from 
a bias pack, the additional required amount 
being obtained from a variable grid leak which 
is adjusted for correct bias and grid current 
while the stage is running under normal con- 
ditions. 

This condition is such that the voltage di- 
vider tap on the bias pack will be delivering 
only a portion of the full bias pack voltage 
when the biased stage is inoperative. Then, 
when grid current flows to the biased stage, 
there is no danger of the voltage rising to 
dangerously high values across the filter capaci- 
tors in the bias pack. 


25-6 Power Supply 


Construction 


The construction of power supplies for 
transmitters, receivers, and accessory equip- 
ments is a relatively simple matter electrically 
since lead lengths are of minor importance and 
since the circuits themselves are quite simple. 
There are two factors which do complicate 
power supply construction, both essentially me- 
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6X5GT or 
SELENIUM RECTIFIER 


5Y3GT OR 
SIMILAR 


TO 6.3 V. 
HEATERS 


Figure 21. 
AUXILIARY BIAS SUPPLY. 


An auxiliary bias supply of this type may use 

either a selenium or a vacuum-tube rectifier. 

A_ back-connected filament transformer fur- 

nishes voltage to the bias rectifier. Output 

voltage will be in the vicinity of 100 volts 
at a small current drain. 


Figure 22. 
LOW-DRAIN POWER SUPPLY. 


chanical problems; these are the problem of 
mounting the massive and heavy components, 
and the problem of maintaining adequate volt- 
age insulation in the leads. 

An abundance of power supply circuits have 
been described in the earlier sections of this 
chapter, and control systems for transmitters 
and their power supplies have been discussed 
in Chapter Ten. So the construction details on 
a few power supplies of differing degrees of 
complexity will be shown to illustrate the con- 
ventional manner of construction of such units. 


Low-Drain Power Supply 


There are many applications in the labora- 
tory and amateur station for a simple low- 
drain power supply. The most common appli- 
cation in the amateur station for such a supply 
is for items of test equipment such as the LM 
and BC-221 frequency meters, for frequency 
converters to be operated in conjunction with 
the station receiver, and for high-selectivity 
i-f channels such as the BC-453A, the Millen 
92105, and the Silver 805. Items of equip- 
ment such as these may be operated from a 
plate supply delivering 200 to 250 volts at up 
to 50 ma. of plate current. Heater supply 
either is already 6.3 or 12.6 volts, or the heat- 
ers in the equipment may be rewired to either 
of these voltages with relatively little difficulty. 

The simple supply illustrated in figures 22 
and 23 is capable of meeting the requirements 


discussed in the paragraph above. Figure 23 
shows the schematic diagram of the supply, 
with the 5-volt and 6.3-volt windings con- 
nected in series so as to deliver 11.3 volts 
(nominal) to the heaters of the unit fed by 
the supply. The 11.3-volt output of the supply 
will be found to be adequate for operation of 
12.6-volt tubes or for operation of a string 
consisting of two 6.3 volt tubes in series. The 
11.3-volt heater supply is just about at the 
lower limit of the permissible plus or minus 
10 per cent variation in heater voltage for con- 
ventional tube types. 

It is recommended that a 6X5 rectifier be 
used in place of the more common 5Y3-GT 
type. This is particularly to be recommended 
when the power supply is to be installed in 
some space with limited ventilation such as 
the bottom compartment of a frequency meter. 
The 6X5-GT rectifier requires about one-third 
as much heater power as the 5Y3-GT, and in 
addition the 6X5-GT has less internal drop 
than the 5Y3-GT. The 6X4 miniature type 
may be used alternatively to the 6X5-GT 
when the reduced space requirements of the 
miniature tube envelope would be important. 
Further, where heater power and dissipation 
must be held to a minimum, the 6ZY5-G with 
its 6.3-volt 0.3 ampere heater may be used 
in place of the 6X5-GT if the oneeiE current 
is limited to 40 ma. 

Some variation in the loaded output voltage 
of the power supply may be had by varying 


HANDBOOK 


Power Supply Construction 


587 


11S V.A.C, 


Figure 23. 


SCHEMATIC OF THE 
LOW-DRAIN POWER SUPPLY. 


The supply is shown connected for supplying 
heater voltage to a 12.6-volt heater string. 
For use with a 6.3-volt heater string the lead 
to the external heaters should be connected 
to the ungrounded side of the heater for the 
6X5-GT rectifier tube. CH—I6-hy. 50 ma. 
choke (Stancor C-1003). T—600 vy. c.t., 55 
ma.; § vy. 2 a., 6.3 vy. 2.7 a. (Stancor P-6119) 


the value of the resistor from the rectifier tube 
to the first filter capacitor. The 5000-ohm 10- 
watt resistor shown in figure 23 will be found 
adequate for most limited-drain applications. 
For an application where less output voltage 
is required, this resistor may be increased in 
value; for increased voltage the resistor may 
be reduced in value, or eliminated entirely. 
When reduced output voltage from the power 
supply is required, as is normally the case 
with accessory test equipment, it is best to 
place the drop resistor in the position shown 
in the schematic of figure 23; when the drop 
resistor is used in this circuit position it serves 
additionally as a filter element to reduce the 
ripple-voltage output of the power supply, and 
it reduces the peak-emission requirement im- 
posed on the cathode of the rectifier tube. 


350-Volt 110-Ma. 
Power Supply 


Figures 24 and 25 illustrate a general-pur- 
pose power supply suitable for operating a 
good size receiver, a low-power transmitter, or 
the exciter stages of a larger transmitter. The 
power supply is perfectly conventional, with a 
5Y3-GT rectifier and a single-section capaci- 
tor-input filter. The two switches mounted on 


the front of the chassis are, respectively, the 
plate-voltage switch in the center tap of the 
power transformer high-voltage secondary, and 
the a-c line switch. A pair of leads, in parallel 
with the plate-voltage switch, are brought out 
for external control of the plate-voltage output 
of the supply. The power supply was con- 
structed for use with the two-tube all-band 
transmitter at the beginning of Chapter Twen- 
ty-one. For this reason both the key jack and 
the key-click filter for these transmitters are 
included in the chassis of the power supply 
unit. 


Variable Voltage Power Supply 


Figures 26 through 29 show a multi-pur- 
pose power supply unit designed for general 
testing in the amateur station or in the labora- 
tory. The chassis of the equipment actually 
contains two separate units. One unit is a 200 
ma. variable-voltage power supply whose out- 
put voltage can be varied from approximately 
100 volts to 400 volts under full load. The 
other unit is a dual-output regulated grid-bias 
pack with provisions for modulating one or 
both of the bias voltages for grid-bias modu- 
lation of an r-f amplifier. Although the two 
power supplies are mounted contiguously they 
will be described separately. 


Figure 24, 


TOP OF THE 350-VOLT 
110-MA. POWER SUPPLY. 
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Figure 25. 
SCHEMATIC OF THE 350-VOLT SUPPLY. 


Cir, Cizx—8-ufd. 500-volt electrolytics 
C1; —0.5-ufd. 400-volt tubular 

Rv. —30,000-ohm 25-watt fixed bleeder 
i7—100-ohm 2-watt resistor 


CH,—10.5-hy. 110-ma. choke (Merit C-2993) 

T:i—700 v. c.t. 110 ma., 5 v. 3 a., 6.3 v. 4.5 a. 
(Merit P-3153) 

Switches—S.p.s.t. toggle switches 


Variable Voltage 
Power Supply 


A pair of 2050 grid-con- 
trolled gas thyratrons are 
used as rectifiers in the 
variable-voltage power supply. These rectifier 
tubes have an inverse peak rating of 1300 volts 
and can deliver an average output current of 
100 ma. each or 200 ma. for the pair. A 1300- 
volt inverse-peak rating on the tubes limits 
the maximum secondary voltage of the power 
transformer to about 460 each side of center. 
The particular transformer used in the unit 
illustrated furnishes 400 volts each side of 
center tap and is rated to carry an output cur- 
rent of 200 ma. A capacitor input filter is used 
so that the full load voltage with the control 
at maximum is about 400. Due to the peak 
current limitation of 1 ampere on the rectifier 
tubes, it is necessary to insert resistors in se- 
ries with the plate leads. In the unit shown 
it was found convenient to combine the func- 
tion of peak current limiting and hash sup- 
pression by placing a resistor in series with the 
plate lead of each tube. In addition a buffer 
capacitor is placed across each half of the pri- 
mary of the plate transformer. Resistors Rs 
and Rs in conjunction with capacitors C: and 
C: serve the dual function of peak current 
limitation and hash suppression. 

A unique feature of this power supply is 
the fact that the rectifier tubes are grid-con- 


trolled gas thyratrons. Hence it is possible to 
vary the output voltage of the power supply by 
varying the phase angle of the a-c voltage ap- 
plied to the grids of the thyratrons. The use 
of thyratron tubes in this manner as controlled 
rectifiers is quite common in industrial prac- 
tice but is seldom found in amateur equipment. 

The mechanism of the action of the grids of 
the thyratron tubes in controlling the output 
voltage of the power supply is diagrammed in 
figure 26. The phase angle of the a-c line 
feeding the plates of the rectifiers, #1, remains 
constant, as the reference phase, throughout 
this discussion. However, the phase angle of 
the voltage applied to the grids of the thyra- 
trons, $2, is varied by means of the phase- 
shifting network with its control Rs in figure 
28. When the phase of the voltage applied to 
the grids is essentially the same as that applied 
to the plates, the tube conducts over substan- 
tially the entire cycle as is the case with any 
mercury-vapor or gas-type rectifier tube. This 
condition is illustrated by figure 26(1). How- 
ever, when the phase angle of the voltage ap- 
plied to the grids is retarded, as in (2), the 
tube will not conduct until the actual negative 
grid voltage becomes more positive than the 
critical value for the applied plate voltage. 
When the critical value is reached, the tube 
ionizes and current flows through the remain- 
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Figure 26. 


SHOWING THE OPERATION OF THE THYRATRON RECTIFIER CIRCUIT. 


Tubes (A) and (B) are type 2050 tetrode thyratrons. Phase 1 is the reference phase of the 115- 
volt line fed to the primary of the plate transformer. Phase 2 is controlled and varies the 
angle of the plate-supply voltage over which the thyratron tubes will conduct. The output voltage 
from the supply is taken from the cathodes of the tubes as in the case of any rectifier circuit. 
The cross-hatched area in (1), (2), and (3) represents the portion of the plate-voltage cycle 
during which tubes (A) and (B) are conducting. Condition (1) takes place when the grid voltage 
is substantially in phase with the plate voltage, so that conduction takes place over nearly the 
whole cycle. In (2) the phase of the grid voltage lags somewhat, while in (3) the phase of the 
grid voltage lags almost one-half cycle behind the plate voltage. (1) represents nearly full 
output voltage, (2) will give about half-voltage output, while (3) will give about the lower 
limit of stable output from the supply. 


VOLTAGE THYRATRON POWER 


ing portion of the half-cycle. The portion of 
each half cycle during which conduction oc- 
cuts is indicated by the cross-hatch lines in 
figure 26. 

It is important to remember that a thyra- 
tron tube continues to conduct, after once hav- 
ing been fired, so long as the plate is positive 
with respect to the cathode; the grid loses 
control completely over the flow of current 
once its peak potential has exceeded the critical 
value and ionization has taken place. Hence 
thyratrons must be used in a type of circuit 
where voltages are periodically applied, with 
a short resting period between operating cycles. 


Figure 27. 
REAR OF THE VARIABLE- 


SUPPLY. 


The power supply circuit of figure 28 is an 
example of such an arrangement since the 
plate voltage on each tube becomes negative 
after each period of conduction. 

When the phase angle of the voltage on 
the grid is made to lag far behind that applied 
to the plate, the tube conducts over only a 
small portion of the half cycle during which 
the plate is positive with respect to the cathode. 
(See figure 26(3).) In a power supply such 
as that illustrated, this type of operation results 
in the lowest value of output voltage which 
may be obtained from the power supply. 

The phase-shifting network in the power 
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supply illustrated is made up of Rs and C.. 
These two components are connected across the 
6.3-volt winding for the 2050 heaters in such 
a manner that the phase of the voltage across 
the primary of T: may be varied over a wide 
angle. The phase-shifted voltage then is fed 
to the grids of the 2050 tubes from the push- 
pull secondary of transformer Ti. Type 2D21 
miniature thyratrons may be used in place of 
2050’s since their characteristics are similar. 
The balance of the circuit for the power sup- 
ply is conventional, with a 0-5 milliammeter 
connected in series with the bleeder on the 
output of the power supply in such a manner 
that the milliammeter acts as a voltmeter. The 
output voltage is obtained by multiplying the 
milliammeter reading by 100. 

Specifications for the 2050 tube call for a 
delay of at least 10 seconds after the applica- 
tion of heater voltage before the tube is re- 
quired to conduct. This requirement is met by 
isolating the transformer which supplies heater 
power from the plate transformer. When S: 
is closed, heater power is applied to all tubes, 
and the bias supply becomes operative. Green 
pilot lamp P: lights whenever the heaters of 
the tubes -are energized. Then when S: is 
closed the red pilot lamp P: lights, and plate 
voltage is applied to the 2050's. The output 
voltage of the power supply indicated by the 
milliammeter/voltmeter on the front panel, 
and the value of the output voltage may be 
varied by the front-panel control of the po- 
tentiometer Rs. 


The Regulated 
Bias Supply 


The balance of the chassis 
of the unit is taken up by 
the regulated bias supply. 


Figure 29. 
UNDERCHASSIS OF THE 
THYRATRON POWER 

SUPPLY. 


Two separately controlled bias outputs are pro- 
vided, either one of which may be varied from 
a few volts to about —300 volts. Bias output 
(A), which uses a type 45 tube as the regula- 
tor, is capable of handling a maximum grid 
current into the bias pack of about 50 ma. Bias 
output (B), using a pair of 6B4-G tubes in 
parallel, is capable of handling up to 200 ma. 
of grid current from the tubes to which it 
feeds bias. 

The circuit of the bias supply uses a S5Y3-GT 
as a rectifier, with the tubes specified in the 
previous paragraph as reverse-connected bias 
regulators. Potentiometers Rw and Ru, which 
are brought out to the front panel, serve to 
control separately the output voltage from each 
of the bias channels. Provision has been in- 
cluded with the components T:, R:, Rs, Ro, C:, 
and Cs for modulation of the grid-bias voltage 
by means of an audio signal from an external 
speech amplifier. Since potentiometer R» per- 
mits controlling the ratio of the audio voltage 
on channel (A) with respect to that on bias 
channel (B), the bias pack may be used for 
simultaneous cascade grid-bias modulation of 
two successive stages in an AM transmitter. 
Such an arrangement would be particularly 
convenient when grid-bias modulating a 
grounded-grid output stage (such as with one 
or two 304TL’s) while simultaneously grid- 
bias modulating the stage which excites the 
final amplifier (which might be an 812A, 
35TG, or similar type). 

Obviously the bias-modulating portion of 
the regulated grid-bias pack may be omitted 
if this provision never will be needed. But if 
a bias supply such as the one described is to be 
used as a portion of a c-w transmitter, the in- 
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clusion of the few components for grid-bias 
modulation will allow the transmitter to be 
used for AM phone with little difficulty, should 
the occasion demand. Also, the bias supply 
may be separated from the variable-voltage 
power supply in the event that only one or the 
other is required simply by separating the 
functions of the filament transformer T>. 


400-Volt 250-Ma. Power Supply 


Illustrated in figures 30 and 31 is a 400- 
volt power supply capable of delivering 250 
ma. of current to the load. Type 816 tubes are 
used as rectifiers to feed a two-section choke- 


Figure 30. 


FRONT OF THE 400-VOLT 
250-MA. SUPPLY. 


input filter. A high degree of filtering is ob- 
tained through the use of two 10-ufd. 600-volt 
oil-filled capacitors in the filter system. Ripple 
percentage at full output from the power sup- 
ply is about 0.25 per cent. The regulation 
from the supply is sufficiently good so that 
the one power supply may be used to feed both 
the final amplifier and a class AB» or class B 
modulator for the r-f amplifier. The primary 
of the plate transformer is brought out to a 
separate pair of terminals from the primary of 
the rectifier filament transformer. The separa- 
tion of the two primary circuits allows a 
greater degree of flexibility in the control cir- 
cuits of the transmitter of which the power 
supply is a unit. 


Ci, C2—10-ufd. 600-volt oil 


filled 

Li—2-12 hy. 250-ma. swing- 
ing choke (Stancor - C- 
1402) 


Lo—4-hy. 250-ma. filter 
choke (Stancor C-1412) 
Ti—1000 vy. c.t., 300 ma. 
max. (Stancor P-8040) 
T2—2.5 v. 5 a., 7500 vy. in- 
sulation (Stancor P-6133) 
R—25,000 ohms, 25 watts 

fixed (Ohmite 0219) 


Figure 31. 
SCHEMATIC OF THE 400-VOLT 250-MA. SUPPLY. 
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Figure 32. 
TOP VIEW OF THE 
VOLTAGE-REGULATED 
POWER SUPPLY. 


Line switch and_ yvoltage- 
control potentiometer are 
on the front of the chassis 
while the 6-wire output con- 
nector is on the rear. Since 
the supply used a 5R4-GY 
rectifier at first, it was 
necessary to mount the 
two four-prong sockets on 
a plate when 816’s were 
substituted as rectifiers. 


100-Watt Voltage-Regulated 
Power Supply 


There are occasional applications in the lab- 
oratory for a voltage regulated power supply 
having a sizeable power output. The particu- 
lar unit illustrated in figures 32 and 33 was 
constructed for use as the 400-volt supply for 
an ART-13 transmitter, but it has found many 
other applications in the laboratory. The pow- 
er supply is capable of delivering up to 250 
_ma. of output current at a voltage of 325 to 
450 volts. The regulation is exceptionally 
good for a power supply of this level of out- 
put power; the output voltage drops by less 
than 2 volts from no load to a current drain 


Figure 33. 


UNDERCHASSIS OF THE 
VOLTAGE-REGULATED 
POWER SUPPLY. 


of 250 ma. The voltage change is so small 
that it is difficult to read on a conventional 
laboratory voltmeter with a 5-inch instrument 
face. 


Circuit of the 
Power Supply 


The circuit of the power sup- 
ply is quite similar to that 
used for the conventional 
250-volt 100-ma. regulated power supply with 
a 6B4-G series voltage control tube, as de- 
scribed earlier in this chapter. However, type 
816 mercury-vapor rectifier tubes are used in 
the power supply, with one of the new low- 
drop 6AS7-G tubes as the series control ele- 
ment. Reference voltage in the power supply 
is obtained from a VR-150 gaseous regulator, 
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Figure 34. 


SCHEMATIC OF THE VOLTAGE-REGULATED 
POWER SUPPLY. 


CH—10-hy. 250 ma. choke (Merit C-3182) 
T:i—660 or 550 v. each side, 250 ma. (Merit P-3157) 
T2—5 v. 3 a., 6.3 v. 3.6 a. (Merit P-3041) 


Figure 35. 


REAR VIEW OF THE 1250-VOLT 
250-MA. POWER SUPPLY. 


The unit is constructed on an 11 by 17 by 3 

inch steel chassis with a 101/2 by 19 inch steel 

panel. The two high-voltage output terminals 

can be seen on the right of the rear drop of 
the chassis. 


and a 6SH7 pentode is used as a d-c ampli- 
fier to control the voltage on the grid of the 
6AS7-G. Note that the 6.3-volt heater wind- 
ing for the 6SH7 and the 6AS7-G tubes is 
operated at a potential of plus 150 volts by 
connecting the winding to the plate of the 
VR-150. This procedure causes the heater- 
cathode voltage of the 6SH7 to be zero, and 
permits an output voltage of up to 450 since 
the 300-volt heater-to-cathode rating of the 
6AS7-G is not exceeded with an output volt- 
age of 450 from the power supply. 

The 6SH7 tube was used in place of the 
more standard 6SJ7 after it was found that the 
regulation of the power supply could be im- 
proved by a factor of two with the 6SH7 in 
place of the 6SJ7. The original version of the 
power supply used a 5R4-GY rectifier tube in 
place of the 816’s which now are used. The 
excessive drop of the 5R4-GY resulted in loss 
of control by the regulator portion with an 
output voltage of about 390 with a 225-ma. 
drain. Satisfactory regulation can be obtained, 
however, at up to 450 volts if the maximum 
current drain is limited to 150 ma. when 
using a 5R4-GY rectifier. If the power trans- 
former is used with the taps giving 550 volts 
each side of center, and if the maximum drain 
is limited to 225 ma., a type 83 rectifier may 
be used as the power supply rectifier. The 660- 
volt taps on the power transformer deliver a 
voltage in excess of the maximum ratings of 
the 83 tube. With the 83 in the power sup- 
ply, excellent regulation may be obtained with 
up to about 420 volts output if the output cur- 
rent is limited to 225 ma. But with the 816’s 
as rectifiers the full capabilities of all the com- 
ponents in the power supply may be utilized. 

If the power supply is to be used with an 
output voltage of 400 to 450 volts, the full 
660 volts each side of center should be ap- 
plied to the 816’s. However, the maximum 
plate dissipation rating of the 6AS7-G will be 
exceeded, due to the voltage drop across the 
tube, if the full current rating of 250 ma. is 
used with an output voltage below 400 volts. 
If the power supply is to be used with full 
output current at voltages below 400 volts the 
550-volt taps on the plate transformer should 
be connected to the 816’s. Some variation in 
the output voltage range of the power supply 
may be obtained by varying the values of the 
resistors and the potentiometer across the out- 
put. However, be sure that the total plate dissi- 
pation rating of 26 watts on the GAS7-G series 
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Figure 36. 
UNDERCHASSIS OF THE 
1250-VOLT SUPPLY. 


Note the manner in which cut- 
outs have been made to allow 
for mounting the “CG” series 
transformers, filter capacitors, 
and rectifier sockets. A socket- 
hole punch was used for the 
filter capacitors and the chokes, 
while a “Bruno” adjustable hole 
cutter was used for tube sock- 
ets and transformers. Plate 
leads to the tubes are ignition 
cable, while all other leads are 
no. 14 “Deltabeston” gray 
switchboard wire _ (available 
from G. E. Supply Co.). 


regulator is not exceeded at maximum current 
output from the supply. The total dissipation 
in the 6AS7-G is equal to the current through 
it (output current plus the current passing 
through the two bleeder strings) multiplied 
by the drop through the tube (voltage across 
the filter capacitor minus the output voltage of 
the supply). 
Construction The power supply is assembled 
on a 514 by 10 by 3 inch 
aluminum alloy chassis (ICA 29004). The 
switch in series with the primary of the plate 
transformer and the voltage-control potentio- 
meter are mounted on the front panel. Connec- 
tions to the power supply are made through a 
Jones P-306-AB six-wire connector. If the 
power supply is to be used as a separate item 
of laboratory equipment rather than a compo- 
nent of a larger assembly it would be better 
to use a recessed plug such as the Amphenol 
61-M10 for the 115-volt a-c line and a ter- 
minal strip for the high-voltage output. 


1250-Volt 250-Ma. 
Power Supply 


One of the most popular and also one of 
the most convenient power ranges for amateur 
equipment is that which can be supplied from 
a 1250-volt power unit with a current capabil- 
ity of 200 to 300 ma. Figures 35, 36, and 37 
illustrate such a power unit. The power sup- 
ply has been assembled using the new “CG” 


series of components manufactured by UTC. 
Nearly all the components in this series are 
housed in cylindrical drawn-metal cans fitted 
with bottom terminals and finished in a med- 
ium grey enamel. 


© MOD. 


+1250 V 


WS VeFICS, GND. 
EXCITER 
MODULATOR 

Figure 37. 


SCHEMATIC OF THE 1250-VOLT SUPPLY. 


CH:—5-25 hy. 250-ma swinging choke (UTC CG-103) 

CH.—12-hy. 250-ma. filter choke (UTC CG-102) | 

Ti:i—3000, 2470, and 800 c.t., 260 ma. (UTC CG-303) 

T2—2Y2 volts, 10 amps., 2500-volt working (UTC 
CG-34) 

S:i—D. p.s.t. toggle switch (contacts in parallel) 

S:—10-amp. d.p.d.t. toggle switch. 
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This power supply was constructed to sup- 
ply plate voltage for the 811 modulator de- 
scribed in Chapter Twenty-three and for an 
HK-57 final amplifier which is modulated by 
the 811’s. Plate voltage for the modulators is 
taken from the power supply after the first 
section of filter since less filtering is required 
for the push-pull modulators. Note that a 
6-ufd. filter capacitor is used at this position 
so that ample storage capacity will be avail- 
able to meet the peak-current requirements of 
the 811 tubes. Plate voltage for the final am- 
plifier is taken off after an additional stage of 
filter, with a 2-ufd. filter capacitor used in this 
case since the peak current requirements of the 
final amplifier stage are less stringent. 

Since the CG-303 plate transformer was 


provided with dual primaries for either 115- 
volt or 230-volt operation, it was deemed de- 
sirable to take advantage of this feature so as 
to make available either full voltage or half- 
voltage from the power supply. The two pri- 
maries are connected in series for half-voltage 
operation and they are connected in parallel 
for full-voltage output. Switch S: accomplishes 
the changeover from half to full voltage from 
the power unit. Switch S: acts as the local 
plate-voltage control switch. As in the case of 
all power supplies which use mercury-vapor 
rectifiers and yet do not have a time-delay 
relay, it is necessary to wait at least 30 sec- 
onds after application of filament voltage be- 
fore the primary of the plate transformer is 
energized. 


CHAPTER TWENTY-SIX 


Test and Measurement 


Equipment 


All amateur stations are required by law to 
have certain items of test equipment available 
within the station. A c-w station is required 
to have a frequency meter or other means in 
addition to the transmitter frequency control 
for insuring that the transmitted signal is on 
a frequency within one of the frequency bands 
assigned for such use. A radiophone station is 
required in addition to have a means of deter- 
mining that the transmitter is not being modu- 
lated in excess of its modulation capability, and 
in any event not more than 100 per cent. 
Further, any station operating with a power 
input greater than 900 watts is required to 
have a means of determining the exact input 
to the final stage of the transmitter, so as to 
insure that the power input to the plate circuit 
of the output stage does not exceed 1000 watts. 

The additional test and measurement equip- 
ment required by a station will be determined 
by the type of operation contemplated. It is 
desirable that all stations have an accurately 
calibrated volt-ohmmeter for routine transmit- 
ter and receiver checking and as an assistance 
in getting new pieces of equipment into opera- 
tion. An oscilloscope and an audio oscillator 
make a very desirable adjunct to a phone sta- 
tion using AM or FM transmission, and are a 
necessity if single-sideband operation is con- 
templated. A calibrated signal generator is 
almost a necessity if much receiver work is 
contemplated, although a frequency meter of 


the LM or BC-221 type, particularly if it in- 
cludes internal modulation, will serve in place 
of the signal generator. Extensive antenna 
work invariably requires the use of some type 
of field-strength meter, and a standing-wave 
meter of some type is very helpful. Lastly, if 
much v-h-f work is to be done, a simple grid- 
dip meter will be found to be one of the most 
used items of test equipment in the station. 


26-1 Voltage, Current 


and Power 


The measurement of voltage and current in 
radio circuits is very important in proper 
maintenance of equipment. Vacuum tubes of 
the types used in communications work must 
be operated within rather narrow limits in 
regard to filament or heater voltage, and they 
must be operated within certain maximum lim- 
its in regard to the voltage and current on 
other electrodes. 


Both direct current and voltage are most 
commonly measured with the aid of an in- 
strument consisting of a coil that is free to 
rotate in a constant magnetic field (d’Arsonval 
type instrument). If the instrument is to be 
used for the measurement of current it is called 
an ammeter or milliammeter. The current 
flowing through the circuit is caused to flow 
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through the moving coil of this type of in- 
strument. If the current to be measured is 
greater than 10 milliamperes or so it is the 
usual practice to cause the majority of the cur- 
rent to flow through a by-pass resistor called a 
shunt, only a specified portion of the current 
flowing through the moving coil of the instru- 
ment. The calculation of shunts for extending 
the range of d-c milliammeters and ammeters 
is discussed in Chapter Two. 


A direct current voltmeter is merely a d-c 
milliammeter with a mu/tiplier resistor in se- 
ries with it. If it is desired to use a low-range 
milliammeter as a voltmeter the value to the 
multiplier resistor for any voltage range may 
be determined from the following formula: 


Ma LOOOTE 
hen ad 
where: R = multiplier resistor in ohms 
E = desired full scale voltage 
I = full scale current of meter in ma. 


The sensitivity of a voltmeter is commonly 
expressed in ohms per volt. The higher the 
ohms per volt of a voltmeter the greater its 
sensitivity. When the full-scale current drain 
of a voltmeter is known, its sensitivity rating 
in ohms per volt may be determined by: \ 


1000 
Ohms per volt = —— 


I 


Where I is the full-scale current drain of the 
indicating instrument in milliamperes. 


Multi-Range 
Meters 


It is common practice to con- 
nect a group of multiplier re- 
sistors in the circuit with a 
single indicating instument to obtain a so- 
called multi-range voltmeter. There are sev- 
eral ways of wiring such a meter, the most 
common ones of which are indicated in figure 
1. With all these methods of connection, the 
sensitivity of the meter in ohms per volt is 
the same on all scales. With a 0-1 milliam- 
meter as shown the sensitivity is 1000 ohms 
per volt. 


Volt-Ohmmeters An extremely useful piece 
of test equipment which 
should be found in every laboratory or radio 
station is the so-called volt-ohmmeter. It con- 
sists of a multi-range voltmeter with an addi- 
tional fixed resistor, a variable resistor, and a 


battery. A typical example of such an instru- 


= +10 +100 +250 +1000 


a +10 +100 +250 +1000 


100 250 
150K 
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Figure 1. 
MULTI-VOLTMETER CIRCUITS. 


(A) shows a circuit whereby individual multi- 
plier resistors are used for each range. (B) is 
the more economical “series multiplier’ cir- 
cuit. The same number of resistors is required, 
but those for the higher ranges have less re- 
sistance, and hence are less expensive when 
precision wirewound resistors are to be used. 
(C) shows a circuit essentially the same as at 
(A), except that a range switch is used. With 
a 0-500 d-c microammeter substituted for the 
0-1 milliammeter shown above, all resistor 
values would be multiplied by two and the 
voltmeter would have a ‘’2000-ohm-per-volt” 
sensitivity. Similarly, if a 0-50 d-¢ microam- 
meter were to be used, all resistance values 
would be multiplied by twenty, and the volt- 
meter would have a sensitivity of 20,000 ohms 
per volt. 


ment is diagrammed in figure 2. Tap 1 is used 
to permit use of the instrument as an 0-1 d-c 
milliammeter. Tap 2 permits accurate reading 
of resistors up to 100,000 ohms; taps 3, 4, 5, 
and 6 are for making voltage measurements, 
the full scale voltages being 10, 50, 250, and 
500 volts respectively. 

The 1000-ohm potentiometer is used to 
bring the needle to zero ohms when the ter- 
minals are shorted; this adjustment should al- 
ways be made before a resistance measurement 
is taken. Higher voltages than 500 can be 
read if a higher value of multiplier resistor is 
added to an additional tap on the switch. The 
proper value for a given full scale reading can 
be determined from Ohm’s law. 

Resistances higher than 100,000 ohms can- 
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Figure 2. 
VOLT- OHMMETER CIRCUIT. 


With the switch in position 1, the 0-1 milliam- 
meter would be connected directly to the 
terminals. In position 2 the meter would read 
from 0-100,000 ohms, approximately, with a 
resistance value of 4500 ohms at half scale. 
(Note: The half-scale resistance value of an 
ohmmeter using this circuit is equal to the 
resistance in series with the battery inside the 
instrument.) The othes four taps are voltage 
ranges with 10, 50, 250, and 500 volts full 
scale. 


Rx O 
LEADS 


Figure 3. 


SCHEMATIC OF A LOW-RANGE 
OHMMETER. 


A description of the operation of this circuit 
is given in the text. With the switch in the 
left position the half-scale reading of the 
meter will occur with an external resistance of 
1000 ohms. With the switch in the right posi- 
tion, half-scale deflection will be obtained 
with an external resistance equal to the d-c 
resistance of the milliammeter (20 to 50 ohms 
depending unon the make of instrument). 


not be measured accurately with the circuit 
constants shown; however, by increasing the 
ohmmeter battery to 45 volts and multiplying 
the 4000-ohm resistor and 1000-ohm poten- 
tiometer by 10, the ohms scale also will be 
multiplied by 10. This would permit accurate 
measurements up to 1 megohm. 

QO-1 d-c milliammeters are available with 
special volt-ohmmeter scales which make indi- 
vidual calibration unnecessary. Or, special 
scales can be purchased separately and substi- 
tuted for the original scale on the milliam- 
meter. 

Obviously, the accuracy of the instrument 
either as a voltmeter or as an ammeter can be 
no better than the accuracy of the milliam- 
meter and the resistors. 

Because volt-ohmmeters are so widely used 
and because the circuit is standardized to a 
considerable extent, it is possible to purchase a 
factory-built volt-ohmmeter for no more than 
the component parts would cost if purchased 
individually. For this reason no construction 
details are given. However, anyone already pos- 
sessing a suitable milliammeter and desirous 
of incorporating it in a simple volt-ohmmeter 
should be able to build one from the schematic 
diagram and design data given here. Special, 
precision (accurately calibrated) multiplier re- 
sistors are available if a high degree of accuracy 
is desired. Alternatively, good quality carbon 
resistors whose actual resistance has been 
checked may be used as multipliers where less 
accuracy is required. 


Medium- and Most ohmmeters, 
Low-Range 
Ohmmeter 


including 
the one just described, are not 
adapted for accurate measure- 
ment of low resistances — in 
the neighborhood of 100 ohms, for instance. 

The ohmmeter diagrammed in figure 3 was 
especially designed for the reasonably accurate 
reading of resistances down to 1 ohm. Two 
scales are provided, one going in one direction 
and the other scale going in the other direction 
because of the different manner in which the 
milliammeter is used in each case. The low 
scale covers from 1 to 100 ohms and the high 
scale from 100 to 10,000 ohms. The high 
scale is in reality a medium-range scale. For 
accurate reading of resistances over 10,000 
ohms, an ohmmeter of the type previously 
described should be used. 

The 1-100 ohm scale is useful for checking 
transformers, chokes, r-f coils, etc., which often 
have a resistance of only a few ohms. 

The calibration scale will depend upon the 
internal resistance of the particular make of 
1.5-ma. meter used. The instrument can be 
calibrated by means of a Wheatstone bridge 
or a few resistors of known accuracy. The latter 
can be series-connected and parallel-connected 
to give sufficient calibration points. A hand- 
drawn hand-calibrated scale can be cemented 
over the regular meter scale to give a direct 
reading in‘ ohms. 

Before calibrating the instrument or using 
it, the test prods should always be touched to- 
gether and the zero adjuster set accurately. 
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The measurement of 
alternating current and 
voltage is complicated 
by two factors; first, 
the frequency range covered in ordinary com- 
munication channels is so great that calibration 
of an instrument becomes extremely difficult; 
second, there is no single type of instrument 
which is suitable for all a-c measurements— 
as the d’Arsonval type of movement is suitable 
for d.c. The d’Arsonval movement will not 
Operate on a.c. since it indicates the average 
value of current flow, and the average value of 
an a-C wave is zero. 

As a result of the inability of the reliable 
d’Arsonval type of movement to record an alter- 
nating current, either this current must be 
rectified and then fed to the movement, or a 
special type of movement which will operate 
from the effective value of the current can be 
used. 

For the usual measurements of power fre- 
quency a.c. (25-60 cycles) the familiar iron- 
vane instrument is commonly used. For audio 
frequency a.c. (50-20,000 cycles) a d’Arsonval 
instrument having an integral copper oxide or 
selenium rectifier is usually used. Radio fre- 
quency voltage measurements are usually made 
with some type of a vacuum-tube voltmeter, 
while r-f current measurements are almost in- 
variably made with an instrument containing 
a thermo-couple to convert the r.f. into d.c. 
for the movement. 

Since an alternating current wave can have 
an almost infinite variety of shapes, it can 
easily be seen that the ratios between the three 
fundamental quantities of the wave (peak, 
r.m.s. effective, and average after rectification ) 
can also vary widely. So it becomes necessary 
to know beforehand just which quality of the 
wave under measurement our instrument is 
going to indicate. For the purpose of simplicity 
we can list the usual types of a-c meters ina 
table along with the characteristic of an a-c 
wave which they will indicate: 


Measurement of 
Alternating Current 
and Voltage 


Iron-vane, thermocouple—r.m.s. 


Rectifier type (copper oxide or selenium ) 
—average after rectification. 


V.t.v.m.—r.m.s., average or peak, depend- 
ing upon design and calibration. 


Vacuum-Tube 
Voltmeters 


A vacuum-tube voltmeter 1s 
essentially a detector in which 
a change in the signal placed 


Figure 4. 
SLIDE-BACK V-T VOLTMETER. 


By connecting a variable source of voltage in 
series with the input to a conventional y-t 
voltmeter, or in series with the simple triode 
voltmeter shown above, a slide-back a-c volt- 
meter for peak voltage measurement can be 
constructed. Resistor R should be about 1000 
ohms per volt used at battery B. This type of 
v-t voltmeter has the advantage that it can 
give a reading of the actual peak voltage of 
the wave being measured, without any current 
drain from the source of voltage. 


upon the input will produce a change in the 
indicating instrument (usually a d’Arsonval 
meter) placed in the output circuit. A vacuum- 
tube voltmeter may use a diode, a triode, or a 
multi-element tube, and it may be used either 
for the measurement of a.c. or d.c. 

When a v.t.v.m. is used in d-c measurement 
it is used for this purpose primarily because 
of the very great input resistance of the device. 
This means that a v.t.v.m. may be used for 
the measurement of a-v-c, a-f-c, and discrimi- 
nator output voltages where no loading of the 
circuit can be tolerated. 


A-C V-T 
Voltmeters 


There are many different types 
of a-c vacuum-tube voltmeters, 
all of which operate as some 
type of rectifier to give an indication on a 
d-c instrument. There are two general types; 
those which give an indication of the r-m-s 
value of the wave (or approximately this 
value of a complex wave), and those which 
give an indication of the peak or crest value of 
the wave. 

Since the setting up and calibration of a 
wide-range vacuum-tube voltmeter is rather 
tedious, in most cases it will be best to pur- 
chase a commercially manufactured unit. Sev- 
eral excellent commercial units are on the 
market at the present time; also, kits for 
home construction of a quite satisfactory v.t.- 
v.m. are available from several manufacturers. 
These feature a wide range of a-c and d-c volt- 
age scales at high sensitivity, and in addition 
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several feature a built-in vacuum-tube ohm- 
meter which will give indications up to 500 
or 1000 megohms. 


Peak A-C V-T There are two common types 
Voltmeters of peak - indicating vacuum- 

tube voltmeters. The first is 
the so-called “slide-back” type in which a 
simple v.t.v.m is used along with a convention- 
al d-c voltmeter and a source of “bucking” 
bias in series with the input. With this type of 
arrangement (figure 4) leads are connected 
to the voltage to be measured and the slider 
resistor R across the “bucking” voltage is 
backed down until an indication on the meter 
(called a false zero) equal to that value given 
with the prods shorted and the bucking voltage 
reduced to zero is obtained. Then the value of 
the bucking voltage (read on V) is equal to 
the peak value of the voltage under measure- 
ment. The slide-back voltmeter has the dis- 
advantage that it is not instantaneous in its 
indication—adjustments 
every voltage measurement. For this reason 
the slide-back v.t.v.m is not commonly used, 
being supplanted by the diode-rectifier type of 
peak v.t.v.m. for most applications. 


High-Voltage A diode vacuum-tube voltmeter 
Diode Peak suitable for the measurement 
Voltmeter of high values of a-c voltage 1s 


diagrammed in figure 5. With 
the constant shown, the voltmeter has two 
ranges: 500 and 1500 volts peak full scale. 

Capacitors C: and C: should be able to with- 
stand a voltage in excess of the highest peak 
voltage to be measured. Likewise, Ri and R: 
should be able to withstand the same amount 
of voltage. The easiest and least expensive 
way of obtaining such resistors is to use sev- 
eral low-voltage resistors in series, as shown 
in figure 5. Other voltage ranges can be ob- 
tained by changing the value of these resistors, 
but for voltages less than several hundred volts 
a more linear calibration can be obtained by 
using a receiving-type diode. A calibration 
curve should be run to eliminate the appreci- 
able error due to the high internal resistance 
of the diode, preventing the capacitor from 
charging to the full peak value of the voltage 
being measured. 

A direct reading diode peak voltmeter of 
the type shown in figure 5 will load the source 
of voltage by approximately one-half the value 
of the load resistance in the circuit (Ri, or Ri: 


must be made for. 


2x2/879 


A.C. 
VOLTAGE 


Figure 5. 
SCHEMATIC OF A HIGH-VOLTAGE 
PEAK VOLTMETER. 


A peak voltmeter such as diagrammed above 
is convenient for the measurement of peak 
voltages at fairly high power levels from a 
source of moderately low impedance. 
C:—.00 1-ufd. high-voltage mica 
C:.—1.0 yfd. high-voltage paper 


Ri—500,000 ohms (two 0.25-megohm 12-watt in 


series) 

R:-—1.0 megohm (four 0.25-megohm 12-watt in 
series)’ 

T—2.5 v., 1.75 a. filament transformer 


M—O-1 d-e milliammeter 
Siit-Lo7757P-d-t toggle switch 
S—S-p-s-t toggle switch 
(Note: Ci is a by-pass around C», the inductive 
reactance of which may be appreciable at high 
frequencies.) 


plus Re, in this case). Also, the peak voltage 
reading on the meter will be slightly less than 
the actual peak voltage being measured. The 
amount of lowering of the reading is determ- 
ined by the ratio of the reactance of the storage 
capacitance to the load resistance. If a cathode- 
ray oscilloscope is placed across the terminals 
of the v.t.v.m. when a voltage is being mea- 
sured, the actual amount of the lowering in 
voltage may be determined by inspection of the 
trace on the c-r tube screen. The peak positive 
excursion of the wave will be slightly flattened 
by the action of the v.t.v.m. Usually this 
flattening will be so small as to be negligible. 
But if it is desired to compensate for the 
flattening in the wave the following procedure 
may be gone through: Measure the distance 
from the center of the c-r tube trace to the 
flattened crest with the v.t.v.m. connected. 
Disconnect the v.t.v.m and measure again this 
distance. Multiply the ratio of the two dis- 
tances (slightly larger than 1.0) by the voltage 
as read on the v.t.v.m. This procedure will give 
the actual crest value of the wave. 

An alternative arrangement, shown in figure 
6, is quite convenient for the measurement of 
high a-c voltages such as are encountered in 
the adjustment and testing of high-power audio 
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CONVENTIONAL 
HIGH-SENSITIVITY 
VOLTMETER 


Figure 6. 


PEAK-VOLTAGE MEASUREMENT 
CIRCUIT. 


Through use of the arrangement shown above 
it is possible to make accurate measurements 
of peak a-c voltages, such as across the 
secondary of a modulation transformer, with 
a conventional d-c multi-voltmeter. Capacitor 
C and transformer T should, of course, be in- 
sulated for the highest peak voltage likely to 
be encountered. A capacitance of 0.25-yfd. 
at C has been found to be adequate. The 
higher the sensitivity of the indicating d-c 
voltmeter, the smaller will be the error be- 
tween the indication on the meter and the 
actual peak voltage being measured. 


amplifiers and modulators. The arrangement 
consists simply of a 2X2 rectifier tube and a 
filter capacitor of perhaps 0.25-ufd. capaci- 
tance, but with a voltage rating high enough 
that it is not likely to be punctured as a 
result of any tests made. Cathode-ray oscillo- 
scope capacitors, and those for electrostatic- 
deflection TV tubes often have ratings as high 
as 0.25 ufd. at 7500 to 10,000 volts. The 
indicating instrument is a conventional multi- 
scale d-c voltmeter of the high-sensitivity type, 
preferably with a sensitivity of 20,000 or 
50,000 ohms per volt. The higher the sensi- 
tivity of the d-c voltmeter used with the recti- 
fier, the smaller will be the amount of flatten- 
ing of the a-c wave as a result of the rectifier 
action. 


Measurement 
of Power 


Audio frequency or radio fre- 
quency power in a resistive cir- 
cuit is most commonly and 
most easily determined by the indirect method, 
i.e., through the use of one of the following 
formulas: 


P = El P = E/R P=ITR 


These three formulas mean that if any two 
of the three factors determining power are 
known (resistance, current, voltage) the power 
being dissipated may be determined. In an 
ordinary 120-volt a-c line circuit the above 
formulas are not strictly true since the power 


factor of the load must be multiplied into 
the result—or a direct method of determining 
power such as a wattmeter may be used. But 
in a resistive a-f circuit and in a resonant 
r-f circuit the power factor of the load is taken 
as being unity. 

For accurate measurement of a-f and r-f 
power, a thermogalvanometer or thermocoup- 
led ammeter in series with a non-inductive re- 
sistor of known resistance can be used. The 
meter should have good accuracy, and the 
exact value of resistance should be known with 
accuracy. Suitable dummy load resistors of 
the “vacuum” type are available in various 
resistances in both 100- and 250-watt ratings. 
These are virtually non-inductive, and may be 
considered as a pure resistance up to 30 Mc. 
The resistance of these units is substantially 
constant for all values of current up to the 
maximum dissipation rating, but where ex- 
treme accuracy is required, a correction chart 
of the dissipation coefficient of resistance (sup- 
plied by the manufacturer) may be employed. 
This chart shows the exact resistance for dif- 
ferent values of current through the resistor. 

Sine-wave power measurements (r-f or sin- 
gle-frequency audio) may also be made 
through the use of a v.t.v.m. and a resistor 
of known value. In fact a v.t.v.m. of the type 
shown in figure 6 is particularly suited to this 
work. The formula, P = E’/R is used in this 
case. However, it must be remembered that a 
v.t.v.m. of the type shown in figure 6 indi- 
cates the peak value of the a-c wave. This 
reading must be converted to the r-m-s or 
heating value of the wave by multiplying it 
by 0.707 before substituting the voltage value 
in the formula. The same result can be ob- 
tained by using the formula P = E’/2R. 

Thus all three methods of determining 
power: ammeter - resistor, voltmeter - resistor, 
and voltmeter-ammeter, give an excellent 
cross-check upon the accuracy of the determi- 
nation and upon the accuracy of the standards. 

Power may also be measured through the 
use of a calorimeter, by actually measuring the 
amount of heat being dissipated. Through the 
use of a water-cooled dummy load resistor this 
method of power output determination is being 
used by some of the most modern broadcast 
stations. But the method is too cumbersome 
for ordinary power determinations. 

Power may also be determined photometric- 
ally through the use of a voltmeter, ammeter, 
incandescent lamp used as a load resistor, and 
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a photographic exposure meter. With this 
method the exposure meter 1s used to deter- 
mine the relative visual output of the lamp 
running as a dummy load resistor and of the 
lamp running from the 120-volt a-c line. A 
rheostat in series with the lead from the a-c 
line to the lamp is used to vary its light 
intensity to the same value (as indicated by 
the exposure meter) as it was putting out as 
a dummy load. The a-c voltmeter in parallel 
with the lamp and ammeter in series with it is 
then used to determine lamp power input by: 
P = EI. This method of power determination 
is satisfactory for audio and low frequency 
r.f. but is not satisfactory for v-h-f work be- 
cause of variations in lamp efficiency due to 
uneven heating of the filament. 


Measurement of 
Circuit Constants 


26-2 


The measurement of the resistance, capaci- 
tance, inductance, and Q (figure of merit) of 
the components used in communications work 
can be divided into three general methods: 
the impedance method, the substitution or 
resonance method, and the bridge method. 


The impedance method of 
measuring inductance and 
capacitance can be likened 
to the ohmmeter method for measuring re- 
sistance. An a-c voltmeter, or milliammeter in 
series with a resistor, is connected in series 
with the inductance or capacitance to be mea- 
sured and the a-c line. The reading of the 
meter will be inversely proportional to the 
impedance of the component being measured. 
After the meter has been calibrated it will be 
possible to obtain the approximate value of 
the impedance directly from the scale of the 
meter. If the component is a capacitor, the 
value of impedance may be taken as its react- 
ance at the measurement frequency and the 
capacitance determined accordingly. But the 
d-c resistance of an inductor must also be 
taken into consideration in determining its 
inductance. After the d-c resistance and the 
impedance have been determined, the reactance 
may be determined from the formula: Xi.= 


VZ-R*. Then the inductance may be de- 
termined from: L=X./2zf. 


The Impedance 
Method 


The Substitution The substitution method is 
Method a satisfactory system for 
obtaining the inductance or 
capacitance of high-frequency components. A 
large variable capacitor witha good dial having 
an accurate calibration curve is a necessity for 
making determinations by this method. If an 
unknown inductor is to be measured, it is 
connected in parallel with the standard capaci- 
tor and the combination tuned accurately to 
some known frequency. This tuning may be 
accomplished either by using the tuned circuit 
as a wavemeter and coupling it to the tuned 
circuit of a reference oscillator, or by using the 
tuned circuit in the controlling position of a 
two terminal oscillator such as a dynatron 
or transitron. The capacitance required to tune 
this first frequency is then noted as C:. The 
circuit or the oscillator is then tuned to the 
second harmonic of this first frequency and 
the amount of capacitance again noted, this 
time as C:. Then the distributed capacitance 
across the coil (including all stray . capaci- 
tances) is equal to: CG» = (Ci — 4C:)/3. 
This value of distributed capacitance is 
then substituted in the following formula along 
with the value of the standard capacitance for 
either of the two frequencies of measurement: 


1 
nde Cs Ga 


The determination of an unknown capaci- 
tance is somewhat less complicated than the 
above. A tuned circuit including a coil, the 
unknown capacitor and the standard capacitor, 
all in parallel, is resonated to some convenient 
frequency. The capacitance of the standard 
capacitor is noted. Then the unknown capaci- 
tor is removed and the circuit re-resonated by 
means of the standard capacitor. The difference 
between the two readings of the standard 
capacitor is then equal to the capacitance of 
the unknown capacitor. 


Capacitance-Inductance Meter 


A convenient instrument for the measure- 
ment of relatively small values of capacitance 
by the method just discussed is shown in 
figures 7, 8, and 9. The schematic diagram 
of the instrument is given in figure 10. 

The device consists of a crystal oscillator 
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operating in range between 3.5 and 4 Mc., 
with the output of the crystal oscillator in- 
ductively coupled to a separate tuned circuit. 
Resonance in the separate tuned circuit is 
indicated by a diode voltmeter using a crystal 
diode. Plate voltage for crystal oscillator is 
obtained from a small self-contained power 
supply using a type GALS tube as a half-wave 
rectifier. 


Measurement of Referring to figure 10, it 
Capacitance is seen that Le is resonated 
to the frequency of the crys- 


Figure 7. 


FRONT OF THE 
CAPACITANCE METER. 


tal oscillator by capacitors C2 and Cs plus stray 
Circuit capacitances. If Cs has a capacitance 
range of 150 wuufd. (maximum capacitance 
minus minimum capacitance), any capacitance 
up to 150 wuufd. may be measured using the 
main tuning range of the instrument. The pro- 
cedure is as follows: (1) Cs is adjusted to 
maximum capacitance (“O” on the main dial); 
(2) the zero-set capacitor, C:, then is adjusted 
for resonance as indicated by maximum deflec- 
tion of the milliammeter; (3) the unknown 
capacitance then is placed across terminals “A”; 
and (4), Cs is tuned until resonance in the 


Figure 8. 


REAR VIEW OF THE 
CAPACITANCE METER. 
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tuned circuit is restored as indicated by maxi- 
mum meter deflection. The amount by which 
C; is changed from its setting of maximum 
capacitance then is equal to the capacitance of 
the unknown capacitor which was placed at 
Ars 

The capacitor used at C: should be of the 
straight-line-capacitance type with semi-circle 
plates so that the capacitance calibration on 
the main dial scale will be linear with rota- 
tion. For moderate accuracy the main dial may 
be calibrated directly with a knowledge of 
the maximum and minimum capacitance of 
C;:. But when a more precise calibration of 
the instrument is desired, the main dial should 
be calibrated by substituting known values of 
capacitance at “A”. 


It often is desirable to measure 
capacitors which are mounted 
in a circuit without mechanical- 
ly removing them from the equipment. If 
one side of the capacitor is grounded and the 
other side is free, the capacitance may be meas- 
ured with the aid of the coaxial lead shown 
in figure 7. The coaxial connector “B” on the 
panel of the instrument provides for connection 
of a two-foot length of RG-59/U cable which 
has been equipped with alligator clips on the 
free end. Coaxial cable of this type has 
a nominal capacitance of 21 uufd. per foot, 


Use of the 
Coaxial Lead 


Figure 9. 


UNDERCHASSIS OF THE 
CAPACITANCE METER. 


sO approximately 45 uwutd. (including strays) 
must be removed from the circuit when the 
coaxial lead is to be used. This compensation 
is accomplished simply by changing the “zero 
set’ capacitor, C:, to restore resonance in the 
circuit when the coaxial lead is in use. The 
instrument then operates normally. However, 
when initially adjusting the inductance of L: 
at the chosen crystal frequency, the main capa- 
citor Cs must be at its maximum setting, and 
the “zero set” capacitor C: must be near its 
maximum setting, so that sufficient capacitance 
may be removed from the circuit to compensate 
for the added capacitance of the coaxial lead. 
The High-Capacitance The measuring range 
Scale of the instrument may 

be increased by plac- 
ing a known capacitance of 150 uufd. in series 
with the unknown capacitor. The effective 
capacitance of the series combination will be: 


LOR C. 
Cc a eee ee 
Cor 50 
or in terms of Cx: 
150 8G 
Ghee as gaara Ts. 
LOS GC 


remembering that C is the dial reading. 
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EACH 20 UF. 
450 V. ELECT. 
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RESISTORS > Ww. 


S TA 
Figure 10. 
SCHEMATIC OF THE CAPACITANCE 
METER. 


C:i—-5-20 wufd. ceramic trimmer 

C.—140-yufd. small variable 

C:—150 uyufd. capacitance range variable: removed 
from the output circuit of a 274N transmitter 

L:i—100 t. no. 32 enam. closewound on 7-inch poly- 
styrene rod 


A new scale may be drawn on the dial for 
this type of measurement simply by choosing 
values of C and marking values of Cx opposite 
the basic calibration scale of the instrument. 
It should be noted that the scale of capacitance 
thus obtained is non-linear, and that readings 
above about 2000 wufd. are not reliable due 
to compression of the scale. 


Measurement of A limited range of induct- 
Inductance ance values may be measured 

through the following pro- 
cedure: (1) Place the known 150-uufd. fixed 
capacitor across terminals “A”. (2) Adjust the 
main capacitance dial to resonance at its full- 
scale setting of 150 uufd. (3) Place the un- 
known inductor also across terminals “A.” 
(4) Readjust the main capacitance dial to 
resonance. Values of inductance between about 
13 wh. and 200 wh. can be measured in 
this manner. The relationship between the 
value of the unknown inductance and the 
basic capacitance scale is: 


Lo—19 t. l-inch dia. 16 turns per inch (B&W 3015 
Miniductor) 

L.—4-turn link around low-potential end of Li 

S—S.p.s.t. toggle a-c line switch 

Ti—Small receiver power transformer; 420 y. c.t., 
6.3 v. 2. a., and 5 y. 2 a. winding which is unused 
(Stancor P-6289) 


1 1 
SS Se —E——e 
An’ fC 39 5tC 
i 
or, C = —— 
39. 5fLx 


Again calibration of the dial scale may be 
made directly from the basic capacitance scale 
using the equations given above. Clearly the 
maximum inductance end of the scale will 
be infinity, with the high-inductance range 
squeezed; the minimum inductance will be 
that value which has an inductive reactance 
equal to the capacitive reactance of 150 upfd. 
at the crystal frequency—the minimum in- 
ductance value is 13 wh. for the instrument 
illustrated. 


The Resonance 
Indicator 


The diode-voltmeter reson- 
ance indicator is a relatively 
low impedance device. Hence 
the operating Q of the tuned circuit will 
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be lowered by the shunting effect of the 
diode voltmeter. Since the overall Q of the 
measurement circuit thus is relatively low, 
the effective Q of the components being meas- 
ured may vary through wide limits without 
appreciable effect on the voltage developed 
across the tunéd circuit. Thus air capacitors, 
mica capacitors, and paper capacitors may be 
measured with equal facility. The proper series 
resistance for the diode voltmeter, R, can be 
found by trial. The value chosen for the unit 
illustrated gives about 34-scale deflection at 
resonance. 


Measurements with a Bridge 


Experience has shown that one of the most 
satisfactory methods for measuring circuit 
constants (resistance, capacitance, and induct- 
ance) at audio frequencies is by means of the 
a-c bridge. The Wheatstone (d-c) bridge is 
also one of the most accurate methods for the 
measurement of d-c resistance. With a simple 
bridge of the type shown at figure 11A it is 
entirely practical to obtain d-c resistance de- 
terminations accurate to four significant figures. 
With an a-c bridge operating within its normal 
rating as to frequency and range of measure- 
ment it is possible to cbtain results accurate 
to three significant figures. 

Both the a-c and the d-c bridges consist of a 
source of energy, a standard or reference of 
measurement, a means of balancing this stand- 
ard against the unknown, and a means of 
indicating when this balance has been reached. 
The source of energy in the d-c bridge is a 
battery; the indicator is a sensitive galvano- 
meter. In the a-c bridge the source of energy 
is an audio oscillator (usually in the vicinity 
of 1000 cycles), and the indicator is usually 
a pair of headphones. The standard for the 
d-c bridge is a resistance, usually in the form 
of a decade box. Standards for the a-c bridge 
can be resistance, capacitance, and inductance in 
varying forms. 

Figure 11 shows two general types of the 
Wheatstone or d-c bridge. In (A) the so- 
called “ratio arms” Ra and Ru are fixed (usual- 
ly in a ratio of 1-to-1, 1-to-10, 1-to-100, or 
1-to-1,000) and the standard resistor Rs is 
varied until the bridge is in balance. In com- 
mercially manufactured bridges there are usual- 
ly two or more buttons on the galvanometer 


Figure 11. 
TWO WHEATSTONE BRIDGE CIRCUITS. 


These circuits are used for the measurement 
of d-c resistance. In (A) the “ratio arms” R, 
and R, are fixed and balancing of the bridge 
is accomplished by variation of the standard 
R,. The standard in this case usually consists 
of a decade box giving resistance in I-ohm 
steps from O to 1110 or to 11,110 ohms. In 
(B) a fixed standard is used for each range 
and the ratio arm is varied to obtain balance. 
A calibrated slide-wire or potentiometer cali- 
brated by resistance in terms of degrees is 
usually employed as R, and R,. It will be 
noticed that the formula for determining the 
unknown resistance from the knowns is the 
same in either case. 


for progressively increasing its sensitivity as 
balance is approached. Figure 11B is the 
so-called “slide wire” type of bridge in which 
fixed standards are used and the ratio arm 
is continuously variable. The “slide wire” 
may actually consist of a moving contact along 
a length of wire of uniform cross section in 
which case the ratio of Ra to Rs may be read 
off directly in centimeters or inches, or in 
degrees of rotation if the slide wire is bent 
around a circular former. Alternatively, the 
“slide wire’ may consist of linear-wound po- 
tentiometer with its dial calibrated in de- 
grees or in resistance from each end. 

Figure 12A shows a simple type of a-c 
bridge for the measurement of capacitance 
and inductance. It can also, if desired, be 
used for the measurement of resistance. The 
four arms of the bridge may be made up in a 
variety of ways. As before, Rs and Ra make up 
the ratio arms of the device and may be 
either of the slide-wire type, as indicated, or 
they may be fixed and a variable standard used 
to obtain balance. In any case it is always 
necessary with this type of bridge to use 
a standard which presents the same type of 
impedance as the unknown being measured: 
resistance standard for a resistance measure- 
ment, capacitance standard for capacitance, 
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Figure 12. 
TWO A-C BRIDGE CIRCUITS. 


The operation of these bridges is essentially 
the same as those of figure 11 except that 
a.c. is fed into the bridge instead of d.c. and 
a pair of phones is used as the indicator in- 
stead of the galvanometer. The bridge shown 
at (A) can be used for the measurement of 
resistance, but it is usually used for the 
measurement of the impedance and reactance 
of coils and capacitors at frequencies from 
200 to 1000 cycles. The bridge shown at (B) 
is used for the measurement of small values 
of capacitance by the substitution method. 
Full description of the operation of both 
bridges is given in the accompanying text. 


and inductance standard for inductance de- 
termination. Also, it is a great help in obtain- 
ing an accurate balance of the bridge if a 
standard of approximately the same value as 
the assumed value of the unknown is employed. 
Also, the standard should be of the same 
general type and should have approximately 
the same power factor as the unknown imped- 
ance. If all these precautions are observed, 
little trouble will be experienced in the mea- 
surement of resistance and in the measurement 
of impedances of the values usually used in 
audio and low radio frequency work. 

However, the bridge shown at 12A will not 


be satisfactory for the measurement of capaci- 
tances smaller than about 1000 wufd. For the 
measurement of capacitances from a few micro- 
microfarads to about 0.001 ufd. a Wagner 
grounded substitution capacitance bridge of the 
type shown in figure 12B will be found satis- 
factory. The ratio arms Ra and Re should 
be of the same value within 1 per cent; 
any value between 2500 and 10,000 ohms 
for them both will be satisfactory. The two 
resistors Re and Ro should be 1000-ohm wire- 
wound potentiometers. Cs should be a straight- 
line capacitance capacitor with an accurate 
vernier dial; 500 to 1000 urfd. will be satis- 
factory. Cc can be atwo or three gang broadcast 
capacitor from 700 to 1000 upefd. maximum 
capacitance. 

The procedure for making a measurement 
is as follows: The unknown capacitor Cx is 
placed in parallel with the standard capacitor 
Cs. The Wagner ground Rp is varied back 
and forth a small amount from the center of 
its range until no signal is heard in the phones 
with the switch S in the center position. Then 
the switch S is placed in either of the two 
outside positions, Co is adjusted to a capaci- 
tance somewhat greater than the assumed value 
of the unknown Cx, and the bridge is brought 
into balance by variation of the standard capaci- 
tor Cs. It may be necessary to cut some resis- 
tance in at Re and _to switch to the other 
outside position of S before an exact balance 
can be obtained. The setting of Cs is then 
noted, Cx is removed from the circuit (but 
the leads which went to it are not changed 
in any way which would alter their mutual 
capacitance ), and Cs is readjusted until balance 
is again obtained. The difference in the two 
settings of Cs is equal to the capacitance of the 
unknown capacitor Cx. 7 

There are many other types of a-c bridge 
circuits 1n common use for measuring induct- 
ance with a capacitance standard, frequency in 
terms of resistance and capacitance, and so 
forth. Terman’s Radio Engineers’ Handbook 
given an excellent discussion of common types 
of a-c bridge circuits. 


26-3 Frequency 
Measurements 
All frequency measurement within the 


United States is based on the transmissions of 
Station WWYV of the National Bureau of 
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Figure 13. 


SCHEMATIC OF THE 100-KC. 
FREQUENCY SPOTTER. 


C:—-100-yyufd. air trimmer 

C2, Cs—0.0003-yfd. midget mica 
C:—50-yufd. midget mica 
C;—0.002-yfd. midget mica 

Ri, R2—100,000 ohms 12 watt 
Li—10-mh. shielded r-f choke 
L2—2.1-mh. r-f choke 
X—100-ke. crystal 


(0 sienat OUT 


©) 6.3 V.A.C. 


© + 100-200 v. 


aoe GROUND 


Standards. This station operates continuously on 
frequencies of 2.5, 5, 10, 15, 20, 25, 30, and 
35 Mc. The carriers of those frequencies below 
30 Mc. are modulated alternately by a 440- 
cycle tone or a 600-cycle tone for periods of 
four minutes each. This tone is interrupted 
at the beginning of the 59th minute of each 
hour and each five minutes thereafter for a 
period of precisely one minute. Greenwich 
Civil Time is given in code during these one- 
minute intervals, followed by a voice announce- 
ment giving Eastern Standard Time. The 
accuracy of all radio and audio frequencies is 
better than one part in 50,000,000. A 5000 
microsecond pulse (5 cycles of a 1000-cycle 
wave) may be heard as a tick for every 
second except the 59th second of each minute. 

These standard-frequency transmissions of 
station WWV may be used for accurately de- 
termining the limits of the various amateur 
bands with the aid of the station communi- 
cations receiver and a 50-kc., 100-kc., or 200- 
kc. band-edge spotter. The low-frequency oscil- 
lator may be self-excited if desired, but low- 
frequency standard crystals have become so 
relatively inexpensive that a reference crystal 
may be purchased for very little more than the 
cost of the components for a self-excited oscil- 
lator. The crystal has the additional advantage 
that it may be once set so that its harmonics 
are zero beat with WW V and then left with 
only an occasional check to see that the 
frequency has not drifted more than a few 
cycles. The  self-excited oscillator, on the 
other hand, must be monitored very frequent- 
ly to insure that it is on frequency. 


Using a To use a frequency spotter 
Frequency Spotter it is only necessary to 

couple the output of the 
oscillator unit to the antenna terminal of the 
receiver through a very small capacitance such 
as might be made by twisting two pieces of 
insulated hookup wire together. Station WWV 


is then tuned in on one of its harmonics, 
15 Mc. will usually be best in the daytime 
and 5 or 10 Mc. at night, and the trimmer 
adjustment on the oscillator is varied until 
zero beat is obtained between the harmonic 
of the oscillator and WWV. With a crystal 
reference oscillator no difficulty will be had 
with using the wrong harmonic of the oscil- 
lator to obtain the beat, but with a self-excited 
oscillator it will be wise to insure that the 
reference oscillator is operating exactly on 50, 
100, or 200 kc. (whichever frequency has 
been chosen) by making sure that zero beat is 
obtained simultaneously on all the frequencies 
of WWYV that can be heard, and by noting 
whether or not the harmonics of the oscillator 
in the amateur bands fall on the approximate 
calibration marks of the receiver. 


100-Kilocycle Frequency Spotter 


The unit shown in figures 14 and 15 and 
diagrammed in figure 13 may be used for 
two similar but different applications. The 
first application is as a band-edge frequency 
spotter. When used for this purpose the unit 
is normally installed somewhere inside the 
receiver housing and its output is coupled 
into the antenna circuit of the receiver. The 
very low power requirement of the 6BA6 
crystal oscillator tube can be obtained directly 
from the receiver power supply. 

The second application of the frequency 
spotter is as a calibration check for a variable- 
frequency oscillator. For this application the 
unit is normally installed inside the v-f-o hous- 
ing and used in combination with a simple 
audio amplifier such as a cascaded 6SL7 oper- 
ating into a pair of phones. In this application 
C, is coupled to the grid of the first half of 
the 6SL7 and in addition a small amount of 
r-f energy from the v.f.o. is coupled also to this 
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Figure 14. 
TOP OF THE 100-KC. OSCILLATOR. 


Figure 15. 


UNDERCHASSIS VIEW OF THE 
FREQUENCY SPOTTER. 
The four-terminal tie-point is used to make 
connections between the receiver or v.f.o. into 


which the unit is installed and the 100-kc. 
oscillator unit itself. 


grid. With this type of circuit arrangement 
the 100-kc. calibration points on the main 
dial for the v.f.o. may be checked whenever 
operation near the edge of an amateur band is 
contemplated. 


The Oscillator A 100-kc. crystal is used as 
Circuit a coupling gate to the grid 

of the oscillator tube in con- 
junction with a Colpitts oscillator circuit. Due 
to the sharpness of resonance of the quartz 
crystal the oscillator will operate only over 
a comparatively narrow range very close to 
the crystal frequency. The circuit shown, 
in which the screen grid is fed plate voltage 
from the plate of the tube instead of from 
B+, was found to give the best harmonic 
output. Tests of the unit have shown that 
adequate harmonic output is available up to 
30 Mc. The capacitor C: has been provided to 
allow trimming of the oscillator frequency 
exactly to 100 kc. This adjustment may be 
made by listening to the beat in a communi- 
cations receiver between one of the harmonics 
of the oscillator and WW V. Capacitor Ci is 
varied while listening to the beat note until 
zero beat is obtained. 


Unitized Miniature Test 
Equipment 


Many of the items of test equipment used 
on occasion in the amateur station require a 
small power supply for plate and heater volt- 
age. The power unit often is a major, though 
still small, item of expense in the test equip- 
ment unit. The small test equipment units 
shown in the following pages have been de- 
signed so that any of them may be fed from 
a small universal power unit. The power unit 
terminates in a four-wire cable with a standard 
Jones plug which may be plugged into any 
of the units of test equipment. Other items 
of test equipment with similar power require- 
ments may be constructed in such a manner 
that the power cable from the miniature power 
supply may be plugged into them. 


The Power Unit 


One type of power supply for the test equip- 
ment series is shown in figure 16 with its 
schematic given in figure 17. The unit is built 
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Figure 16. 


THE MINIATURE 
POWER SUPPLY. 


into and on a tiny 2 by 4 by 4 inch metal box 
(Par-Metal MC-442). Two 6.3-volt 1.2-am- 
pere filament transformers connected back-to- 
back supply the high voltage to the 75-ma. 
selenium rectifier. The output of the selenium 
rectifier is filtered by an RC network with a 
bleeder across the output of the filter. No-load 
voltage from the “high” voltage supply is 135 
volts. The output voltage at various values of 
acs eo ina.) Loty.:8 ma.,):90)v.7 12:5 ma., 
G2 oveeend .14 ma. 55, volts...Hence the 
power supply is capable of delivering about 
0.75 watts maximum to an external load. 

Since the drain of the plate supply from 
the 6.3-volt line does not exceed 0.7 ampere, 
the filament transformer, T, can supply up to 
0.9 ampere at 6.3 volts to the heaters of a 
unit of test equipment. 

The power supply unit includes a toggle 
switch in series with the 115-volt line for 
power control. Also a closed-circuit jack, with 
one side grounded, is included in the power 
supply unit with the active terminal of the jack 
fed through the power cable. This circuit was 
planned for use in series with the grid return 
of the grid-dip oscillator, with a 0-1 d-c milli- 
ammeter plugged into the jack. Other uses 
for the circuit may suggest themselves when 
planning a new item of test equipment for use 
with the miniature power supply. 

An alternative power-supply unit, which 
makes use of one of the Merit P-3045 power 
transformers, is diagrammed in figure 18, and 
is shown along with the grid-dip meter in fig- 
ure 19. The small power transformer used in 
the supply delivers 117 volts at 50 ma. to a 
selenium rectifier, and supplies 6.3 volts at 1.5 


amperes for the heater load. The unit is built 
on the same chassis and in the same general 
manner as the power supply shown in figure 


16. 


Grid-Dip Meter 


A grid-dip meter is one of those items of 
test equipment which will be found invalu- 
able in: circuit alignment work. Basically, a 
grid-dip meter is simply a low-power oscillator 


SELENIUM RECT. 
75 MA. 100 3300 2W 


115V.A.C. 


Figure 17. 


SCHEMATIC OF THE 
MINIATURE POWER SUPPLY. 


Transformers T: and Tz are 6.3-volt filament 

transformers with a current rating of 1.2 to 

2 amperes. Transformer Tz is reversed with 

respect to 7: so that the transformers are 
operating back-to-back. 
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65 MA. SELENIUM 
5 RECTIFIER 


3300, 2W 


115 Vv. 


Figure 18. 


THE ALTERNATIVE MINIATURE 
POWER SUPPLY. 
Transformer T is a Merit P-3045 power trans- 


former, which was expressly designed for 
small power supplies of this general type. 


with a meter for indicating rectified grid cur- 
rent. Some provision is always included in 
the design for coupling the tank circuit of the 
oscillator to the circuit under test. 

The main application of the grid-dip meter 
is as a means of indicating the resonant fre- 
quency of a circuit to which it is coupled. For 
making a measurement of this type the tank 
circuit is coupled to the circuit under test, 
either directly or by means of a link, and the 
frequency of oscillation of the grid-dip meter 
is then varied over the frequency range where 
the external tank circuit is expected to reso- 
nate. When the frequency of oscillation of 
the grid-dip meter coincides with the resonant 
frequency of the external tank, power is ex- 
tracted from the tank circuit of the grid-dip 
meter and the grid current of the oscillator 
tube takes a sudden dip. Hence the descrip- 
tive name for the instrument. 

Since the basic application of the grid-dip 
meter is as a means of determining the reso- 
nant frequency of a tank circuit, it is fairly 
obvious that the meter will be more convenient 
to operate if it is capable of covering a rela- 
tively large frequency range. A frequency range 
on each coil of two to one is generally consid- 
ered to be adequate. 

Another use of the grid-dip meter is as an 
unshielded signal generator for the preliminary 
alignment of receivers in the v-h-f range. For 
this type of job the dip meter is coupled 
‘relatively tightly to the receiver until the signal 
can be tuned in by the detector stage. Then the 
coupling is backed off for the rough alignment 
of the r-f stages. After the r-f stages have been 
aligned roughly the dip meter may be turned 
off and the final alignment made on noise 
from the first tuned circuit, from an antenna, 


or on a signal from a shielded generator if 
one should be available. 


Circuit of 
the Unit 


The oscillator uses one-half of a 
6J6 tube in an ultra-audion cir- 
cuit (except on the 3.5-Mc. 
range where a tap on the coil is grounded to 
convert the oscillator to a Hartley). The ultra- 
audion oscillator circuit is used since it per- 
mits the use of a simple two-terminal coil 
without a tap or a tickler. The number of 
components associated with the oscillator it- 
self is very small, as can be seen from the 
schematic, figure 22, and the inside photo of 
the oscillator box, figure 20. The unit is 
housed in a standard crackle-finished metal 
box with outside dimensions of 3 by 4 by 5 
inches. A somewhat smaller box could have 
been used for the oscillator, subject to the 3 74- 
inch limitation in width of the National MCN 
dial. 

Seven coils are used with the oscillator to 
cover a range from 3.1 Mc. to 180 Mc. The 
upper frequency limit of the unit illustrated is 
about 190 Mc., due to lead length and the 


Figure 19. 
THE COMPLETE GRID-DIP METER. 


The alternative miniature power supply is in 
the rear, with the oscillator unit, the coil 
group, and the indicating milliammeter in 
front. The 3.5-Mc. coil is in place in the 
oscillator unit, with the other coils arrayed in 
order of decreasing frequency coverage. 
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type of construction. Hence, if an instrumeni 
to cover the range from 170 Mc. to 290 Mc. 
is needed, the unit illustrated in figure 21 may 
be constructed. 

Either of the two miniature power-supply 
units described before may be used with either 
the low-range or the high-range grid-dip me- 
ter. Each of the grid-dip meters requires 6.3 
volts at 0.45 amperes for the heater of the 6J6, 
and 100 to 130 volts at 6 to 8 ma. for plate 
supply. 

A four-wire cable five feet in length runs 
from the power unit to the dip meter. In ad- 
dition to carrying power to the dip meter this 
cable carries the grid return back to the power 
unit. The 0-1 d-c milliammeter then is plugged 
into the jack on the side of the power unit. 

Normal grid current to the oscillator runs 
from 0.2 to 0.6 ma. The higher readings are 
obtained on the lower frequency bands and 
the lowest reading at the upper frequency limit 
of the unit in the vicinity of 180 Mc. A sharp 
dip in grid current is obtained when the coil of 
the oscillator is coupled to an external circuit 
resonant at the frequency of operation of the 
oscillator. By making the power supply and 
indicating instrument separate from the oscilla- 
tor, it is possible to hold the oscillator unit 
conveniently in the hand so that its tank coil 
may be coupled to the external circuit whose 
resonant frequency it is desired to determine. 


Measurement of 
Capacitance 


Since the grid-dip meter 
indicates resonance of an 
external circuit to its fre- 
quency of oscillation, the dip meter may be 
used in conjunction with a calibrated capacitor 
for the measurement of an unknown capaci- 
tance. This capability is convenient when it 
becomes necessary to determine the capacitance 
of a small ceramic or mica capacitor when its 
markings have been obscured—or were ob- 
scure in the first place. Many of the fixed 
capacitors available from surplus stocks do not 
conform to RMA or ASA color-code markings, 
hence their capacitance must be measured 
before they are used in a Circuit. 

Since a high degree of accuracy will not be 
required for a rough capacitance check of this 
type, the calibrated capacitor may consist of a 
small straight-line-capacitance variable such as 
a National UM-100 or Johnson 100H15 with 
a simple 0-100 dial. A small coil of 5 or 6 
turns with one-inch diameter is then soldered 
to the capacitor, the capacitor is set full in with 


Figure 20. 


INTERNAL VIEW OF THE 
GRID-DIP METER. 


its dial at 100, and the resonant frequency of 
the circuit checked with the grid-dip meter. 
The grid-dip meter is left set at this frequency 
and the unknown capacitor (whose capacitance 
is assumed to be less than the maximum capa- 
citance of the variable capacitor) is soldered 
across the variable capacitor. Then, with the 
dip meter operating at the same frequency, the 
capacitance of the “calibrated” capacitor is de- 
creased until the circuit again resonates at the 
frequency of operation of the dip meter. The 
amount by which the capacitance of the “cali- 
brated” capacitor has been decreased is equal 
to the capacitance of the unknown capacitor 
which has been added. For the purpose of a 
simple check such as this, with a 0-100 dial 
and a variable capacitor with 100 uufd. maxi- 
mum, the reading of the 0-100 dial may be 
taken as the capacitance of the variable. 


The oscillator unit illus- 
trated in figure 21 was de- 
signed to extend the cov- 
erage of the grid-dip meter 


Construction of 
the High-Range 
Grid-Dip Meter 
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assembly up to a frequency of 290 Mc., thus 
covering high-band TV and the amateur 220- 
Mc. band. The unit uses the same circuit, and 
operates with the same power supply and 
meter as the unit shown in figures 19 and 20. 
However, through the use of shorter leads, a 
miniature Johnson 160-110 tuning capacitor, 
and 15-uufd. coupling capacitors in place of 
the 33-uyfd. units used in the lower-frequency 
unit, coverage from 170 through 290 Mc. is 
attained. 

The unit and its handle are constructed on 
and inside a 7-inch length of aluminum tub- 
ing as a “chassis.” The tubing has an inside 
diameter of 7 inch. A small rectangular 
piece of aluminum at the end carries the 6J6 
socket, all the resistors and capacitors, a 3-lug 
tie point, and a small piece of insulating ma- 
terial on which is mounted the tuning capaci- 
tor. A third piece of aluminum carries the 
knob and dial scale. 

At the oscillator end of the tubing two 14- 
inch ears are bent back to serve as mounting 
points for the plate which carries the 6J6 and 
its wiring. The 6J6 tube itself extends inside 
the tubing toward the handle end. The handle 
end of the tubing has four saw slots cut into 
it 90 degrees apart and 14 inch deep. This 


Figure 21. 


SHOWING THE HIGH-RANGE 
DIP METER. 


end then is formed into four flat sides to fit 
the rectangular base of a Jones four-point 
plug. A clamp secures the power plug in 
place as shown in figure 21. The wiring to 
the oscillator from the plug leaves the inside 
of the tubing through a grommet just be- 
yond the dial scale, to clear the 6J6 tube en- 
velope, and terminates on the 3-lug tie point 
below the socket. The dial scale is mounted 
half-way down the tubing by means of two 
angle brackets and sheet-metal screws. 

The coil for the oscillator is a loop of no. 14 
bare copper wire and is 1 inch long and 4 
inch wide. The coil is mounted directly on the 
solder lugs of the tuning capacitor. A short 
length of plastic tubing is slipped over the 
coil just before mounting it on the tuning 
capacitor to reduce the possibility of grounding 
the coil when the unit is in use. A small piece 
of celluloid or plastic sheet may be formed 
and fastened over the end of the unit to pro- 
tect the oscillator wiring. 

Calibration of the oscillator may be accom- 
plished with the aid of a pair of Lecher wires 
with a total length of about 6 feet. Some in- 
accuracy in the Lecher-wire calibration is un- 
avoidable, since the oscillator must be coupled 
to the Lecher wires to obtain an indication. 
However, the range below 225 Mc. may be 
calibrated with the aid of a TV receiver on 
those channels which are in use. 


One-Tube Sine-Wave 
Audio Oscillator 


The miniature audio-oscillator shown in fig- 
ures 23 and 24 delivers several volts of sine- 
wave audio over the frequency range from 
150 to 3500 cycles per second. The wave form 
is acceptable at 150 cycles and is a quite good 
sine wave above about 300 cycles. The circuit 
uses a 12AU7 as a cathode-coupléd amplifier 
with the grid of the first section acting addi- 
tionally as a diode to furnish automatic-level- 
control voltage to the second section. 

An RC phase-shifting network, connected 
between the plate of the second section and 
the grid of the first, determines the frequency 
of oscillation. A one-megohm potentiometer 
is the variable element in the phase-shift net- 
work which controls the frequency of opera- 
tion. The 3000-ohm potentiometer serving as 
plate load for the output section of the 12AU7 
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Figure 22. 
SCHEMATIC OF THE GRID-DIP METER. 


The coil for the 90 to 175 Mc. range consists of 1 turn of no. 14 enamelled with a diameter of 
1 inch. The base for the coil is a standard coil form with all but 32” of the cylindrical portion 
sawed off. The coil for the 47 to 91 Mc. range consists of 6 turns of no. 14 enamelled with an 
inside diameter of 5”; this coil also is mounted on the base of a standard Millen 45005 coil form. 
For 26 to 47 Mc. the coil consists of 6 turns no. 14 enamelled closewound on a !-inch diameter 
form (Millen 45005). For the 14 to 26 Mc. range the coil consists of 16 turns of no. 22 enamelled 
spaced to 7” on a 11-inch diameter Millen 45005 coil form. The 8-14.7 Mc. coil consists of 23 
turns no. 24 enam., closewound; the 4.9-9.0 Mec. coil consists of 48 turns no. 24 enam., closewound; 
and the 3.1-5.8 Mc. coil consists of 72 turns no. 30 enam., closewound, with a tap brought out 
to the grounded socket pin 26 turns from the grid end. The lowest frequency coil is the only one 
with a tapped winding. All the latter three coils also are wound on Millen 45005 coil forms. 
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acts as a regeneration control. Its setting is 
not critical except to obtain the very best 
waveform at the low-frequency end of the 
audio range. 

The output voltage from the oscillator varies 
somewhat with frequency. But for routine 
modulation testing where some waveform dis- 
tortion on the lower frequencies may be toler- 
ated, a single setting of the regeneration con- 
trol will suffice. The 10,000-ohm_ potentio- 
meter serves as an output attenuator. 

This simple oscillator is adequate for the 
tuning of AM, FM, and single-sideband trans- 
mitters over the voice frequency range. The 
frequency range of the oscillator may be shifted 
by making a proportionate change in all three 
of the 0.0068-xfd. capacitors. An increase in 
capacitance will move both the upper frequen- 
cy and lower frequency limits downward, 
though the ratio between the two extremes will 
remain the same as in the unit illustrated— 
approximately 20 to 1. 

For those who have a requirement for a 
laboratory-type oscillator, a complete unit cov- 
ering the frequency range between 20 cycles 
and 100,000 cycles, using a Wein-bridge fre- 
quency determining network, is described in 
the 11th edition of the Radio Handbook, be- 
ginning on page 428. This oscillator exhibits 
excellent waveform over its entire frequency 
coverage, and is capable of a power output of 
10 watts over the audio-frequency portion of 
its frequency range. 


Three-Inch Monitoring 
Oscilloscope 


Experience has shown that the only really 
satisfactory method of monitoring an ampli- 
tude-modulated transmitter is with the aid of 
a cathode-ray oscilloscope. Indication such as 
afforded by the plate milliammeter on the 
Class B stage or by a modulation monitor 


Figure 23. 
THE MINIATURE AUDIO OSCILLATOR. 
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Figure 24. 


INSIDE THE MINIATURE 
AUDIO OSCILLATOR. 


The 12AU7 tube (which can be replaced by 

a 6SN7-GT if the 12AU7 is unayailable) and 

its socket are mounted in an inverted position 
inside the housing. 


which operates from averaged values of recti- 
fied audio frequency can give only an idea of 
the average modulation level and cannot show 
modulation peaks of the type which produce 
sideband splatter. A cathode-ray oscilloscope, 
on the other hand, will give instantaneous in- 
dication of the peak modulation level and 
hence can show immediately any tendency to- 
ward negative-peak clipping. The normal way 
of operating an oscilloscope for such use is to 
apply a low-frequency linear time base to the 
horizontal deflection plates and to apply the 
radio-frequency carrier envelope from the 
transmitter to the vertical deflection plates. 
Normal modulation of the transmitter will be 
evidenced by the conventional increases and 
decreases in amplitude of the carrier in ac- 
cordance with the waveform of the speech 
signal. Negative-peak clipping is made strik- 
ingly apparent by the fact that bright spots are 
formed in the center of the carrier envelope 
whenever the instantaneous carrier amplitude 
goes to zero. 

The most satisfactory method of using an 
oscilloscope as a modulation monitor is to 


have the unit installed on the operating table 
with the screen in easy view of the person 
who is speaking into the microphone. It is 
then a relatively easy matter to adjust the gain 
control and the loudness of speech to such a 
level that satisfactory modulation with only a 
very occasional peak indicated by a bright 
spot in the screen is obtained. 


The Sweep 
Circuit 


The oscilloscope illustrated in 
figures 26 and 27 was developed 
especially for the application of 
monitoring an amplitude-modulated telephone 
transmitter. The unit incorporates an unusual 
and very simple internal sweep circuit, requir- 
ing no additional tubes, which carries a single 
stroke across the screen of the oscilloscope 
tube on alternate half cycles of the 60-cycle 
line frequency. The other half cycle of the 
60-cycle line wave is blanked out by the 
phase-shift circuit comprised by C: and Ra. 
The single-trace time base operates in the 
following manner: A-c voltage is taken from 
the secondary of the power transformer T by 
a voltage divider comprised of R: and R:. 
This voltage is used for horizontal deflection 
on the cathode-ray tube and the ratio of these 
two resistors determines the amplitude of the 
sweep as seen on the face of the tube. How- 
ever, a portion of this voltage is also shifted 
approximately 90° in phase of C2 and R: and 
then supplied to the grid of the cathode-ray 
tube. Since the voltage on the grid leads the 
horizontal deflection voltage by 90°, the action 


HEATERS CON- 
NECTED FOR 
6.3 VOLTS 


Figure 25. 


SCHEMATIC OF THE 
MINIATURE AUDIO OSCILLATOR. 


The one-megohm potentionmeter acts as the 


frequency control, the 10,000-ohm_ poten- 

tiometer serves as output level control, and 

the 3000-ohm potentiometer controls the 

amplitude of oscillation and hence the output 
waveform of the unit. 
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of the grid allows the electrons to pass ‘through 
the electron gun and on to the viewing screen 
when the deflection voltage on the horizontal 
plates is causing the spot to sweep from left 
to right. However, when the voltage on the 
deflection plates is such as to cause the spot 
to sweep backward from right to left the elec- 
tron stream is stopped and the spot is blanked 
off the screen by the fact that a high negative 
potential is acting on the grid of the cathode 
ray tube. 

Through the use of this single-trace circuit 
the usual “doubling up” of the image which 
is obtained when using sine-wave a-c on the 
horizontal plates is eliminated. The effect of 
this sweep circuit is to give the same desirable 
result for monitoring of an amplitude modu- 
lated transmitter as is obtained when a separate 
sweep generator and sweep amplifier, with 
their associated tubes and power supply, are 
employed. The 60-cycle horizontal sweep rate 
obtained through the use of this circuit is just 
about optimum for visual monitoring of male 
speech modulation of an AM transmitter. 

The unit is constructed in a Bud no. 1124 
rectangular box without the aid of an addi- 
tional chassis. All components are mounted 
directly upon the walls of the container. Note 
that a power transformer especially designed 
for operation of a cathode-ray oscilloscope has 
been employed. This procedure is strongly to 


Figure 26. 


TOP AND FRONT OF THE 
3-INCH MONITORING 


be recommended since the induction field in OSCILLOSCOPE. 

the vicinity of a conventional receiver power Thec lett hand tcontrolmon ithe tiront tpanelits 

transformer is so strong as to cause undesirable the intensity control and the one on the 
: ed ; right-hand side is for focus. The left switch 

electromagnetic deflection of the beam in the ES De ide penne grote ate paeeabe 

associated cathode-ray tube unless the trans- right-hand side changes the horizontal de- 

former 1S mounted a foot Or more distant. flection plates from internal sweep to a pair 


of binding posts on the rear of the unit above 
the power transformer. 


Figure 27. 


SHOWING THE 3-INCH 

MONITORING OSCILLO- 

SCOPE WITH SIDE 
PANEL REMOVED. 
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Figure 28. 
SCHEMATIC OF THE 3-INCH OSCILLOSCOPE. 


C:—0.25-ufd. 2500-volt scope capacitor 
C.—0.002-yfd. 1250-volt working mica 
C3, Ci—0.01-ufd. 400-volt tubular 
Ri—1.0-megohm 1-watt resistor 
R:—5.0-megohm 1-watt resistor 
R3;—220,000-ohm 1-watt resistor 
R:—250,000-ohm potentiometer 
R;—100,000-ohm 1-watt resistor 


R.—50,000-ohm potentiometer 

R:—470,000-ohm 1-watt resistor 

Rs, Rs—1.0-megohm 12-watt resistors 

T—Scope transformer—1250 volts at 2 ma., 2.5 y. 
at 1.75 a. for 2X2, 2.5 vy. at 2.1 a. for 3API1 or 
6.3 v. at 0.6 a. for 3BP1. 

Si—S.p.s.t. a-c line switch 

So—D.p.d.t. toggle switch 


With a special c-r tube transformer such as 
has been used no additional magnetic shield is 
required around the cathode-ray tube. Two 
commercially available transformers which may 
be used with an oscilloscope of this general 
type are the Peerless R-5213Q and the Thor- 
darson T-14R32. 

Adjustment Adjustment of this unit is quite 
simple once the assembly has 
been completed. It is necessary only to throw 
S: to the internal-sweep position and then ad- 
just Rs and Re until a satisfactory time base 
without blurring or fuzziness is obtained. If 
the sweep amplitude is improper it may be 
adjusted by variation in the ratio of Ri to Ro. 
If the brightened portion of the sweep is not 
in the center of the face of the tube, proper 
phasing of the time base and consequently 
proper centering can be obtained by adjust- 
ment of the values of C2: and R:. Alternatively, 
with S: in position 1 as indicated in figure 28, 
a deflecting signal from an external source, 
such as a sawtooth sweep, may be applied to 
the horizontal deflecting plates for use of the 
oscilloscope in other applications. 


26-4 Antenna and 


Transmission-Line 
Measurements 


When a new antenna system is being 
checked, the first procedure usually is to ad- 
just the array for the most satisfactory radia- 
tion pattern. In the case of a rotatable array 
the most usual procedure is to excite the array 
from a temporary antenna installed some dis- 
tance away, while measuring the voltage devel- 
oped across the antenna terminals with some 
type of indicating device. After the optimum 
pattern has been obtained the next procedure 
usually is to adjust the matching system be- 
tween the transmission line and the antenna 
until minimum standing-wave ratio on the 
antenna transmission line is attained. 


Remote Indicating Field- 
Strength Meter 


A remote-indicating field-strength meter is 
a great convenience in the process of tuning 
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Figure 29. 


REMOTE INDICATOR FOR THE 
FIELD-STRENGTH METER. 


The indicating microammeter is mounted on 

a chassis with its face upwards so that it may 

be read easily while working on the antenna 

system. The large instrument shown is con- 

venient since its indication may be read from 

a considerable distance, but a smaller instru- 
ment may of course be used. 


an antenna array for best forward gain, for 
best front-to-back ratio, or for a compromise 
between these two conditions of operating. 
Such an instrument is a particular convenience 
in the process of tuning a multi-element para- 
istic antenna array of the rotatable type dis- 
cussed in Chapter Sixteen. 

Figure 30 shows the simple circuit diagram 
of the instrument and figure 29 shows a photo- 
graph of a mounting for the indicating por- 
tion of the instrument. A graph showing the 
theoretical calibrtaion curve of a voltage-indi- 
cating instrument of this type is given in 
figure 31. Tests of the unit have shown that 
the individual calibration curve falls quite 
close to the theoretical curve given in figure 31. 


Using the 
Field-Strength Meter 


The normal application 
of the remote-indicat- 
ing field-strength meter 
is as follows: The output of the station trans- 
mitter, or one of the exciter stages, is fed to a 


‘temporary antenna (the folded-dipole type usu- 
ally is quite convenient) of the same polariza- 
tion as the main antenna under test and located 
at a distance of at least a wavelength and 
preferably several wavelengths from the main 
antenna. A power level between 10 and 50 
watts is normally all that will be required to 
excite the temporary antenna. If possible, the 
temporary antenna should be at the same 
height as the antenna under test, although the 
temporary antenna may be somewhat lower if 
necessary. 

The rectifying portion of the field-strength 
meter (figure 30B) is then connected either 
across the feed terminals of the antenna under 
test or at the end of a section of transmission 
line of the type to be used to feed the an- 
tenna. Any matching sections, stubs, or trans- 
formers which are to be used to accomplish 
the matching between the antenna feed point 
and the main transmission line are installed 
in their normal manner between the antenna 
under test and the rectifying portion of the 
field-strength meter. Then a resistor (Ra in 
figure 30B) equal to the characteristic imped- 
ance of the transmission line which is in use 
ot which will be used is placed across the 
terminals of the rectifying unit to act as a 
non-reflecting load for the energy picked up by 
the antenna. The resistor used for Ra should 
be of the non-inductive type. Composition 
resistors such as the Ohmite “Little Devil” 
have proven to be quite satisfactory in this 
application. The resistor need not be of ex- 
actly the same resistance as the transmission 
line so long as it is quite close in value; as 
examples, a standard 47-ohm resistor may be 
used as termination for a 52-ohm coaxial line 
or a 620-ohm resistor may be used as termina- 
tion for a 600-ohm line. 

The resistor Ra serves, as mentioned before, 
as a load to dissipate the energy received by 
the antenna under test. Since it is equal in 
resistance to the characteristic impedance of the 
transmission line which will be used to feed 
the antenna, it makes no difference whether 
or not an actual section of this transmission 
line is used between the feed point of the 
antenna and the rectifying unit of the field- 
strength meter. The feed point of the an- 
tenna “sees” the same value of impedance 
whether it is terminated in the resistor or in 
a section of transmission line which is in 
turn terminated in its characteristic impedance 
by a resistor. Hence, if the whole antenna 
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Figure 30. 


SCHEMATIC OF THE REMOTE- 
INDICATING FIELD- 
STRENGTH METER. 


(A) shows the internal connections 
for the indicating portion of the 
field-strength meter. R: is a 4700- 
ohm 1/2-watt resistor and Rz is a 
50,000-ohm potentiometer. (B) 
shows the schematic of the rectify- 
ing portion of the remote-indicat- 
ing field-strength meter. The two 
units may be separated by any dis- 
tance up to several hundred feet. 
Resistor R, should be made equal 
to the characteristic impedance of 
the transmission line to be used to 
feed the array under test. R; is a 
10-ohm_ 1-watt non-inductive car- 
bon resistor, X is a rectifying crystal 
(type IN34 is suitable), RFC are 
two r-f chokes suitable for the band 
of operation, and C: and Cs are 
each 0.003-yfd. midget mica capac- 
itors. 


TO INDICATOR 


system is matched to the value of resistance 
which has been used as Ra, there will be no 
reflections from this termination. It is desir- 
able, therefore, that an impedance-matching 
system calculated to meet the operating condi- 
tions chosen by the procedures discussed in 
Chapter Sixteen can be used between the driven 
element in the antenna and the place where 
the antenna transmission line connects to the 
antenna system. Although the calculated 
matching system may not be exactly correct, 
the method of tuning for maximum gain dis- 
cussed in the following paragraphs will give 
excellent results if the impedance matching 
system which has been installed is approxi- 
mately correct. 


Tuning for 
Maximum 
Forward Gain 


The rectifying portion of the 
remote-indicating field-strength 
meter is placed, as mentioned 
before, either directly at the 
feed point of the antenna system or at the 
end of a section of transmission line of the 
type to be used to feed the antenna. Then a 
pair of wires is run from the rectifying unit 
to the indicating unit of the f-s meter. Any 
type of wire may be used since this line carries 
only a small value of direct current, but re- 
ceiving Twin-Lead of the 75-ohm or 150-ohm 
variety is often used since it is small and 
convenient and actually less expensive than 
conventional 115-volt cord. The indicating 
unit can best be placed on the ground in a 


position where it may be seen while adjust- 
ments are being made on the antenna. 


Resistor R: on the indicating instrument is 
then adjusted for maximum series resistance in 
the indicating circuit. Then the transmitter or 
exciter unit is tuned up on the desired frequen- 
cy of operation and coupled to the temporary 
test antenna. Power is applied to the trans- 
mitter and the control resistor R: in the indi- 
cating instrument is adjusted until the meter 
reads about half scale. It is then advisable to 
rotate the antenna slightly back and forth to 
insure that the antenna under test is pointing 
directly at the temporary transmitting antenna. 


With the driven element adjusted to the 
theoretical length as determined by reference 
to Chapter Sixteen the director is now varied 
in length a small amount at a time until maxi- 
mum indication is obtained on the field- 
strength meter. A good starting point for the 
lengths of the director and reflector can be 
obtained by reference to figure 2 in Chapter 
Sixteen. After the director has been maxi- 
mized the reflector is varied until the field- 
strength meter reading increases to a new 
maximum value. It is now wise to make small 
adjustments in the length of the driven element 
to insure that its length is optimum for the 
frequency which has been chosen. 


Since the adjustments of the elements are 
interacting in their effects on the field strength 
from the antenna it is necessary to repeat the 
adjustment procedure described above at least 
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once and preferably several times so that a set 
of compromise lengths for the elements may 
be determined which will give maximum for- 
ward signal from the antenna system. If the 
antenna system was far out of tune when the 
adjustment procedure was started it will prob- 
ably be necessary to back down the resistor R: 
on the indicator unit to keep the needle deflec- 
tion from going off scale. When more than one 
director is used in the antenna system it is 
usually best to adjust the director adjacent to 
the driven element first, and then to proceed 
outward. 


With the antenna under 
test pointing directly at 
the temporary transinit- 
ting antenna the resistor R2 is adjusted for full 
scale deflection. Then the antenna is rotated 
through 90° in both directions to determine 
the front-to-side ratio and through 180° to 
determine the front-to-back ratio. The front- 
to-back and front-to-side ratios in decibels may 
be obtained by reference to the chart given in 
figure 31, or the meter scale itself on the 
indicating instrument may be calibrtaed. This 
graph has been drawn on the assumption that 
the “on the nose” reference point would be 
at half scale on the indicating meter, from 
whence the meter will read up 6 db and down 
20 db from the reference level. However, if 
full scale on the meter is chosen as the refer- 
ence level, or zero db, as mentioned at the 
start of this paragraph, 6 decibels should be 
subtracted from each of the numbers in the 
“decibels ratio” column on the left of the 
graph. Thus the meter will read “zero db” at 


Measuring the 
Radiation Pattern 


full scale, “minus 6 db” at half scale, “minus 
12 db” at quarter scale, and “minus 26 db” at 
1/20 or 0.05 scale. 

It is often convenient to prepare an actual 
field-intensity pattern of the antenna under 
the test conditions in use. To do this it is 
necessary first to note down in tabular form 
the relative field intensity for every 10° or 15° 
of antenna rotation. Then, on a piece of polar- 
coordinate graph paper obtained from an 
office-supply or draftsmen’s-supply house, note 
down the points just tabulated. Zero field in- 
tensity will be at the center of the graph and 
the maximum meter reading obtained will be 
the last circle on the piece of graph paper. 
An actual plot of the radiation pattern from 
an antenna when made in this manner will 
often be very revealing in regard to the width 
of the nose of the pattern, the presence of 
spurious side lobes or of a large back lobe. 


Tuning for Maximum 
Front-to-Back Ratio 


In the event that an 
unusually large back 
lobe is found, or 
should it be desired to reduce the back lobe to 
a minimum to afford a reduction in interfer- 
ence from the rear, it is possible to retune an 
antenna for best front-to-back ratio. It is 
best first to tune the array for maximum for- 
ward gain to insure that the antenna system is 
operating properly and then to make a revision 
in the settings of the elements to improve the 
front-to-back ratio. First point the antenna to- 
ward the temporary transmitting antenna and 
adjust the meter reading for full scale. Then 
turn the antenna through 180° and adjust 
the reflector for minimum treading on the in- 


622 Test and Measurement Equipment 


THE RADIO 


COAX TAPER PROBE INNER CONDUCTOR TAPER COAX 
vats 


FITTING = 


SLOT IN OUTER 
CONDUCTOR 


CARRIER | 
FOR PROBE 


r 
‘| SLIDER 

CARRYING 
\ PROBE 


\ 


INDICATING 
INSTRUMENT] 


Figure 32. 


DIAGRAMMATIC REPRESENTATION 
OF A SLOTTED LINE. 


The conductor ratios in the slotted line, in- 
cluding the tapered end sections should be 
such that the characteristic impedance of the 
equipment is the same as that of the trans- 
mission line with which the equipment is to 
be used. The indicating instrument may be 
operated by the d-c output of the rectifier 
coupled to the probe, or it may be operated 
by the a-c components of the _ rectified 
signal if the signal generator or transmitter 
is amplitude modulated by a constant per- 
centage. 


dicating instrument. Then turn the antenna 
through 180° again and check the forward 
reading. Peak the director for maximum for- 
ward reading and again reverse the antenna. 
Re-trim the reflector for minimum backward 
reading and again check the forward signal. 
By repeating the procedure several times it will 
be possible to obtain an improved value of 
front-to-back ratio with a relatively small de- 
crease in the forward gain of the antenna sys- 
tem. A considerable amount of jockeying in 
the lengths of the directors and the reflector is 
required to obtain the optimum lengths for a 
compromise value of forward gain along with 
the greatest value of front-to-back ratio. 

Antenna systems which use more than one 
director will inherently give a better front-to- 
back ratio in addition to greater forward gain 
as compared to antenna systems which use only 
one director. Hence, with these types of an- 
tennas it will in most cases be necessary only 
to adjust for maximum forward gain; a sufh- 
cient degree of front-to-back ratio will usually 
be obtained with the adjustment for maximum 
forward gain. 


Checking for 
Actual Antenna Gain 


It is possible to de- 
termine the actual 
gain of the antenna 
under test relative to a dipole radiator simply 
by replacing the directive array by a dipole 


located at the same position. The dipole should 
be matched to a transmission line of the same 
impedance as used to feed the antenna array. 
With a standard amount of input to the trans- 
mitter feeding the test antenna the resistor on 
the indicating instrument is varied until the 
meter reads half scale. Then, with all other 
conditions remaining the same, the directive 
array is replaced by the dipole which is 
matched to the same impedance as was used 
to feed the directive array. The rectifying 
portion of the meter is connected to the feed 
line from the dipole and the meter reading 
noted with the same input to the transmitter 
and with no changes having been made in the 
setting of the rheostat in the indicating in- 
strument. 


Transmission-Line 
Measurements 


After the directive pattern of the antenna 
system is satisfactory, and the front-to-back 
ratio is all that is required if the system is a 
nominally unidirectional affair, the next prob-— 
lem becomes that of matching the antenna 
transmission line to the driven element or 
elements of the antenna array. Some instru- 
ment for measuring the standing-wave ratio 
on the antenna transmission line must be 
available if the antenna-to-feed-line impedance 
match is to be made with any degree of ac- 
curacy. 


Types of There are four general 
Transmissoin Lines types of transmission 

lines in common use at 
amateur stations for feeding the antenna sys- 
tem from the transmitter. These lines are: 
(1) solid-dielectric coaxial lines (RG-8/U, 
etc.), (2) molded parallel-wire lines of the 
ribbon or tubular type, (3) two-wire open 
lines, and (4) two-wire solid-dielectric shield- 
ed lines. The type (4) line is used only in- 
frequently due to the relatively high cost of 
such lines and due to the fact that such lines 
frequently are characterized by somewhat high- 
er losses than the other types of lines which 
have been enumerated. 


Coaxial Lines It is obviously impracticable 


to measure the voltage-stand- 
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ing-wave ratio in a length of coaxial line 
since the voltages and currents inside the 
line are completely shielded by the outer 
conductor of the cable. Hence it is neces- 
sary to insert some type of instrument into a 
section of the line in order to be able to ascer- 
tain the conditions which are taking place in- 
side the shielded line. Where measurements 
of a high degree of accuracy are required, the 
slotted line is the instrument most frequently 
used. Such an instrument, diagrammed in fig- 
ure 32, is an item of test equipment which 
could be constructed in a home workshop 
which included a lathe and other metal work- 
ing tools. Commercially built slotted lines are 
very expensive since they are constructed with 
a high degree of accuracy for precise labora- 
tory work. 

The slotted line consists essentially of a sec- 
tion of air-dielectric line having the same 
characteristic impedance as the transmission 
line into which it is inserted. Tapered fittings 
for the transmission line connectors at each 
end of the slotted line usually are required due 
to differences in the diameters of the slotted 
line and the line into which it is inserted. A 
natrow slot from Yg-inch to 14-inch in width 
is cut into the outer conductor of the line. A 
probe then is inserted into the slot so that it is 
coupled to the field inside the line. Some 
sort of accurately machined track or lead screw 
must be provided to insure that the probe 
maintains a constant spacing from the inner 
conductor as it is moved from one end of the 
slotted line to the other. The probe usually 
includes some type of rectifying element whose 
output is fed to an indicating instrument 
alongside the slotted line. 

The unfortunate part of the slotted-line sys- 
tem of measurement is that the line must be 
somewhat over one-half wavelength long at the 
test frequency, and for best results should be 
a full wavelength long. This requirement is 
easily met at frequencies of 420 Mc. and 
above where a full wavelength is 28 inches or 
less. But for the lower frequencies such an 
instrument is mechanically impracticable. 


Bridge-Type The bridge type of standing- 
Standing-Wave wave indicator is used quite 
Indicators generally for making meas- 


urements on commercial co- 
axial transmission lines. A simplified version 
is available from M. C. Jones Electronics Co., 
Bristol, Conn. (“Micro-Match’’ ). 


WW ANTENNA 
FEED LINE 


Figure 33. 


RESISTOR-BRIDGE 
STANDING-WAVE INDICATOR. 


This type of test equipment is suitable for 
use with coaxial feed fines. 
C:—0.001-ufd. midget ceramic capacitor 
Ri, Ro—22-ohm 2-watt carbon resistors 
R:—Resistor equal in resistance to the characteristic 
impedance of the coaxial transmission line to be 
used 
R:—50,000-ohm wire-wound potentiometer 
R;—4700-ohm 1-watt resistor 
RFC—R-f choke suitable for operation of the meas- 
urement frequency. 


One type of bridge standing-wave indicator 
is diagrammed in figure 33. This type of in- 
strument compares the electrical impedance of 
the transmission line with that of the resistor 
Rs which is included within the unit. Experi- 
ence with such units has shown that the resistor 
Rs should be a good grade of non-inductive 
carbon type. The Ohmite “Little Devil’ type 
of resistor in the 2-watt rating has given good 
performance. The resistance at Rs should be 
equal to the characteristic impedance of the 
antenna transmission line. In other words, this 
resistor should have a value of 52 ohms for 
lines having this characteristic impedance such 
as RG-8/U and RG-58/U. For use with lines 
having a nominal characteristic impedance of 
70 ohms, a selected “68 ohm” resistor having 
an actual resistance of 70 ohms may be used. 

Balance within the equipment is checked by 
mounting a resistor, equal in value to the nomi- 
nal characteristic impedance of the line to be 
used, on a coaxial plug of the type used on the 
end of the antenna feed line. Then this plug is 
inserted into the zmpwt receptacle of the in- 
strument and a power of 2 to 4 watts applied 
to the output receptacle on the desired frequen- 
cy of operation. Note that the signal is passed 
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through the bridge in the direction opposite 
to normal for this test. The resistor Rs is ad- 
justed for full-scale deflection on the 0-1 milli- 
ammeter. Then the plugs are reversed so that 
the test signal passes through the instrument 
in the direction indicated by the arrow on fig- 
ure 33, and the power level is maintained the 
same as before. If the test resistor is matched 
to Rs, and stray capacitances have been held 
to low values, the indication on the milli- 
ammeter will be very small. The test plug with 
its resistor is removed and the plug for the 
antenna transmission line is inserted. The 
meter indication now will read the reflection 
coefficient which exists on the antenna trans- 
mission line at the point where the indicator 
has been inserted. From this reading of reflec- 
tion coefficient the actual standing-wave ratio 
on the transmission line may be determined by 
reference to the chart of figure 36. 
Measurements of this type are quite helpful 
in determining whether or not the antenna is 
presenting a good impedance match to the 
transmission line being used to feed it. How- 
ever, a test instrument of the type shown in 


figure 33 must be inserted into the line for a 
measurement, and then removed from the line 
when the equipment is to be operated. Also, 
the power input to the line feeding the input 
terminal of the standing-wave indicator must 
not exceed 4 watts. The power level which the 
unit can accept is determined by the dissipa- 
tion limitation of resistors R: plus R2. 

It is also important, for satisfactory opera- 
tion of the test unit, that resistors Ri and R:2 
be exactly equal in value. The actual resistance 
of these two is not critically important, and 
deviations up to 10 per cent from the value 
given in figure 10 will be satisfactory. But 
the two resistors must have the same value, 
whether they are both 21 ohms or 24 ohms, 
or some value in between. 


Construction of a Coaxial 
S-W-R Indicator 


A suggested method of constructing an RC- 
bridge type of standing-wave indicator which 


Figure 34, 
R-C BRIDGE STANDING-WAVE METER. 


The front and rear covers for the housing have been removed in this photograph. Note the shield 

baffle across the center of the housing. The mounting of the crystal rectifier and series capacitor 

with respect to the resistor cage and the cage of shielding wires also can be seen in the Jower 
portion of the housing. 
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ANTENNA 


TRANSMITTEF 
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MULTIPLE 
WIRES 


Figure 35. 


SCHEMATIC OF THE R-C 
STANDING-WAVE INDICATOR. 


This semi-pictorial illustration shows the man- 

ner of construction. Power flow in the direc- 

tion of the arrow does not read on the indi- 

cator; flow in the other direction, resulting 

from reflected power or from intentional re- 

versal of the instrument, does read on the 
indicator. 


can be left in the line with the transmitter 
operating is illustrated in figures 34 and 35. 
The unit is constructed in a 4 by 4 by 2 inch 
metal box with a shield baffle installed across 
the center of the box. The unit may be con- 
structed in a relatively short period of time, 
using the general layout shown in the illus- 
trations. However, the assembly of the actual 
bridge element is relatively critical for good 
performance. 

The first step in the construction of the 
bridge assembly is to form two rings of no. 
14 bus wire to a diameter of 34 inch. Then 
the nine 10-ohm 1-watt resistors, with leads 
on the resistors cut to a length of about one- 
quarter inch, are soldered to the two rings to 
form a cage. Following this, a shielding cone 
with length, not including leads, of 134 inches 
is formed of six lengths of no. 18 bus wire. 
Then an “X” of wire is placed across one end 
of the resistor cage, as shown to the left in 
figure 35. The center of this “X” is connected 
to the left-hand (transmitter) coaxial terminal, 
while a lead about an inch long from the 
crystal rectifier also is connected to the center 
of the “X.” However, it is important that the 
rectifier be mounted so that it extends outward 
from the open end of the resistor cage, with its 
inner end adjacent to the open end of the re- 
sistor cage. This method of mounting, which 
can be seen in figure 34, isolates the rectifier 
from capacitive coupling to the voltage drop 
across the resistor cage. 


The 750-#ufd. ceramic capacitor is then in- 
stalled, the two leads from the junction be- 
tween the rectifier and the 750-uufd. capaci- 
tor are attached, and the shielding cone of 
wires is installed over the rectifier-capacitor 
assembly. Through this type of construction 
the rectifier and series capacitor are shielded 
from the fields which exist inside the upper 
portion of the instrument, thus extending the 
operating range of the instrument well into the 
v-h-f range. 

The bridge unit may be used with any type 
of d-c instrument, so long as the indicator has 
sufficient sensitivity for the power level to be 
used. Although measurements normally are 
made at a relatively low power level (10 to 50 
watts in the transmission line) the unit illus- 
trated may be used in a 52-ohm transmission 
line operating at a low s.w.r. with a power 
level as high as 500 watts. 


Adjustment and 
Calibration 


Initial adjustment of the 
instrument for operation 
in a 52-ohm line is quite 
simple. A low-power transmitter is connected 
to the transmitter terminal. Then a 52-ohm 
2-watt carbon resistor (with known good r-f 
characteristics) is connected with short leads 
to a coaxial plug. The plug with resistive ter- 
mination then is inserted into the antenna ter- 
minal, and the 4.5-25 wufd. ceramic trimmer 
capacitor is adjusted for minimum deflection. 
A very sharp null at frequencies as high as 
50 Mc. will be obtained at the proper settigg 
of the trimmer capacitor. 

Calibration of the instrument may then be 
accomplished by reversing the instrument end 
for end, applying a resistive termination of 
value different from the nominal impedance 
of the unit, adjusting the power level and the 
sensitivity control (20,000-ohm rheostat shown 
on figure 35) until a full-scale deflection is 
obtained. Then the instrument is reversed 
again so that the transmitter and load are con- 
nected as shown in figure 35, and the deflec- 
tion obtained on the meter is noted. If the 
sensitivity of the indicating instrument is high, 
so that a large value of series resistance is 
in use, the meter will read quite close to the 
theoretical value of reflection coefficient which 
would be obtained with the termination under 
test. Conversion from reflection coefficient to 
standing-wave ratio may be obtained from the 
chart of figure 36. 

The use of the instrument is normal for 
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Figure 36. 


RELATION BETWEEN STAND- 
ING-WAVE RATIO AND RE- 
FLECTION COEFFICIENT. 


This chart may be used to convert reflection- 

coefficient indications such as are obtained 

with a bridge-type standing-wave indicator or 

an indicating twin lamp into values of stand- 
ing-wave ratio. 


bridge-type indicators of this general type. 
The instrument is first connected into the an- 
tenna transmission line in the reverse direc- 
tion. Then, with a large value of series resist- 
ance to the indicating meter, power is applied 
to the transmitter and the series resistor is 
adjusted until the meter reads full scale. Then 
the instrument is reversed end for end and 
reconnected back into the transmission line as 
shown in figure 35. When power is applied 
to the transmitter, the deflection on the meter 
is noted. The meter reading will be in reflec- 
tion coefficient of the load, with a fair degree 
of accuracy even without calibration, so that 
the s.w.r. can be obtained by reference to 


figure 36. 


One of the most satis- 
factory and least expen- 
sive devices for obtain- 
ing a rough idea of the 
standing-wave ratio on a transmission line of 
the molded parallel-wire type is the “twin- 


Measurements 
on Molded 
Parallel-Wire Lines 


TWIN LEAD TRANSMISSION 
LINE TO ANTENNA 


Figure 37. 
SKETCH OF THE “TWIN-LAMP” 
TYPE OF S-W-R INDICATOR. 


The short section of line with lamps at each 
end usually is taped to the main transmission 
line with plastic electrical tape. 


lamp” which was first described by Wright in 
the October, 1947, issue of the magazine OST. 
This ingenious instrument may be constructed 
of new components for a total cost of about 
25 cents; this fact alone places the twin-lamp 
in a class by itself as far as test instruments 
are concerned. 

Figure 37 shows a sketch of a twin-lamp 
indicator. The indicating portion of the sys- 
tem consists merely of a length of 300-ohm 
Twin-Lead about 10 inches long with a dial 
lamp at each end. In the unit illustrated the 
dial lamps are standard 6.3-volt 150-ma. bayo- 
net-base lamps. The lamps are soldered to the 
two leads at each end of the short section of 
Twin-Lead. 

To make a measurement the short section of 
line with the lamps at each end is merely taped 
to the section of Twin-Lead (or other similar 
transmission line) running from the transmit- 
ter or from the antenna changeover relay to 
the antenna sytsem. When there are no stand- 
ing waves on the antenna transmission line the 
lamp toward the transmitter will light while 
the one toward the antenna will not light. 
With 300-ohm Twin-Lead running from the 
antenna changeover relay to the antenna, and 
with about 200 watts input on the 28-Mc, 
band, the dial lamp toward the transmitter will 
light nearly to full brilliancy. With a stand- 
ing-wave ratio of about 1.5 to 1 on the trans- 
mission line to the antenna the lamp toward 
the antenna will just begin to light. With a 
high standing-wave ratio on the antenna feed 
line both lamps will light nearly to full bril- 
liancy. Hence the instrument gives an indica- 
tion of relatively low standing waves, but when 
the standing-wave ratio is high the twin-lamp 
merely indicates that they are high without 
giving any idea of the actual magnitude. 
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Figure 38. 


OPERATION OF THE “TWIN LAMP” 
INDICATOR. 


Showing current flow resulting from inductive 

and capacitive fields in a “twin lamp” at- 

tached to a line with a low standing-wave 
; ratio. 


Operation of 
the Twin-Lamp 


The twin lamp operates by 
virtue of the fact that the 
Capacitive and inductive 
coupling of the wire making up one side of 
the twin-lamp is much greater to the trans- 
mission-line lead immediately adiacent to it 
than to the transmission-line lead on the other 
side. The same is of course true of the wire on 
the other side of the twin-lamp and the trans- 
mission-line lead adjacent to it. A further con- 
dition which must be met for the twin-lamp to 
operate is that the section of line making up 
the twin-lamp must be short with respect to a 
quarter wavelength. Then the current due to 
capacitive coupling passes through both lamps 
in the same direction, while the current due to 
inductive coupling between the leads of the 
twin-lamp and the leads of the antenna trans- 
mission line passes through the two lamps in 
opposite directions. Hence, in a line without 
reflections, the two currents will cancel in one 
lamp while the other lamp is lighted due to 
the sum of the currents. 

The basic fact which makes the twin-lamp a 
“directional coupler” is a result of the condi- 
tion whereby the capacitive coupling is a scalar 
action not dependent upon the direction of the 
waves passing down the line, yet the inductive 
coupling is a vectom action which zs dependent 
upon the direction of wave propagation down 
the line. Thus the capacitive current is the 
same and is in the same phase for energy 
travelling in either direction down the line. 
But the inductive current travels in one direc- 
tion for energy travelling in one direction and 
in the other direction for energy going the 
other direction. Hence the two currents add at 
one end of the line for a wave passing toward 
the antenna, while the currents add at the 
other end of the twin-lamp for the waves re- 
flected from the antenna. When the waves 
are strongly reflected upon reaching the anten- 
na, the reflected wave is nearly the same as the 


ANTENNA 
aN TRANSMISSION 
LINE 


LUCITE OR POLYSTYRENE FRAME 
TO HOLD LOOP AND LAMPS. 


Figure 39. 
SKETCH OF A “TWIN LAMP” 
TYPE OF INDICATOR FOR 
OPEN-WIRE LINES. 


direct wave, and both lamps will light. This 
condition of strong reflection from the anten- 
na system is that which results in a high stand- 
ing-wave ratio on the antenna feed line. 


Use of the Twin Lamp The twin-lamp is 
with Various Feed Lines best suited for use 

with antenna trans- 
mission lines of the flat ribbon type. Lines 
with a high power rating are available in im- 
pedances of 75 ohms, 205 ohms, and 300 
ohms in the flat ribbon type. In addition, one 
manufacturer makes a 300-ohm line in two 
power-level ratings with a tubular cross sec- 
tion. A twin-lamp made from flat 300-ohm 
line may be used with this tubular line by 
taping the twin-lamp tightly to the tubular 
line so that the conductors of the twin-lamp 
are as close as possible on each side of the 
conductors of the antenna line. 


Use of the Twin-Lamp 
with Open-Wire Lines 


The twin-lamp prin- 
ciple may also be 
used in conjunction 
with conventional open-wire lines of the 460- 
ohm to 600-ohm variety. For this application 
the indicator, consisting of a loop of number 
16 or 18 wire, can best be mounted on a frame 
made up of thin (14 inch) material such as 
plexiglass or lucite or even wood which has 
been thoroughly dried and impregnated with 
varnish or shellac. In any event the frame 
should be as light as possible and as much out 
of the field of the transmission line as 1s 
practicable. If the frame should have a very 
large amount of mass in the strong field of the 
antenna transmission line it, in itself, could 
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Figure 40. 


SHOWING THE USE OF A “TWIN LAMP” 
TYPE OF INDICATOR WITH A 
D-C INSTRUMENT. 


This arrangement gives a much more accur- 

ate indication of the standing-wave ratio on 

a transmisison line than does the similar ar- 
rangement with dial lamps for indicators. 


introduce a moderate amount of reflection on 
the line and thus cause standing waves. The 
two wires, with the lamps at each end, should 
be spaced about 3@-inch from the wires of the 
main feed line and should be placed above the 
feeder wires rather than alongside. Notches 
should be cut in the support frame so that the 
spacing between the pickup line and the an- 
tenna transmission line will be maintained 
accurately. 


Use of the Twin-Lamp 
with Rectifiers 
and a Meter 


The twin-lamp prin- 
ciple may be used in 
conjunction with 
two rectifiers and a 
d-c instrument for obtaining a much higher 
degree of accuracy in the measurement of the 
standing-wave ratio existing on a transmission 
line. A schematic diagram showing the con- 
nections for such an instrument is given in 
figure 40. True, such a device is somewhat 
more complex than the simple version with a 
pair of dial lamps, but the “indicating twin- 
lamp” is capable of giving an actual figure for 
the standing-wave ratio on a transmission line 
rather than the very approximate and relative 
indication obtained with the use of dial lamps. 


The principle of the device is the same as 
that of the simple twin-lamp. But the net 
voltage drop across each end of the measuring 
line is rectified with a 1N34 rectifier and the 
indication of this voltage may be read on a d-c 
instrument. From the ratio of the meter indi- 
cations at each end of the measuring line it is 
possible to estimate the standing-wave ratio 
existing on the transmission line with a fair 
degree of accuracy. 

The procedure for making a measurement 
is as follows: (1) Tape the measuring section 
to the main transmission line if the ribbon 
type of line is being used, or place the structure 
of figure 39 on the open-wire line at a con- 
venient spot if the latter type of line is being 
used. In either event the dial lamps at each 
end are replaced by a 470-ohm load resistor, 
a 1N34 crystal diode, a 0.002-ufd. postage 
stamp mica, and an r-f choke which presents 
a high impedance at the operating frequency 
being used at the transmitter. An additional r-f 
choke is connected to the loop itself at one end 
or the other to furnish a d-c return for the 
rectified signal. A three-wire cable is then run 
from the measuring line down to the box 
which houses the d-c meter, the selector switch, 
and the resistors. The three-wire cable may be 
made up of three strands of hookup wire, or 
it may consist of one strand of hookup wire as 
a common wrapped around a length of ribbon 
line or standard “pull apart” lamp cord. 

(2) The 50,000-ohm resistor R is adjusted 
for maximum resistance and the switch S is 
placed in position (A) for measurement of the 
forward wave. Reduced power is then applied 
to the transmitter, if it is of a power rating 
more than 25 to 50 watts. The indication on 
the meter M is then noted. If the indication 
is too low, it may be increased by decreasing 
the amount of resistance at R. If the indica- 
tion is too high, it may be decreased by reduc- 
ing transmitter power still further, by replac- 
ing the 470-ohm resistors at each end of the 
measuring line with a lower value, or by add- 
ing more resistance at R. With a power of 200 
watts in the antenna transmission line and the 
values shown, a full-scale deflection could be 
obtained on a test installation with resistor R 
set at somewhat less than full resistance. These 
tests were made with the ribbon type of meas- 
uring line. 

(3) After transmitter power and the setting 
of R have been adjusted for full-scale deflec- 
tion on the meter M, switch S is thrown to 
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position (B) and the indication noted. With 
a perfectly matched line the indication will be 
zero. But “flat” lines are seldom realized in 
practice, so the ratio of the reflected-wave read- 
ing to the forward-wave reading is obtained by 
simple division. If the 0-1 d-c milliammeter 
is used as the indicating instrument the sensi- 
tivity of the measuring line will be reduced, 
but the dial readings of the 0-1 instrument on 
the reflected wave will give the reflection co- 
efficient directly. The reflection coefficient thus 
obtained may then be compared with the 
chart of figure 36 to obtain the standing-wave 
ratio on the transmission line. 


Calibration of 
the Measuring Line 


The chart of figure 36 
has been calculated on 
the basis of the equa- 
tions also shown on the chart. The accuracy 
with which the actual instrument will give 
results which correspond with the calculated 
values depends upon the linearity of the recti- 
fiers, upon the assumption that the r-f chokes 
isolate the indicator line completely from the 
measuring line and its rectifiers, and that the 
two 470-ohm resistors are matched in resist- 
ance and impedance. In practice some devia- 
tions may be expected. But upon the test 
sample used on the 28-Mc. band the. deviations 
were small enough to be ignored. 


If it is desired to perform an actual calibra- 
tion upon the instrument as a means of deter- 
mining the accuracy with which the particular 
instrument corresponds with the calculated 
chart of figure 36, the procedure is as follows: 
(1) Place a load resistor equal to the char- 
acteristic impedance of the antenna transmis- 
sion line at the antenna end of the line in 
place of the antenna. This resistor must be 


capable of dissipating substantially the full 
output of the transmitter, so the output of the 
transmitter will have to be cut down and the 
sensitivity of the indicating instrument in- 
creased until full scale on M may be obtained 
in the (A) position of switch S when the load 
resistance is dissipating its full rating of power 
output from the transmitter. 

(2) Place switch S$ in position (B). The 
indication on the meter should fall to zero. If 
the meter does not fall substantially to zero, 
the discrepancy may be due to reflections from 
bends or other discontinuities in the antenna 
transmission line, or it may be due to imperfect 
choking action in the r-f chokes. 

(3) After the indication has been made to 
fall to zero in position (B) while still reading 
full scale at (A), replace the load resistor at 
the antenna end of the feed line with a resistor 
of one-half the characteristic impedance of the 
antenna line. Adjust the meter reading to full 
scale in the (A) position and check the read- 
ing in the (B) position. The reading should 
be approximately 0.33, indicating a standing- 
wave ratio of 2 to l. 

(4) Substitute other values of resistance as 
termination for the antenna transmission line 
and calculate the reflection coefficient and 
standing-wave ratio from the formulas given 
on the chart of figure 36. If the deviation from 
the theoretical chart is appreciable, it may be 
wise to draw a new chart of standing-wave 
ratio against meter indication. But if the de- 
viation from the theoretical chart is consider- 
able, it probably will be found that some ex- 
ternal factor is influencing the readings, and 
hence that the readings may not repeat. If 
spurious couplings to the measuring line are 
eliminated, the calibration of the instrument 
should check quite closely with figure 36. 


CHAPTER TWENTY-SEVEN 


Radio Mathematics and 
Calculations 


Radiomen often have occasion to cal- 


culate sizes and values of required parts. This 
requires some knowledge of mathematics. The 
following pages contain a review of those parts 
of mathematics necessary to understand and 
apply the information contained in this book. 
It is assumed that the reader has had some 
mathematical training; this chapter is not in- 
tended to teach those who have never learned 
anything of the subject. 

Fortunately only a knowledge of fundamen- 
tals is necessary, although this knowledge must 
include several branches of the subject. Fortu- 
nately, too, the majority of practical applica- 
tions in radio work reduce to the solution of 
equations or formulas or the interpretation of 
graphs. 


Arithmetic 
Notation of —§= In writing numbers in the Ara- 
Numbers bic system we employ ten dif- 


ferent symbols, digits, or fig- 
uressbyi2,, 35:4, 5,603) 8 Oy-and 0; and place 
them in a definite sequence. If there is more 
than one figure in the number the position of 
each figure or digit is as important in deter- 
mining its value as is the digit itself. When we 
deal with whole numbers the righthandmost 
digit represents units, the next to the left rep- 
resents tens, the next hundreds, the next thou- 
sands, from which we derive the rule that ev- 
ery time a digit is placed one space further to 
the left its value is multiplied by ten. 


8 14 3 


thousands hundreds tens units 


It will be seen that any number is actually a 
sum. In the example given above it is the sum 
of eight thousands, plus one hundred, plus 
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four tens, plus three units, which could be 
written as follows: 


8 thousands (] 
1 hundreds (1 
4 tens 
3 units 


8143 


x 10 
x 10) 


The number in the units position is some- 
times referred to as a first order number, that 
in the tens position is of the second order, that 
in the hundreds position the third order, etc. 

The idea of letting the position of the sym- 
bol denote its value is an outcome of the aba- 
cus. The abacus had only a limited num- 
ber of wires with beads, but it soon became 
apparent that the quantity of symbols might 
be continued indefinitely towards the left, 
each further space multiplying the digit’s 
value by ten. Thus any quantity, however 
large, may readily be indicated. 

It has become customary for ease of reading 
to divide large numbers into groups of three 
digits, separating them by commas. 


6,000,000 rather than 6000000 


Our system of notation then is characterized 
by two things: the use of positions to indicate 
the value of each symbol, and the use of ten 
symbols, from which we derive the name dec- 
imal system. 

Retaining the same use of positions, we 
might have used a different number of sym- 
bols, and displacing a symbol one place to the 
left might multiply its value by any other fac- 
tor such as 2, 6 or 12. Such other systems have 
been in use in history, but will not be discussed 
here. There are also systems in which displac- 
ing a symbol to the left multiplies its value by 
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Figure |. 
AN ILLUSTRATION OF LINEAR FRACTIONS. 


varying factors in accordance with complicat- 
ed rules. The English system of measurements 
is such an inconsistent and inferior system. 


Since we can extend a 
number indefinitely to 
the left to make it bigger, it is a logical step to 
extend it towards the right to make it smaller. 
Numbers smaller than unity are fractions and 
if a displacement one position to the right di- 
vides its value by ten, then the number is re- 


Decimal Fractions 


ferred to as a decimal fraction. Thus a digit 


to the right of the units column indicates the 
number of tenths, the second digit to the right 
represents the number of Aundredths, the third, 
the number of thousandths, etc. Some distin- 
guishing mark must be used to divide unit from 
tenths so that one may properly evaluate each 
symbol. This mark is the decimal point. 

A decimal fraction like four-tenths may be 
written .4 or 0.4 as desired, the latter probably 


A 


being the clearer. Every time a digit is placed 
one space further to the right it represents a 
ten times smaller part. This is illustrated in 
Figure 1, where each large division represents 
a unit; each unit may be divided into ten parts 
although in the drawing we have only so di- 
vided the first part. The length ab is equal to 
seven of these tenth parts and is written as 0.7. 

The next smaller divisions, which should be 
written in the second column to the right of 
the decimal point, are each one-tenth of the 
small division, or one one-hundredth each. 
They are so small that we can only show them 
by imagining a magnifying glass to look at 
them, as in Figure 1. Six of these divisions is 
to be written as 0.06 (six hundredths). We 
need a microscope to see the next smaller divi- 
sion, that is those in the third place, which will 
be a tenth of one one-hundredth, or a thou- 
sandth; four such divisions would be written 
as 0.004 (four thousandths). 


Figure 2. 


IN THIS ILLUSTRATION FRACTIONAL PORTIONS ARE REPRESENTED IN THE 


FORM OF RECTANGLES RATHER THAN LINEARLY. 
ABCD — 1.0; GFED — 0.1; KJEH — 0.01; each small section within KJEH equals 0.001. 
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It should not be thought that such numbers 
are merely of academic interest for very small 
quantities are common in radio work. 

Possibly the conception of fractions may be 
clearer to some students by representing it in 
the form of rectangles rather than linearly 
(seen Ficure’ 2). 


When two or more numbers are 
to be added we sometimes write 
them horizontally with the plus sign between 
them. + is the sign or operator indicating ad- 
dition. Thus if 7 and 12 are to be added to- 
gether we may write 7+12=19. 

But if larger or more numbers are to be added 
together they are almost invariably written one 
under another in such a position that the deci- 
mal points fall in a vertical line. If a number 
has no decimal point, it is still considered as 
being just to the right of the units figure; such 
a number is a whole number or :nteger. Ex- 
amples: 


Addition 


654 0.654 654 

32 3.2 32 
53041 53.041 5304.1 
53727 56.895 5990.1 


The result obtained by adding numbers is 
called the sum. 


Subtraction is the reverse of 
addition. Its operator is — (the 
minus sign). The number to be subtracted is 
called the minuend, the number from which it 
is subtracted is the subtrahend, and the result 
is called the remainder. 


Subtraction 


subtrahend 
— minuend 
remainder 


Examples: 


65.4 65.4 
—32 — 32.21 


33.4 33.19 


When numbers are to be mul- 
tiplied together we use the x, 
which is known as the multiplication or the 
times sign. The number to be multiplied is 
known as the multiplicand and that by which 
it is to be multiplied is the multiplier, which 
may be written in words as follows: 


Multiplication 


multiplicand 
X multiplier 


partial product 
partial product 


product 


The result of the operation is called the 
product. 

From the examples to follow it will be obvi- 
ous that there are as many partial products 
as there are digits in the multiplier. In the fol- 
lowing examples note that the righthandmost 
digit of each partial product is placed one 
space farther to the left than the previous one. 


834 834 
xX 26 x 206 
5004 5004 
1668 000 
——— 1668 
21684 
171804 


In the second example above it will be seen 
that the inclusion of the second partial prod- 
uct was unnecessary; whenever the multiplier 
contains a cipher (zero) the next partial prod- 
uct should be moved an additional space to 
the left. 

Numbers containing decimal fractions may 
first be multiplied exactly as if the decimal 
point did not occur in the numbers at all; the 
position of the decimal point in the product 1s 
determined after all operations have been com- 
pleted. It must be so positioned in the product 
that the number of digits to its right is equal 
to the number of decimal places in the multi- 
plicand plus the number of decimal places in 
the multiplier. 

This rule should be well understood since 
many radio calculations contain quantities 
which involve very small decimal fractions. In 
the examples which follow the explanatory 
notations “2 places,” etc., are not actually 
written down since it is comparatively easy to 
determine the decimal point’s proper iocation 
mentally. 


5.43 2 places 


0.72 2 places 
1086 
3 801 
3.9096 2+2=—4 places 
0.04 2 places 
X0.003 3 places 
0.00012 2+3=5 places 


Division is the reverse of multi- 
plication. Its operator is the +, 
which is called the division sign. It is also com- 
mon to indicate division by the use of the frac- 
tion bar (/) or by writing one number over 
the other. The number which is to be divided 
is called the dividend and is written before 
the division sign or fraction bar or over the 
horizontal line indicating a fraction. The num- 
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Division 


ber by which the dividend is to be divided is 
called the divisor and follows the division 
sign or fraction bar or comes under the hori- 
zontal line of the fraction. The answer or 
result is called the quotient. 


quotient 
divisor ) dividend 
or 


dividend — divisor — quotient 


or 
dividend 
= quotient 
divisor 
Examples: 
126 49 
834) 105084 49 ) 2436 
834 196 
2168 476 
1668 44] 
5004 35 remainder 


5004 


Note that one number often fails to divide 
into another evenly. Hence there is often a 
quantity left over called the remainder. 

The rules for placing the decimal point 
are the reverse of those for multiplication. 
The number of decimal places in the quotient 
is equal to the difference between the number 
of decimal places in the dividend and that in 
the divisor. It is often simpler and clearer 
to remove the decimal point entirely from the 
divisor by multiplying both dividend and di- 
visor by the necessary factor; that is we move 
the decimal point in the divisor as many places 
to the right as is necessary to make it a whole 
number and then we move the decimal point 
in the dividend exactly the same number of 
places to the right regardless of whether this 
makes the dividend a whole number or not. 
When this has been done the decimal point 
in the quotient will automatically come di- 
rectly above that in the dividend as shown in 
the following example. 

Example: Divide 10.5084 by 8.34. Move the 
decimal point of both dividend and divisor 
two places to the right. 


1.26 


834) 1050.84 
834 
2168 
1668 
5004 
5004 


Another example: Divide 0.000325 by 0.017. 
Here we must move the decimal point three 
places to the right in both dividend and di- 
visor. 


0.019 


17) 0.325 
17 


155 
153 


2 


In a case where the dividend has fewer deci- 
mals than the divisor the same rules still may 
be applied by adding ciphers. For example to 
divide 0.49 by 0.006 we must move the 
decimal point three places to the right. The 
0.49 now becomes 490 and we write: 


When the division shows a remainder it is 
sometimes necessary to continue the work so 
as to obtain more figures. In that case ciphers 
may be annexed to the dividend, brought down 
to the remainder, and the division continued 
as long as may be necessary; be sure to place 
a decimal point in the dividend before the 
ciphers are annexed if the dividend does not 
already contain a decimal point. For ex- 
ample: 

oJ.33 
6 ) 482.00 


48 


20 
18 


20 
18 


2 


This operation is not very often required 
in radio work since the accuracy of the mea- 
surements from which our problems. start 
seldom justifies the use of more than three 
significant figures. This point will be cov- 
ered further later in this chapter. 


Quantities of less than one 
(unity) are called fractions. They 
may be expressed by decimal notation as we 
have seen, or they may be expressed as vulgar 
fractions. Examples of vulgar fractions: 


Fractions 
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numerator 3 6 1 
denominator 4 7 5 


The upper position of a vulgar fraction 1s 
called the numerator and the lower position 
the denominator. When the numerator is the 
smaller of the two, the fraction is called a 
proper fraction; the examples of vulgar frac- 
tions given above are proper vulgar fractions. 
When the numerator is the larger, the ex- 
pression is an improper fraction, which can 
be reduced to an integer or whole number 
with a proper fraction, the whole being called 
a mixed number. In the following examples 
improper fractions have been reduced to 
their corresponding mixed numbers. 


7 3 Poateeeyy e 
ae Renan 
Adding or Subtracting Except when the 
Fractions fractions are very 


simple it will usual- 
ly be found much easier to add and subtract 
fractions in the form of decimals. This rule 
likewise applies for practically all other oper- 
ations with fractions. However, it is occa- 
sionally necessary to perform various opera- 
tions with vulgar fractions and the rules 
should be understood. 

When adding or subtracting such fractions 
the denominators must be made equal. This 
may be done by multiplying both numerator 
and denominator of the first fraction by the 
denominator of the other fraction, after 
which we multiply the numerator and de- 
nominator of the second fraction by the de- 
nominator of the first fraction. This sounds 
more complicated than it usually proves in 
practice, as the following examples will show. 


1 1 1x3 1x2 3 2 5 
Batok = [3234733 |=$43=3 
(eGR Sian ea Cr Meal 
4) OB Pm ae Br 4 26 286 7 26 


Except in problems involving large numbers 
the step shown in brackets above is usually 
done in the head and is not written down. 
Although in the examples shown above we 
have used proper fractions, it is obvious that 
the same procedure applies with improper 
fractions. In the case of problems involving 
mixed numbers it is necessary first to convert 
them into improper fractions. Example: 


7 7 scanee al 


The numerator of the improper fraction is 
equal to the whole number multiplied by the 
denominator of the original fraction, to which 


the numerator is added. That is in the above 
example we multiply 2 by 7 and then add 3 
to obtain 17 for the numerator. The denomi- 
nator is the same as is the denominator of 
the original fraction. In the following ex- 
ample we have added two mixed numbers. 


3 3 17 15 17x 4 15x7 
oath Rie Bed Sali + fs] 7x4 + ay | 


— 68 4 105 __ 173 _ 6 5 
"98 " 38 = 98 ae 


All vulgar fractions are multi- 
plied by multiplying the nu- 
merators together and the de- 
nominators together, as shown in the follow- 
ing example: 


Multiplying 
Fractions 


3 > las 
4-xte=| 4x5 


As above, the step indicated in brackets is 
usually not written down since it may easily 
be performed mentally. As with addition and 
subtraction any mixed numbers should be 
first reduced to improper fractions as shown 
in the following example: 


3 1 
93 X% 43> = 93 X 3° = 6 — 23 


Division of Fractions may be most easily 


Fractions divided by inverting the di- 
visor and then multiplying. 
Example: 
2 3 2 4 8 
S\4 7 5 oe 


In the above example it will be seen that to 
divide by 34 is exactly the same thing as to 
multiply by 4/3. Actual division of fractions 
is a rather rare operation and if necessary is 
usually postponed until the final answer is se- 
cured when it is often desired to reduce the 
resulting vulgar fraction to a decimal frac- 
tion by division. It is more common and 
usually results in least overall work to re- 
duce vulgar fractions to decimals at the be- 
ginning of a problem. Examples: 


Ye Be iy bk 
3 = 0.375 32 = 0.15625 


0.15625 


32) 5.00000 
32 


1 80 
160 
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_It will be obvious that many vulgar fractions 
cannot be reduced to exact decimal equiva- 
lents. This fact need not worry us, however, 
since the degree of equivalence can always be 
as much as the data warrants. For instance, 
if we know that one-third of an ampere is 
flowing in a given circuit, this can be written 
as 0.333 amperes. This is not the exact 
equivalent of 1/3 but is close enough since it 
shows the value to the nearest thousandth of 
an ampere and it is probable that the meter 
from which we secured our original data was 
not accurate to the nearest thousandth of an 
ampere. 

Thus in converting vulgar fractions to a 
decimal we unhesitatingly stop when we have 
reached the number of significant figures war- 
ranted by our original data, which is very 
seldom more than three places (see section 
Significant Figures later in this chapter). 

When the denominator of a vulgar fraction 
contains only the factors 2 or 5, division can 
be brought to a finish and there will be no 
remainder, as shown in the examples above. 

When the denominator has other factors 
such as 3, 7, 11, etc., the division will seldom 
come out even no matter how long it is con- 
tinued but, as previously stated, this is of 
no consequence in practical work since it may 
be carried to whatever degree of accuracy is 
necessary. The digits in the quotient will 
usually repeat either singly or in groups, al- 
though there may first occur one or more 
digits which do not repeat. Such fractions 
are known as repeating fractions. They are 
sometimes indicated by an oblique line (frac- 
tion bar) through the digit which repeats, or 
through the first and last digits of a repeating 
group. Example: 


1 ie ie / 
a = 0.3333.... =0.5 


J = 0.142857142857....= 0.142857 


The foregoing examples contained only re- 
peating digits. In the following example a 
non-repeating digit precedes the repeating 
digit: 


7 Siaot 
30. — 0.2333 a 0.28 


While repeating decimal fractions can be 
converted into their vulgar fraction equiva- 
lents, this is seldom necessary in practical 
work and the rules will be omitted here. 


When a number is to be mul- 
tiplied by itself we say that 
it is to be squared or to be 
raised to the second power. When it is to be 
multipled by itself once again, we say that 
it is cubed or raived to the third power. 


Powers and 
Roots 


In general terms, when a number is to be 
multipled by itself we speak of raising to a 
power ot involution; the number of times 
which the number is to be multiplied by it- 
self is called the order of the power. The 
standard notation requires that the order of 
the power be indicated by a small number 
written after the number and above the line, 
called the exponent. Examples: 


2’? = 2 X 2,0r 2 squared, or the second 


power of 2 

2? = 2 X 2 X 2, or 2 cubed, or the third 
power of 2 

2*=2 X 2 XK 2 X «2, or the fourth pow- 
er of 2 


Sometimes it is necessary to perform the 
reverse of this operation, that is, it may be 
necessary, for instance, to find that number 
which multiplied by itself will give a product 
of nine. The answer is of course 3. This 
process is known as extracting the root or 
evolution. The particular example which is 
cited would be written: 


V9=3 


The sign for extracting the root is V, 
which is known as the radical sign; the order 
of the root is indicated by a small number 


above the radical as in W/ , which would mean 
the fourth root; this number is called the 
index. When the radical bears no index, the 
square or second root is intended. 

Restricting our attention for the moment 
to square root, we know that 2 ts the square 
root of 4, and 3 is the square root of 9. If 
we want the square root of a number between 
3 and 9, such as the square root of 5, it is 
obvious that it must lie between 2 and 3. In 
general the square root of such a number can- 
not be exactly expressed either by a vulgar 
fraction or a decimal fraction. However, the 
square root can be carried out decimally as 
far as may be necessary for sufficient accur- 
acy. In general such a decimal fraction will 
contain a never-ending series of digits with- 
out repeating groups. Such a number is an 
irrational number, such as 


V5 = 2.2361.... 


The extraction of roots is usually done by 
tables or logarithms the use of which will 
be described later. There are longhand meth- 
ods of extracting various roots, but we shall 
give only that for extracting the square root 
since the others become so tedious as to make 
other methods almost invariably preferable. 
Even the longhand method for extracting the 
square root will usually be used only if loga- 
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rithm tables, slide rule, or table of roots are 
not handy. 


First divide the number the 
root of which is to be ex- 
tracted into groups of two 
digits starting at the decimal point and going 
in both directions. If the lefthandmost group 
proves to have only one digit instead of two, 
no harm will be done. The righthandmost 
group may be made to have two digits by 
annexing a zero if necessary. For example, 
let it be requited to find the square root of 
5678.91. This is to be divided off as follows: 


vV 56’ 78.91 


The mark used to divide the groups may 
be anything convenient, although the prime- 
sign (’) is most commonly used for the 
purpose. 

Next find the largest square which is con- 
tained in the first group, in this case 56. The 
largest square is obviously 49, the square of 7. 
Place the 7 above the first group of the num- 
ber whose root is to be extracted, which is 
sometimes called the dividend from analogy 
to ordinary division. Place the square of this 
figure, that is 49, under the first group, 56, 
and subtract leaving a remainder of 7. 


Extracting the 
Square Root 


a4 


Vv 56’ 78.91 
49 


7 


Bring down the next group and annex it to 
the remainder so that we have 778. Now to 
the left of this quantity write down twice the 
root so far found (2 X 7 or 14 in this ex- 
ample), annex a cipher as a trial divisor, and 
see how many times the result is contained 
in 778. In our example 140 will go into 778 
5 times. Replace the cipher with a 5, and 
multiply the resulting 145 by 5 to give 725. 
Place the 5 directly above the second group 
in the dividend and then subtract the 725 
from 778. 


eae} 


v +4 78.91 


140 “778 
45x5= 725 


53 


The next step is an exact repetition of the 
previous step. Bring down the third group 
and annex it to the remainder of 53, giving 
5391. Write down twice the root already 
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found and annex the cipher (2 x 75 or 150 
plus the cipher, which will give 1500). 1500 
will go into 5391 3 times. Replace the last 
cipher with a three and multiply 1503 by 3 to 
give 4509. Place 3 above the third group. 
Subtract to find the remainder of 882. The 
quotient 75.3 which has been found so far is 
not the exact square root which was desired; 
in most cases it will be sufficiently accurate. 
However, if greater accuracy is desired groups 
of two ciphers can be brought down and the 
process carried on as long as necessary. 


Cle re) 
Vv 56’ 78.91 
49 


140 7 78 
145 x. 5 = Wye? 2 
1500 53 91 
1503'x% "3 = 45 09 

8 82 


Each digit of the root should be placed di- 
rectly above the group of the dividend from 
which it was derived; if this is done the 
decimal point of the root will come directly 
above the decimal point of the dividend. 

Sometimes the remainder after a square 
has been subtracted (such as the 1 in the fol- 
lowing example) will not be sufficiently large 
to contain twice the root already found even 
after the next group of figures has been 
brought down. In this case we write a cipher 
above the group just brought down and bring 
down another group. 


7.0 8 2 
50.16’ 00" 00 
49 

1400 “116 00 

1408 x 8= 112 64 
14160 3 36 00 
14162 x 2= 2 83 24 
52 76 


In the above example the amount 116 was not 
sufficient to contain twice the root already 
found with a cipher annexed to it; that is, 
it was not sufficient to contain 140. There- 
fore we write a zero above 16 and bring down 
the next group, which in this example is a 
pair of ciphers. 


Order of 


One frequently encounters prob- 
Operations 


lems in which several of the fun- 
damental operations of arithme- 
tic which have been described are to be per- 
formed. The order in which these operations 
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must be performed is important. First al’ pow- 
ers and roots should be calculated; multipli- 
cation and division come next; adding and 
subtraction come last. In the example 


2 SE03"5<¢ 4? 


we must first square the 4 to get 16; then we 
multiply 16 by 3, making 48, and to the 
product we add 2, giving a result of 50. 

If a different order of operations were fol- 
lowed, a different result would be obtained. 
For instance, if we add 2 to 3 we would ob- 
tain 5, and then multiplying this by the square 
of 4 or 16, we would obtain a result of 80, 
which is incorrect. 

In more complicated forms such as frac- 
tions whose numerators and denominators may 
both be in complicated forms, the numerator 
and denominator are first found separately 
before the division is made, such as in the 
following example: 


12 + 10 22 


= pote t= 2 


3xX44+5x2 

2X3+4+2+4+3 
Problems of this type are very common in 
dealing with circuits containing several in- 
ductances, capacities, or resistances. 

The order of operations specified above does 
not always meet all possible conditions; if a 
series of operations should be performed in a 
different order, this is always indicated by 
parentheses or brackets, for example: 


2+3xX%4—>-2+4+3 xX 146=>2 + 48 = 50 
(2Z+3)x #¥”¥=—-5x#—5 X 16 = 80 
2+(3 X 4)*= 24+ 12 =2 + 144 = 146 


In connection with the radical sign, brackets 
may be used or‘the “hat’’ of the radical may 
be extended over the entire quantity whose 
root is to be extracted. Example: 


V44+5=>V44+5=24+5=7 
V(44+5) = V44+5= V9 =3 


It is recommended that the radical always be 
extended over the quantity whose root is to be 
extracted to avoid any ambiguity. 


In a fraction in which the 
numerator and denominator 
consist of several factors to be multiplied, con- 
siderable labor can often be saved if it is 
found that the same factor occurs in both 
mumerator and denominator. Thes¢ factors 
cancel each other and can be removed.  Ex- 
ample: 


Cancellation 


In the foregoing example it is obvious that the 
3 in the numerator goes into the 6 in the de- 
nominator twice. We may thus cross out 
the three and replace the 6 by a 2. The 2 
which we have just placed in the denominator 
cancels the 2 in the numerator. Next the 5 
in the denominator will go into the 25 in the 
numerator leaving a result of 5. Now we 
have left only a 5 in the numerator and a 7 
in the denominator, so our final result is 5/7. 
If we had multiplied 2 X 3 X 25 to obtain 
150 and then had divided this by 6 X 5 X 7 
or 210, we would have obtained the same re- 
sult but, with considerably more work. 


Algebra 


Algebra is not a separate branch of mathe- 
matics but is merely a form of generalized 
arithmetic in which letters of the alphabet and 
occasional other symbols are substituted for 
numbers, from which it is often referred to as 
literal notation. Jt is simply a shorthand meth- 
od of writing operations which could be spelled 
out. 

The laws of most common electrical phe- 
nomena and circuits (including of course ra- 
dio phenomena and circuits) lend themselves 
particularly well to representation by literal no- 
tation and solution by algebraic equations or 
formulas. 

While we may write a particular problem in 
Ohm’s Law as an ordinary division or multi- 
plication, the general statement of all such 
problems calls for the replacement of the num- 
bers by symbols. We might be explicit and 
write out the names of the units and use these 
names as symbols: 


volts = amperes X ohms 


Such a procedure becomes too clumsy when 
the expression is more involved and would be 
unusually cumbersome if any operations like 
multiplication were required. Therefore as a 
short way of writing these generalized rela- 
tions the numbers are represented by letters. 
Ohm’s Law then becomes 


Ea 


In the statement of any particular problem 
the significance of the letters is usually indi- 
cated directly below the equation or formula 
using them unless there can be no ambiguity. 
Thus the above form of Ohm’s Law would be 
more completely written as: 
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where E = e.m-.f. in volts 
I = current in amperes 
R = resistance in ohms 


Letters therefore represent numbers, and for 
any letter we can read ‘“‘any number.” When 
the same letter occurs again in the same ex- 
pression we would mentally read “the same 
number,” and for another letter ‘“‘another num- 
ber of any value.” 

These letters are connected by the Mle Op- 
erational symbols of arithmetic, +, —, X, +, 
and so forth. In algebra, the sign tbe ‘division 
is seldom used, a division being usually written 
as a fraction. The multiplication sign, xX, is 
usually omitted or one may write a period 
only. Examples: 


2 Xa X b= 2ab 
234096 2 KO Se A XS Xia 


In practical applications of algebra, an ex- 
pression usually states some physical law and 
each letter represents a variable quantity which 
is therefore called a variable. A fixed number 
in front of such a quantity (by which it is to 
be multiplied) is known as the coefficient. 
Sometimes the coefficient may be unknown, yet 
to be determined; it is then also written as a 
letter; & is most commonly used for this pur- 
pose. 


The Negative In ordinary arithmetic we 
Sign seldom work with negative 

numbers, although we may 
be “short” in a subtraction. In algebra, how- 
ever, a number may be either negative or pos- 
itive. Such a thing may seem academic but a 
negative quantity can have a real existence. 
We need only refer to a debt being considered 
a negative possession. In electrical work, how- 
ever, a result of a problem might be a negative 
number of amperes or volts, indicating that the 
direction of the current is opposite to the di- 
rection chosen as positive. We shall have il- 
lustrations of this shortly. 

Having established the existence of negative 
quantities, we must now learn how to work 
with these negative quantities in addition, sub- 
traction, multiplication and so forth. 

In addition, a negative number Added to a 
positive number is the same as subtracting a 
positive number from it. 


7 
(add) #8 the same as _" (cbtract) 


»| wa 


or we might write it 


7+ (—3) =7—3=4 


Similarly, we have: 
a+ (— b) =a—b 


When a minus sign is in front of an expres- 
sion in brackets, this minus sign has the effect 
of reversing the signs of every term within the 
brackets: 


— (a — b) 
— (20 + 3b — 5c) 


=—a-x+b 

= — 2a — 3b + 5c 
Multiplication. When both the multiplicand 

and the multiplier are negative, the product is 

positive. When only one (either one) is nega- 

tive the product is negative. The four possible 

cases are illustrated below: 


+X- 
— —- xX -— 


+X + 
—-x+ 


Division. Since division is but the reverse of 
multiplication, similar rules apply for the sign 
of the quotient. When both the dividend and 
the divisor have the same sign (both negative 
or both positive) the quotient is positive. If 
they have unlike signs (one positive and one 
negative) the quotient is negative. 


tl 
+ 


oe 
= + —_—— — 


Powers. Even powers of negative numbers 
are positive and odd powers are negative. Pow- 
ers of positive numbers are always positive. 
Examples: 


—27?=>-—-2xX —-2=>+4 
—2—=>-—-2xX—-2xX —-2=>+4+4*X 
—2—=—— 8 


Roots. Since the square of a negative num- 
ber is positive and the square of a positive 
number is also positive, it follows that a posi- 
tive number has two square roots. The square 
root of :4 can be either +2 of —2f0OFR(Gr2) 
x (+2) = +4 and(—2) X (-2) = +4. 


Addition and 
Subtraction 


Polynomials are quantities 
like 3ab*. -- 4abGgi aan 
which have several terms of 
different names. When adding polynomials, 
only terms of the same name can be taken to- 
gether. 


Ta’ + 8 ab’ + 3 a’b + 3 
a’ — 5 ab’ — b 
8a + 3 ab? + 3 a’b — b’ + 3 
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Collecting terms. When an expression con- 
tains more than one term of the same name, 
these can be added together and the expression 
made simpler: 


5x + 2xy + 3 xy’ — 3x + 7xy = 
5x — 3x? + 2xy + 7 xy + 3 xy= 
2x’ + 9 xy + 3 xy’ 


Multiplication Multiplication of single terms 
is indicated simply by writing 


them together. 


a X b is written as ab 
a X b’ is written as ab’ 


Bracketed quantities are multiplied by a 
single term by multiplying each term: 


a(b + c + d) = ab + ac + ad 


When two bracketed quantities are multi- 
plied, each term of the first bracketed quantity 
is to be multiplied by each term of the second 
bracketed quantity, thereby making every pos- 
sible combination. 


(a + b) (c + d) = ac + ad + be + bd 


In this work particular care must be taken 
to get the signs correct. Examples: 


(a + b) (a — b) = a’ + ab — ab — b’ = 
a’ — b 


(a + b) (a + b) =a + ab + ob + Bb’ = 
a’ + 2ab + b’ 


(a — b) (a — b) = a’ — ab — ab + DV’ = 

a’ — 2ab + b’ 
Division It is possible to do longhand divi- 
sion in algebra, although it is 
somewhat more complicated than in arithme- 
tic. However, the division will seldom come 
out even, and is not often done in this form. 
The method is as follows: Write the terms of 
the dividend in the order of descending powers 
of one variable and do likewise with the di- 
visor. Example: 


Divide 50°b + 21b* + 2a° — 26ab’ by 
2a — 3b 


Write the dividend in the order of descending 
powers of a and divide in the same way as in 
arithmetic. 


a + 4ab — Tb’ 
2a — 3b) 2a° + 5a’b — 26 ab’ + 21b° 
2a° — 3a’b 


+ 8a°b — 26ab’ 
+ 8a°b — 12ab’ 


— 14ab* + 21b° 
— l4ab* + 21b° 


Another example: Divide x’ — y’ by x — y 
x—yJ)x +OFO-—yY (xX +xy+y 


x — x’y 
+ x'y 
x’y — xy” 
aby, Yer ¥, 
5 Alen} 
Factoring Very often it is necessary to sim- 


plify expressions by finding a fac- 
tor. This is done by collecting two or more 
terms having the same factor and bringing the 
factor outside the brackets: 


6ab + 3ac = 3a(2b + c) 


In a four term expression one can take to- 
gether two terms at a time; the intention is to 
try getting the terms within the brackets the 
same after the factor has been removed: 


30ac — 18be + 10ad — 6bd = 
6c (5a — 3b) + 2d (5a — 3b) = 
(5a — 3b) (6c + 2d) 


Of course, this is not always possible and 
the expression may not have any factors. A 
similar process can of course be followed when 
the expression has six or eight or any even 
number of terms, 

A special case is a three-term polynomial, 
which can sometimes be factored by writing 
the middle term as the sum of two terms: 


x’ — Txy + 12y’ may be rewritten as 
x” — 3Bxy — 4xy + 12y’ = 
x (x — 3y) — 4y (x — 3y) = 
(x — 4y) (x — 3y) 


The middle term should be split into two 
in such a way that the sum of the two new 
terms equals the original middle term and that 
their product equals the product of the two 
outer terms. In the above example these condi- 
tions are fulfilled for — 3xy — 4 xy = — 7xy 
and (—3xy) (—4xy) = 12 x’y’. It is not al- 
ways possible to do this and there are then no 
simple factors. 
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Working with When two powers of the 


Powers same number are to be mul- 
and Roots tiplied, the exponents are 
added. 
a’ X a® = aa X aaa = aaaaa = a’ or 
a X a? = a) = @? 
D; x De De 
&xXc=c” 


Similarly, dividing of powers is done by 
subtracting the exponents. 


3 
_@ — aaa — g 5, _% — gq?) — g' =a 
a aa a 
b> __ bbbbb bd a 
be bbb OF yg SOY = 


Now we are logically led into some impor- 
tant new ways of notation. We have seen that 
when dividing, the exponents are subtracted. 
This can be continued into negative exponents. 
In the following series, we successively divide 
by a and since this can now be done in two 
ways, the two ways of notation must have the 
same meaning and be identical. 


5 2 ue 1 
a at = — 

a a 
4 Mela see 
a a a a’ = 
3 (ae =o PLN 
a a =] a =H 


These examples illustrate two rules: (1) any 
number raised to “zero” power equals one or 
unity; (2) any quantity raised to a negative 
power is the inverse or reciprocal of the same 
quantity raised to the same positive power. 


Roots. The product of the square root of 
two quantities equals the square root of their 


product. 
VaX Vb= Vab 


Also, the quotient of two roots is equal to the 
root of the quotient. 


i= VF 


Note, however, that in addition or subtrac- 
tion the square root of the sum or difference is 
not the same as the sum or difference of the 
square roots. 


Thus V9 — V4 =3—-2=1 
but V9 —4=— V5 = 2.2361 
Likewise Va + Vb is not the same as \/a + b 


Roots may be written as fractional powers. 


Thus Va may be written as a¥ because 


VaX Va=a 


and, a” X a” = a”*” =a’ =a 
Any toot may be written in this form 
Vb=b* Wb=b”% /b' = b% 


The same notation is also extended in the 
negative direction: 


Following the previous rules that exponents 
add when powers are multiplied, 


VaxX Va=Va 
but also a’? & a” = a% 
therefore a*® = Wa’ 

Powers of powers. When a power is again 
raised to a power, the exponents are multi- 
plied; 

(a’)* = a® (b”)* Sao 
(ac) ar (b7) > anne 


This same rule also applies to roots of roots 
and also powers of roots and roots of powers 
because a root can always be written as a frac- 
tional power. 


V Va =WVa for (a”)” = a% 


Removing radicals. A root or radical in the 
denominator of a fraction makes the expres- 
sion difficult to handle. If there must be a rad- 
ical it should be located in the numerator 
rather than in the denominator. The removal 
of the radical from the denominator is done 
by multiplying both numerator and denomina- 
tor by a quantity which will remove the radi- 
cal from the denominator, thus rationalizing it: 


We ie oa 
Va VaxVa~ a VO 


Suppose we have to rationalize 


a In this case must multipl 
Va + Vb Ply 


numerator and denominator by Va — Vb, the 
same terms but with the second having the 
Opposite sign, so that their product will not 
contain a root. 


__ 30 30 Va ~ V5) ___ Sa Va — 5) 
Va+ Vb (Va+vVb)(Ja—Vb) @-b 
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Imaginary 
Numbers 


Since the square of a negative 
number is positive and the 
square of a positive number is 
also positive, the square root of a negative 
number can be neither positive nor negative. 
Such a number is said to be imaginary; the 


most common such number (V —1) is often 
represented by the letter 7 in mathematical 
work or ; in electrical work. 


V —1 siorjandi’ory = —1 


Imaginary numbers do not exactly corre- 
spond to anything in our experience and it is 
best not to try to visualize them. Despite this 
fact, their interest is much more than academ- 
ic, for they are extremely useful in many cal- 
culations involving alternating currents. 

The square root of any other negative num- 
ber may be reduced to a product of two roots, 
one positive and one negative. For instance: 


Vet Ve 57 = iV 57 
or, in general 
V -a=iva 


Since i = V —1, the powers of 7 have the 
following values: 


r°— —!1 
P= +1 xX i= <i 
i= +1 


fae PO i 


Imaginary numbers are different from either 
positive or negative numbers; so in addition or 
subtraction they must always be accounted for 
separately. Numbers which consist of both real 
and imaginary parts are called complex num- 
bers. Examples of complex numbers: 


34+41=-3 + 4V —!1 
a + bi=ma-+ by —!1 


Since an imaginary number can never be 
equal to a real number, it follows that in an 
equality like 

a+ bi = c + di 


a must equal ¢ and bi must equal di 


Complex numbers are handled in algebra 
just like any other expression, considering ; 
as a known quantity. Whenever powers of 7 
occur, they can be replaced by the equivalents 
given above. This idea of having in one equa- 
tion two separate sets of quantities which must 


be accounted for separately, has found a sym- 
bolic application in vector notation. These are 
covered later in this chapter. 


Equations of the 
First Degree 


Algebraic expressions usu- 
ally come in the form of 
equations, that is, one set 
of terms equals another set of terms. The sim- 
plest example of this is Ohm’s Law: 


E = IR 


One of the three quantities may be unknown 
but if the other two are known, the third can 
be found readily by substituting the known 
values in the equation. This is very easy if it 
is E in the above example that is to be found; 
but suppose we wish to find I while E and R 
are given. We must then rearrange the equa- 
tion so that I comes to stand alone to the left 
of the equality sign. This is known as solving 
the equation for I. 

Solution of the equation in this case is done 
simply by transposing. If two things are equal 
then they must still be equal if both are multi- 
plied or divided by the same number. Dividing 
both sides of the equation by R: 


= OREN tana — 
If it were required to solve the equation for 
R, we should divide both sides of the equation 

by I. 
a =~ RiOGRio- =. 


A little more complicated example is the 
equation for the reactance of a condenser: 


1 
x= 2nfC 


To solve this equation for C, we may multi- 
ply both sides of the equation by C and divide 
both sides by X 


c C 
Xmen Xl 


This equation is one of those which requires 
a good knowledge of the placing of the deci- 
mal point when solving. Therefore we give a 
few examples: What is the reactance of a 25 
pufd, capacitor at 1000 kc.? In filling in the 
given values in the equation we must remem- 
ber that the units usea are farads, cycles, and 
ohms. Hence, we must write 25 ywufd. as 25 
millionths of a millionth of a farad or 25 X 
10°” farad; similarly, 1000 kc. must be con- 
verted to 1,000,000 cycles. Substituting these 
values in the original equation, we have 
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L 
X= 2 x 3.14 x 1,000,000 x 25 x 10-” 


lesa 2 hens Ded poly ses ay 
— 6.28 x 10°x 25x 10-2 ~~ 6.28x 25 
= 6360 ohms 


A bias resistor of 1000 ohms should be by- 
passed, so that at the lowest frequency the re- 
actance of the condenser is 1/10th of that of 
the resistor. Assume the lowest frequency to be 
50 cycles, then the required capacity should 
have a reactance of 100 ohms, at 50 cycles: 


C= 1 
—™ 2x3.14x 50x 100. 


farads 


10° ; 
Cc — 6.28 x 5000 microfarads 


C = 32 ufd. 


In the third possible case, it may be that the 
frequency is the unknown. This happens for 
instance in some tone control problems. Sup- 
pose it is required to find the frequency which 
makes the reactance of a 0.03 uwfd. condenser 
equal to 100,000 ohms. 

First we must solve the equation for f. This 
is done by transposition. 


1 


1 
f= 2nCX 


x= 2nfC 


Substituting known values 


1 
f= 2x 3.14 x 0.03 x 10-* x 100,000 “Y¢les 


cycles = 53 cycles 


1 
f = oo1ees 
These equations are known as first degree 
equations with one unknown. First degree, be- 
cause the unknown occurs only as a first power. 
Such an equation always has one possible so- 
lution or root if all the other values are known. 

If there are two unknowns, a single equa- 
tion will not suffice, for there are then an infi- 
nite number of possible solutions. In the case 
of two unknowns we need two independent 
simultaneous equations. An example of this is: 

3x + 5y = 7 4x — 10y = 3 

Required, to find x and y. 

This type of work is done either by the sub- 
stitution method or by the elimination method. 
In the substitution method we might write for 
the first equation: 


7 — 5y 


3x oT = Sy ee 3 


(The symbol .*. means. therefore ot hence). 

This value of x can then be substituted for x 
in the second equation making it a single equa- 
tion with but one unknown, y. 


It is, however, simpler in this case to use 
the elimination method. Multiply both sides of 
the first equation by two and add it to the 
second equation: 


6x + 10y = 14 
4x — 10y = 3 
add 


10x = 17 x = L7 


Substituting this value of x in the first equa- 
tion, we have 


5.1 +4 5y 7... Sy = 7 = 5. See 
y = 0.38 


3000 OHMS 


Figure 3. 
In this simple network the current divides 
through the 2000-ohm and 3000-ohm resistors. 
The current through each may be found by 
using two simultaneous linear equations. Note 
that the arrows indicate the direction of elec- 
tron flow as explained on page 18. 


An application of two simultaneous linear 
equations will now be given. In Figure 3 a 
simple network is shown consisting of three re- 
sistances; let it be required to find the currents 
I, and I, in the two branches, 

The general way in which all such prob- 
lems can be solved is to assign directions to 
the currents through the various resistances. 
When these are chosen wrong it will do no 
harm for the result of the equations will then 
be negative, showing up the error. In this sim- 
ple illustration there is, of course, no such dif- 
ficulty. 

Next we write the equations for the meshes, 
in accordance with Kirchhoff’s second law. All 
voltage drops in the direction of the curved 
arrow are considered positive, the reverse ones 
negative. Since there are two unknowns we 
write two equations. 


1000 (I, + I) + 2000 1, = 6 
— 2000 I; + 30001,>=0 
Expand the first equation 


3000 I, + 1000 I, = 6 
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is A 


1000 OHMS 


{0 VOLTS B 


1000 OHMS 


Figure 4. 


A MORE COMPLICATED PROB- 
LEM REQUIRING THE SOLUTION 
OF CURRENTS IN A NETWORK. 
This problem is similar to that in Figure 3 but 
requires the use of three simultaneous linear 
equations. 


Multiply this equation by 3 
9000 I, + 3000 I. = 18 
Subtracting the second equation from the first 


11000 I, = 18 
I, = 18/11000 = 0.00164 amp. 


Filling in this value in the second equation 


3000 I. = 3.28 I, = 0.00109 amp. 


A similar problem but requiring three equa- 
tions is shown in Figure 4. This consists of an 
unbalanced bridge and the problem is to find 
the current in the bridge-branch, I. We again 
assign directions to the different currents, 
guessing at the one marked I;. The voltages 
around closed loops ABC [eq. (1) } and BDC 
{eq. (2) ] equal zero and are assumed to be 


positive in a counterclockwise direction; that | 


from D to A equals 10 volts [eq. (3) }. 
(1) 
— 1000 I, + 2000 I. — 10001; = 0 


(2) . 
— 1000 (I:—I;) +1000 I;-+ 3000 (I.+-1;) =0 


(3) 


Expand equations (2) and (3) 


(2) 
— 1000 I, + 3000 I. + 5000 |; = 0 


(3) 


Subtract equation (2) from equation (1) 


(a) 
— 1000 I. — 6000 I; = 0 


Multiply the second equation by 2 and add 


it to the third equation 


(b) 
6000 1. + 90001, — 10 = 0 


Now we have but two equations with two 
unknowns. 

Multiplying equation (a) by 6 and adding 
to equation (b) we have 


— 270001; — 10 =0 
I; = —10/27000 = —0.00037 amp. 


Note that now the solution is negative 
which means that we have drawn the arrow 
for I; in Figure 4 in the wrong direction. The 
current is 0.37 ma. in the other direction. 


Second Degree or A somewhat — similar 
Quadratic Equations problem in radio would 
be, if power in watts 
and resistance in ohms of a circuit are given, 
to find the voltage and the current. Example: 
When lighted to normal brilliancy, a 100 watt 
lamp has a resistance of 49 ohms; for what 
line voltage was the lamp designed and what 
current would it take. 
Here we have to use the simultaneous equa- 
tions: 
Pi EM ondie = ik 


Filling in the known values: 
P = El = 100andE = IR=I X 49 


Substitute the second equation into the first 
equation 


P= EI = (I) XIX 49 = 49 P = 100 


Substituting the found value of 1.43 amp. for 
I in the first equation, we obtain the value of 
the line voltage, 70 volts. 

Note that this 1s a second degree equation 
for we finally had the second power of J. Also, 
since the current in this problem could only be 


' positive, the negative square root of 100/49 


or —10/7 was not used. Strictly speaking, 
however, there are two more values that sat- 
isfy both equations, these are — 1.43 and —70. 

In general, a second degree equation in one 
unknown has two roots, a third degree equa- 
tion three roots, etc. 


The Quadratic 
Equation 


Quadratic or second degree 
equations with but one un- 
known can be reduced to the 
general form 

ax’ + bx + ¢ = 0 
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where x is the unknown and a, 4, and ¢ are 
constants. 

This type of equation can sometimes be 
solved by the method of factoring a three- 
term expression as follows: 


2x’ + 7x +6=—0 


2x’ + 4x + 3x +6 = 0 
factoring: 
2x (x + 2) + 3 (x + 2) =0 


(2x + 3) (x + 2) =0 


There are two possibilities when a product 
is zero. Either the one or the other factor 
equals zero. Therefore there are two solutions. 


2x1 + 3 = 0 x +2—0 


2x: = — 3 x = —2 


1 = —1% 


Since factoring is not always easy, the fol- 
lowing general solution can usually be em- 
ployed; in this equation a, b, and ¢ are the co- 
efficients referred to above. 


X—_- ~ bev b? — 4ac 
rg 2a 


Applying this method of solution to the pre- 
vious example: 


A practical example involving quadratics is 
the law of impedance in a.c. circuits. However, 
this is a simple kind of quadratic equation 
which can be solved readily without the use 
of the special formula given above. 


Z=VR + (Xi — Xo)’ 


This equation can always be solved for R, 
by squaring both sides of the equation. It 
should now be understood that squaring both 
sides of an equation as well as multiplying 
both sides with a term containing the unknown 
may add a new root. Since we know here that 
Z and R are positive, when we square the ex- 
pression there is no ambiguity. 


Z? = R + (Xi — Xo)? 
and R? = Z? — (X, — Xo)? 
oR vV Z = (Xi — Xo)* 


Also: (Xiu — Xo)? == Z? — R? 
and + (Xi — Xo) = V Z? — R? 


But here we do not know the sign of the so- 
lution unless there are other facts which indi- 
cate it. To find either Xz or Xo alone it would 
have to be known whether the one or the other 
is the larger. 


Logarithms 
Definition A logarithm is the power (or ex- 
and Use ponent) to which we must raise 


one number to obtain another. 
Although the large numbers used in logarith- 
mic work may make them seem difficult or 
complicated, in reality the principal use of 
logarithms is to simplify calculations which 
would otherwise be extremely laborious. 
We have seen so far that every operation 
in arithmetic can be reversed. If we have the 
addition: 


a+b=e 


we can reverse this operation in two ways. It 
may be that 4 is the unknown, and then we 
reverse the equation so that it becomes 


c—a=b 


It is also possible that we wish to know a, and 
that 5 and ¢ are given. The equation then be- 
comes 


e—b—a 


We call both of these reversed operations sxb- 
traction, and we make no distinction between 
the two possible reverses. 

Multiplication can also be reversed in two 
manners. In the multiplication 


abe 


we may wish to know a, when 5 and ¢ are 
given, or we may wish to know 4 when a and 
c are given. In both cases we speak of division, 
and we make again no distinction between the 
two. 

In the case of powers we can also reverse 
the operation in two manners, but now they 
are not equivalent. Suppose we have the equa- 
tion 


—c 


If @ is the unknown, and & and ¢ are given, 
we may reverse the operation by writing 


Ve=a 


This operation we call taking the root. But 
there is a third possibility: that a and ¢ are 
given, and that we wish to know 3b. In other 
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words, the question is “to which power must 
we faise 4 so as to obtain c?”. This operation 
is known as taking the logarithm, and b is the 
logarithm of ¢ to the base a. We write this 
operation as follows: 


log. c = b 


Consider a numerical example. We know 2°=8. 
We can reverse this operation by asking “to 
which power must we raise 2 so as to obtain 
8?” Therefore, the logarithm of 8 to the base 
2 15.23,/,00 

log: 8 = 3 


Taking any single base, such as 2, we might 
write a series of all the powers of the base next 
to the series of their logarithms: 


Number: 24 8 16 32 64 128 256 512 1024 
Logarithm: 123 45 6 7 8 9 10 


We can expand this table by finding terms 
between the terms listed above. For instance, 
if we let the logarithms increase with 14 each 
time, successive terms in the upper series 
would have to be multiplied by the square root 
of 2. Similarly, if we wish to increase the log- 
arithm by 1/10 at each term, the ratio between 
two consecutive terms in the upper series 
would be the tenth root of 2. Now this short 
list of numbers constitutes a small logarithm 
table. It should be clear that one could find 
the logarithm of any number to the base 2. 
This logarithm will usually be a number with 
many decimals. 


The fact that we chose 2 as 
a base for the illustration is 
purely arbitrary. Any base 
could be used, and therefore there are many 
possible systems of logarithms. In practice we 
use only two bases: The most frequently used 
base is 10, and the system using this base is 
known as the system of common logarithms, 
or Briggs’ logarithms. The second system em- 
ploys as a base an odd number, designated by 
the letter e; e = 2.71828. ... This is known 
as the natural logarithmic system, also as the 
Napierian system, and the hyperbolic system. 
Although different writers may vary on the 
subject, the usual notation is simply /og a for 
the common logarithm of a, and loge a (or 
sometimes Jy a) for the natural logarithm of 
a. We shall use the common logarithmic sys- 
tem in most cases, and therefore we shall ex- 
amine this system more closely. 


Logarithmic 
Bases 


In the system wherein 10 is the 
base, the logarithm of 10 equals 
1; the logarithm of 100 equals 2, 
etc., as shown in the following table: 


Common 
Logarithms 


Logarithms 645 
log 10 = log 10° = 1 
log 100 = log 10° = 2 
log 1,000 = log 10° = 3 
log 10,000 = log 10* = 4 
log 100,000 = log 10° = 5 
log 1,000,000 = log 10° = 6 


This table can be extended for numbers less 
than 10 when we remember the rules of pow- 
ers discussed under the subject of algebra. 
Numbers less than unity, too, can be written 
as powers of ten. 


log 1 =log 10° = O 
log 0.1 = log 10° = —1 
log 0.01 -mIlog 10’ = —2 
log 0.001 = log 10° = —3 


log 0.0001 = log 10° = —4 


From these examples follow several rules: 
The logarithm of any number between zero 
and + 1 is negative; the logarithm of zero is 
minus infinity; the logarithm of a number 
greater than + 1 1s positive. Negative num- 
bers have no logarithm. These rules are true 
of common logarithms and of logarithms to 
any base. 

The logarithm of a number between the 
powers of ten is an irrational number, that is, 
it has a never ending series of decimals. For in- 
stance, the logarithm of 20 must be between 
1 and 2 because 20 is between 10 and 100; the 
value of the logarithm of 20 is 1.30103. ... 
The part of the logarithm to the left of the 
decimal point is called the characteristic, while 
the decimals are called the mantissa. In the 
case of 1.30103 . ., the logarithm of 20, the 
characteristic is 1 and the mantissa is .30103.. 


If the base of our system 1s 
ten, then, by definition of a 
logarithm: 


Properties of 
Logarithms 


10'%%* —g@ 


or, if the base is raised to the power having an 
exponent equal to the logarithm of a number, 
the result is that number. 

The logarithm of a product is equal to the 
sum of the logarithms of the two factors. 


log ab = loga + log b 


This is easily proved to be true because, it 


THE RADIO 


IONS 


ics and Calculat 


io Mathemat 


646 Rad 


*SATEVL WHLIYV9OI 39V id UNOA °S e4nbig 


HANDBOOK 


Logarithm Tables 647 


was shown before that when multiplying to 
powers, the exponents are added; therefore, 


aX b = 10'* X& 10!” = 10 (ee 8 + toe» 


Similarly, the logarithm of a quotient is the 
difference between the logarithm of the divi- 
dend and the logarithm of the divisor. 


log-- = log a — logb 


This is so because by the same rules of ex- 
ponents: 
a 010g a 


>= 1Qlog b — 


b 


We have thus established an easier way of 
multiplication and division since these opera- 
tions have been reduced to adding and sub- 
tracting. 

The logarithm of a power of a number is 
equal to the logarithm of that number, multi- 
plied by the exponent of the power. 


10‘'°5 a - log b) 


log a” = 2 log a and log a® = 3 log a 


or, in general: 


log a" = nloga 


Also, the logarithm of a root of a number 
is equal to the logarithm of that number di- 
vided by the index of the root: 


D 1 
log V a =-—, log a 


It follows from the rules of multiplication, 
that numbers having the same digits but dif- 
ferent locations for the decimal point, have 
logarithms with the same mantissa: 


log B29 2.916055 
log 82.9= 1.918555 
log 8.29 = 0.918555 
log 0.829 = —1.918555 
log 0.0829 = —2.918555 


log 829 = log (8.29 XK 100) = log 8.29 + 
log 100 = 0.918555 + 2 


Logarithm tables give the mantissas of log- 
arithms only. The characteristic has to be de- 
termined by inspection. The characteristic is 
equal to the number of digits to the left of the 
decimal point minus one. In the case of loga- 
rithms of numbers less than unity, the charac- 
teristic is negative and is equal to the number 
of ciphers to the right of the decimal point 
plus one. 

For reasons of convenience in making up 


logarithm tables, it has become the rule that 
the mantissa should always be positive. Such 
notations above as —1.918555 really mean 
(-0:918555 t—4) wand:. 2.981555.) means 
(+ 0.918555 — 2). There are also some other 
notations in use such as 


1.918555 and 2.918555 


also 9.918555 — 10 8.918555 — 10 
7.918555 — 10, etc. 


When, after some addition and subtraction 
of logarithms a mantissa should come out neg- 
ative, one cannot look up its equivalent num- 
ber or anti-logarithm in the table. The man- 
tissa must first be made positive by adding and 
subtracting an appropriate integral number. 
Example: Suppose we find that the logarithm 
of a number is —0.34569, then we can trans- 
form it into the proper form by adding and 
subtracting 1 


I 
— 0.34569 
0.65431 —1 or —1.65431 


Using Logarithm Tables 


Logarithms are used for calculations involv- 


ing multiplication, division, powers, and roots. 


Especially when the numbers are large and for 
higher, or fractional powers and roots, this be- 
comes the most convenient way. 

Logarithm tables are available giving the 
logarithms to three places, some to four places, 
others to five and six places. The table to use 
depends on the accuracy required in the result 
of our calculations. The four place table, 
printed in this chapter, permits the finding of 
answers to problems to four significant figures 
which is good enough for most constructional 
purposes. If greater accuracy is required a five 
place table should be consulted. The five place 
table is perhaps the most popular of all. 

Referring now to the four place table, to 
find a common logarithm of a number, pro- 
ceed as follows. Suppose the number is 5576. 
First, determine the characteristic. An inspec- 
tion will show that the characteristic should 
be 3. This figure is placed to the left of the 
decimal point. The mantissa is now found by 
reference to the logarithm table. The first two 
numbers are 55; glance down the N column 
until coming to these figures. Advance to the 
right until coming in line with the column 
headed 7; the mantissa will be 7459. (Note that 
the column headed 7 corresponds to the third 
figure in the number 5576.) Place the mantissa 
7459 to the right of the decimal point, making 
the logarithm of 5576 now read 3.7459. Impor- 
tant: do not consider the last figure 6 in the 
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252 40 140 157 175 192 209 226 243 261 278 295 | 1.8 
253 312 329 346 364 381 398 415 432 449 466 2 3.6 
254 483 500 518 535 552 569 586 603 620 637 3 5.4 

47.2 


255 654 671 688 705 722 739 756 773 790 807 etc. 


Figure 6. 
A SMALL SECTION OF A FIVE PLACE 
LOGARITHM TABLE. 


Logarithms may be found with greater accu- 

racy with such tables, but they are only of 

use when the accuracy of the original data 

warrants greater precision in the figure work. 

Slightly greater accuracy may be obtained for 

intermediate points by interpolation, as ex- 
plained in the text. 


ESP SSS SS SE SEES 


number 5576 when looking for the mantissa 
in the accompanying four place tables; in 
fact, one may usually disregard all digits be- 
yond the first three when determining the man- 
tissa. (Interpolation, sometimes used to find a 
logarithm more accurately, is unnecessary un- 
less warranted by unusual accuracy in the 
available data.) However, be doubly sure to 
include all figures when ascertaining the mag- 
nitude of the characteristic. 

To find the anti-logarithm, the table is used 
in reverse. As an example, let us find the anti- 
logarithm of 1.272 or, in other words, find 
the number of which 1.272 is the logarithm. 
Look in the table for the mantissa closest to 
272. This is found in the first half of the table 
and the nearest value is 2718. Write down the 
first two significant figures of the anti-loga- 
rithm by taking the figures at the beginning of 
the line on which 2718 was found. This is 18; 
add to this, the digit above the column in 
which 2718 was found; this is 7. The anti-log- 
arithm is 187 but we have not yet placed the 
decimal point. The characteristic is 1, which 
means that there should be two digits to the 
left of the decimal point. Hence, 18.7 is the 
anti-logarithm of 1.272. 

For the sake of completeness we shall also 
describe the same operation with a five-place 
table where interpolation is done by means of 
tables of proportional parts (P.P. tables). 
Therefore we are reproducing here a small 
part of one page of a five-place table. 

Finding the logarithm of 0.025013 is done as 
follows: We can begin with the characteristic, 
which is —2. Next find the first three digits in 
the column, headed by N and immediately 
after this we see 39, the first two digits of the 
mantissa. Then look among the headings of 
the other columns for the next digit of the 
number, in this case 1. In the column, headed 
by 1 and on the line headed 250, we find the 
next three digits of the logarithm, 811. So far, 


the logarithm is — 2.39811 but this is the loga- 
rithm of 0.025010 and we want the logarithm 
of 0.025013. Here we can interpolate by ob- 
serving that the difference between the log of 
0.02501 and 0.02502 is 829 — 811 or 18, in 
the last two significant figures. Looking in the 
P.P. table marked 18 we find after 3 the num- 
ber 5.4 which is to be added to the logarithm. 


— 2.39811 
5.4 


— 2.39816, the logarithm of 0.025013 


Since our table is only good to five places, 
we must eliminate the last figure given in the 
P.P. table if it is less than 5, otherwise we 
must add one to the next to the last figure, 
rounding off to a whole number in the P.P. 
table. 


Finding the anti-logarithm is done the same 
way but with the procedure reversed. Suppose 
it is required to find the anti-logarithm of 
0.40100. Find the first two digits in the column 
headed by L. Then one must look for the next 
three digits or the ones nearest to it, in the 
columns after 40 and on the lines from 40 to 
41. Now here we find that numbers in the 
neighborhood of 100 occur only with an aster- 
isk on the line just before 40 and still after 39. 
The asterisk means that instead of the 39 as 
the first two digits, these mantissas should 
have 40 as the first two digits. The logarithm 
0.40100 is between the logs 0.40088 and 
0.40106; the anti-logarithm is between 2517 
and 2518. The difference between the two 
logarithms in the table is again 18 in the 
last two figures and our logarithm 0.40100 
differs with the lower one 12 in the last 
figures. Look in the P.P. table of 18 which 
number comes closest to 12. This is found 
to be 12.6 for 7 X 1.8 = 12.6. Therefore 
we may add the digit 7 to the anti-logarithm 
already found; so we have 25177. Next, 
place the decimal point according to the rules: 
There are as many digits to the left of the 
decimal point as indicated in the characteris- 
tic plus one. The anti-logarithm of 0.40100 is 
21H 7. 


In the following examples of the use of log- 
arithms we shall use only three places from the 
tables printed in this chapter since a greater 
degree of precision in our calculations would 
not be warranted by the accuracy of the data 
given. 

In a 375 ohm bias resistor flows a current 
of 41.5 milliamperes; how many watts are dis- 
sipated by the resistor? 


We write the equation for power in watts: 


P = IR 
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and filling in the quantities in question, we 
have: 


P = 0.0415° & 375 
Taking logarithms, 


log P = 2 log 0.0415 + log 375 


log 0.0415 = —2.618 
So 2 X log 0.0415 = —3.236 
log a fat, ment roy fe 
log P = —1.810 


antilog = 0.646. Answer = 0.646 watts 


Caution: Do not forget that the negative 
sign before the characteristic belongs to the 
characteristic only and that mantissas are al- 
ways positive. Therefore we recommend the 
other notation, for it is less likely to lead to 
errors. The work is then written: 


log 0.0415 = 8.618—10 
2 X log 0.0415 = 17.236—20 = 7.236—10 
log 375 = 2.574 
log P = 9.810—10 


Another example follows which demon- 
strates the ease in handling powers and roots. 
Assume an all-wave receiver is to be built, 
covering from 550 kc. to 60 mc. Can this be 
done in five ranges and what will be the re- 
quired tuning ratio for each range if no over- 
lapping is required? Call the tuning ratio of 
one band, x. Then the total tuning ratio for 
five such bands is x°. But the total tuning ratio 
for all bands is 60/0.55. Therefore: 


pe 608 = 4. 
X= 955 8X = Voss 


Taking logarithms: 
log 60 — log 0.55 


log x = 5 
log 60 1.778 
log 0.55 —1.740 
subtract 
2.038 


Remember again that the mantissas are posi- 
tive and the characteristic alone can be nega- 
tive. Subtracting —1 is the same as adding +1. 


2.038 __ 
“ape GE 


log x = 
x = antilog 0.408 = 2.56 


The tuning ratio should be 2.56. 


db 
0 
1 
2 
3 
4 
5 
6 
7 
8 
9 


100,000,000 


Figure 7. 


A TABLE OF DECIBEL GAINS VERSUS 
POWER RATIOS. 


The Decibel 


The decibel is a unit for the comparison of 
power or voltage levels in sound and electrical 
work. The sensation of our ears due to sound 
waves in the surrounding air is roughly pro- 
portional to the logarithm of the energy of the 
sound-wave and not proportional to the energy 
itself. For this reason a logarithmic unit is used 
so as to approach the reaction of the ear. 

The decibel represents a ratio of two power 
levels, usually connected with gains or loss due 
to an amplifier or other network. The decibel 
is defined 
P 


Nav = 10 log P; 


where P, stands for the output power, P: for 
the input power and Na for the number of 
decibels. When the answer is positive, there is 
a gain; when the answer is negative, there is 
a loss. 

The gain of amplifiers is usually given in 
decibels. For this purpose both the input power 
and output power should be measured. Ex- 
ample: Suppose that an intermediate amplifier 
is being driven by an input power of 0.2 watt 
and after amplification, the output is found to 
be 6 watts. 


P. 6 
Pi = 02 — 30 
log 30 = 1.48 


Therefore the gain is 10 X 1.48 = 14.8 
decibels. The decibel is a logarithmic unit; 
when the power was multiplied by 30, the 
power level in decibels was increased by 14.8 
decibels, or 14.8 decibels added. 
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Figure 8. 
STAGE GAIN. 


The voltage gain in decibels in this stage is 

equal to the amplification in the tube plus the 

step-up ratio of the transformer, both ex- 
pressed in decibels. 


When one amplifier is to be followed by 
another amplifier, power gains are multiplied 
but the decibel gains are added. If a main am- 
plifier having a gain of 1,000,000 (power ratio 
is 1,000,000) is preceded by a pre-amplifier 
with a gain of 1000, the total gain is 1,000,- 
000,000. But in decibels, the first amplifier has 
a gain of 60 decibels, the second a gain of 30 
decibels and the two of them will have a gain 
of 90 decibels when connected in cascade. 
(This is true only if the two amplifiers are 
properly matched at the junction as otherwise 
there wili be a reflection loss at this point 
which must be subtracted from the total. ) 

Conversion of power ratios to decibels or 
vice versa is easy with the small table shown 
on these pages. In any case, an ordinary loga- 
rithm table will do. Find the logarithm of the 
power ratio and multiply by ten to find deci- 
bels. 

Sometimes it is more convenient to figure 
decibels from voltage or current ratios or gains 
rather than from power ratios. This applies 
especially to voltage amplifiers. The equation 
for this is 

Na = 20 log =~ or 20 log —2 
where the subscript, ., denotes the output volt- 
age or current and ; the input voltage or cur- 
rent. Remember, this equation is true only if 
the voltage or current gain in question repre- 
sents a power gain which is the square of it 
and not if the power gain which results from 
this is some other quantity due to impedance 
changes. This should be quite clear when we 
consider that a matching transformer to con- 
nect a speaker to a line or output tube does 
not represent a gain or loss; there is a voltage 
change and a current change yet the power re- 
mains the same for the impedance has changed. 

On the other hand, when dealing with volt- 
age amplifiers, we can figure the gain in a 
stage by finding the voltage ratio from the grid 
of the first tube to the grid.of the next tube. 
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Example: In the circuit of Figure 8, the gain 
in the stage is equal to the amplification in the 
tube and the step-up ratio of the transformer. 
If the amplification in the tube is 10 and the 
step-up in the transformer is 3.5, the voltage 
gain is 35 and the gain in decibels is: 


20 X log 35 = 20 X 1.54 = 30.8 db 


The original use of the decibel 
was only as a ratio of power 
levels—not as an _ absolute 
measure of power. However, one may use the 
decibel as such an absolute unit by fixing an 
arbitrary “zero” level, and to indicate any 
power level by its number of decibels above or 
below this arbitrary zero level. This is all very 
good so long as we agree on the zero level. 

Any power level may then be converted to 
decibels by the equation: 


Nav = 10 log 


Decibels as 
Power Level 


Po 
Pret. 


where Nav is the desired power level in deci- 
bels, P. the output of the amplifier, Pree. the 
arbitrary reference level. 

The zero level most frequently used (but not 
always) is 6 milliwatts or 0.006 watts. For this 
zero level, the equation reduces to 


P 
Nav = 10 log > 006 


Example: An amplifier using a 6F6 tube 
should be able to deliver an undistorted output 
of 3 watts. How much is this in decibels? 


Po 3 
Pret. Ti ts O06y- aa 300 


10 XK log 500 = 10 X 2.70 = 27.0 


Therefore the power level at the output of 
the 6F6 is 27.0 decibels. When the power level 
to be converted is less than 6 milliwatts, the 
level is noted as negative. Here we must re- 
member all that has been said regarding loga- 
rithms of numbers less than unity and the fact 
that the characteristic is negative but not the 
mantissa. 

A preamplifier for a microphone is feeding 
1.5 milliwatts into the line going to the regu- 
lar speech amplifier. What is this power level 
expressed in decibels? 


P 


decibels = 10 log coe 
10 log SO = 10 log 0.25 
Log 0.25 = —1.398 (from table). There- 
fore, 10 X —1.398 =°(10 X 7-1 eee 


+ (10 X .398 = 3.98); adding the products 
algebraically, gives —6.02 db. 

The conversion chart reproduced in this 
chapter will be of use in converting decibels to 
watts and vice versa. 


651 


Decibel-Power Conversion 


HANDBOOK 


‘a°0 NI T3A31 
© 
on & S 9 ° ° oO Oo a re) $ a 9 © 


ste 


Ln, | 
TATA TTT VETTE VT i 
ETAL Hata ' Th : Ne 7: 
ih 1 dg 
o 

UTEITTO TAT i aa a a 


-3 

-4 
-5 
-6 


“9°0O Ni 13A37 


Power levels between 6 micromicrowatts and 6000 watts may be referred to corresponding decibel 
levels between -90 and 60 db, and vice versa, by means of the above chart. Fifteen ranges are 


enabling uninterrupted 


coverage of the wide db and power ranges with condensed chart. For example: the lowermost curve 
ends at -80 db or 60 micromicrowatts and the next range starts at the same level. Zero db level is 


provided. Each curve begins at the same point where the preceding one ends, 


taken as 6 milliwatts (.006 watt). 
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It is often convenient 
to be able to convert a 
decibel value to a pow- 
er equivalent. The formula used for this oper- 
ation 1s 


Converting Decibels 
to Power 


P = 0.006 X antilog na 


where P is the desired level in watts and Na» 
the decibels to be converted. 

To determine the power level P from a dec- 
ibel equivalent, simply divide the decibel value 
by 10; then take the number comprising the 
antilog and multiply it by 0.006; the product 
gives the level in watts. 

Note: In problems dealing with the conver- 
sion of minus decibels to power, it often hap- 
pens that the decibel value —Na is not 
divisible by 10. When this is the case, 


Z Nap 
the numerator in the factor — reve must be 


made evenly divisible by 10, the negative signs 
must be observed, and the quotient labeled ac- 
cordingly. 

To make the numerator evenly divisible by 
10 proceed as follows: Assume, for example, 
that —Na is some such value as —38; to 
make this figure evenly divisible by 10, we 
must add —2 to it, and, since we have added 
a negative 2 to it, we must also add a positive 
2 so as to keep the net result the same. 

Our decibel value now stands, —40 +4 2. 
Dividing both of these figures by 10, as in the 
equation above, we have — 4 and + 0.2. Put- 
ting the two together we have the logarithm 
— 4,2 with the negative characteristic and the 
positive mantissa as required. 

The following examples will show the tech- 
nique to be followed in practical problems. 

(a) The output of a certain device is rated 
at —74 db. What is the power equivalent? 
Solution: 


Ne = a3 (not evenly divisible by 10) 
Routine: 
—74 
it & +6 
— 80 +6 
Nav __ —80 +6 __ 
TGS ie 86 


antilog —8.6 = 0.000 000 04 


.006 X 0.000 000 04 = 
0.000 000 000 24 watt or 
240 micro-microwatt 


(b) This example differs somewhat from 
that of the foregoing one in that the mantissas 
are added differently. A low-powered amplifier 
has an input signal level of —17.3 db. How 
many milliwatts does this value represent? 


Solution: 
— 17.3 
— 2.7 + 2.7 
—20 + 2.7 
Nab _ —20+4 2.7 
105,50 10 = —2.27 


Antilog — 2.27 = 0.0186 


0.006 <X 0.0186 = 0.000 1116 watt or 
0.1116 milliwatt 


Input voltages: To determine the required 
input voltage, take the peak voltage necessary 
to drive the last class A amplifier tube to max- 
imum output, and divide this figure by the to- 
tal overall voltage gain of the preceding stages. 

Com puting Specifications: From the preced- 
ing explanations the following data can be 
computed with any degree of accuracy war- 
ranted by the circumstances: 


(1) Voltage amplification 

(2) Overall gain in db 

(3) Output signal level in db 
(4) Input signal level in db 
(5) Input signal level in watts 
(6) Input signal voltage 


When a power level is available which must 
be brought up to a new power level, the gain 
required in the intervening amplifier is equal 
to the difference between the two levels in dec- 
ibels. If the required input of an amplifier for 
full output is —30 decibels and the output 
from a device to be used is but —45 decibels, 
the pre-amplifier required should have a gain 
of the difference, or 15 decibels. Again this is 
true only if the two amplifiers are properly 
matched and no losses are introduced due to 
mismatching. 


Push-Pull 
Amplifiers 


To double the output of any cas- 
cade amplifier, it is only neces- 
Sary to connect in push-pull the 
last amplifying stage, and replace the inter- 
stage and output transformers with push-pull 
types. 

To determine the voltage gain (voltage ra- 
tio) of a push-pull amplifier, take the ratio of 
one half of the secondary winding of the push- 
pull transformer and multiply it by the yw of 
one of the output tubes in the push-pull stage; 
the product, when doubled, will be the voltage 
amplification, or step-up. 


Other Units and 
Zero Levels 


When working with deci- 
bels one should not im- 
mediately take for granted 
that the zero level is 6 milliwatts for there are 
other zero levels in use. 

In broadcast stations an entirely new system 
is now employed. Measurements made in 
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acoustics are now made with the standard zero 
level of 10° watts per square cm. 

Microphones are often rated with reference 
to the following zero level: one volt at open 
circuit when the sound pressure is one millibar. 
In any case, the rating of the microphone must 
include the loudness of the sound. It is obvious 
that this zero level does not lend itself readily 
for the calculation of required gain in an am- 
plifier. 

The VU: So far, the decibel has always re- 
ferred to a type of signal which can readily be 
measured, that is, a steady signal of a single 
frequency. But what would be the power level 
of a signal which is constantly varying in vol- 
ume and frequency? The measurement of volt- 
age would depend on the type of instrument 
employed, whether it is measured with a 
thermal square law meter or one that shows 
average values; also, the inertia of the move- 
ment will change its indications at the peaks 
and valleys. 

After considerable consultation, the broad- 
cast chains and the Bell System have agreed 
on the VU. The level in VU is the level in 
decibels above 1 milliwatt zero level and meas- 
ured with a carefully defined type of instru- 
ment across a 600 ohm line. So long as we 
deal with an unvarying sound, the level in VU 
is equal to decibels above 1 milliwatt; but 
when the sound level varies, the unit is the 
VU and the special meter must be used. There 
is then no equivalent in decibels. 

The Neper: We might have used the natural 
logarithm instead of the common logarithm 
when defining our logarithmic unit of sound. 
This was done in Europe and the unit obtained 
is known as the neper or napier. It is still 
found in some American literature on filters. 


1 neper = 8.686 decibels 
1 decibel = 0.1151 neper 


AC Meters With 


Decibel Scales 


Many test instruments 
are now equipped with 
scales calibrated in deci- 
bels which is very handy when making meas- 
urements of frequency characteristics and gain. 
These meters are generally calibrated for con- 
nection across a 500 ohm line and for a zero 
level of 6 milliwatts. When they are connected 
across another impedance, the reading on the 
meter is no longer correct for the zero level of 
6 milliwatts. A correction factor should be 
applied consisting in the addition or subtrac- 
tion of a steady figure to all readings on the 
meter. This figure is given by the equation: 


db to be added = 10 log 
where Z is the impedance of the circuit under 


measurement, 


FIRST 
QUADRANT 


90° 


SECOND 
QUADRANT 


FOURTH 
QUADRANT 


THIRD 
QUADRANT 


Figure 10. 


THE CIRCLE IS DIVIDED INTO 
FOUR QUADRANTS BY TWO PER- 
PENDICULAR LINES AT RIGHT 
ANGLES TO EACH OTHER. 
The “northeast quadrant thus formed is 
known as the first quadrant; the others are 
numbered consecutively in a counterclockwise 


direction. 
Trigonometry 
Definition Trigonometry is the science of 
and Use mensuration of triangles. At first 


glance triangles may seem to 
have little to do with electrical phenomena; 
however, in a.c. work most currents and volt- 
ages follow laws equivalent to those of the 
various trigonometric relations which we are 
about to examine briefly. Examples of their 
application to a.c. work will be given in the 
section on Vectors. 

Angles are measured in degrees or in radi- 
ans. The circle has been divided into 360 
degrees, each degree into 60 minutes, and each 
minute into 60 seconds. A decimal division of 
the degree is also in use because it makes cal- 
culation easier. Degrees, minutes and seconds 
are indicated by the following signs: °, ’ and ”. 
Example: 6° 5’ 23” means six degrees, five 
minutes, twenty-three seconds. In the decimal 
notation we simply write 8.47°, eight and 
forty-seven hundredths of a degree. 

When a circle is divided into four quadrants 
by two perpendicular lines passing through 
the center (Figure 10) the angle made by the 
two lines is 90 degrees, known as a right angle. 
Two right angles, or 180° equals a straight 
angle. 

The radian: If we take the radius of a circle 
and bend it so it can cover a part of the cir- 
cumference, the arc it covers subtends an angle 
called a radian (Figure 11). Since the circum- 
ference of a circle equals 2 times the radius, 
there are 27 radians in 360°. So we have the 
following relations: 


1 sadian=57°)17/45”=57.2958- 
1 degree =0.01745 radians 
aradians=180° 7/2 radians=90° 
qr /3 radians = 60° 


7 = 3.14159 
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Figure 11. 
THE RADIAN. 


A radian is an angle whose arc is exactly equal 

to the length of either side. Note that the 

angle is constant regardless of the length of 

the side and the arc so long as they are equal. 
A radian equals 57.2958°. 


In trigonometry we consider an angle gen- 
erated by two lines, one stationary and the 
other rotating as if it were hinged at 0, Figure 
12. Angles can be greater than 180 degrees and 
even greater than 360 degrees as illustrated in 
this figure. 

Two angles are complements of each other 
when their sum‘is 90°, or a right angle. A is 
the complement of B and B is the complement 
of A when 


A= (90° —B) 
and when 
B=(90°—A) 


Two angles are supplements of each other 
when their sum is equal to a straight angle, or 
180°. A is the supplement of B and B is the 
supplement of A when 


A= (180° —B) 
and 
B=(180°—A) 


In the angle A, Figure 13A, a line is drawn 
from P, perpendicular to 5. Regardless of the 
point selected for P, the ratio a/c will always 
be the same for any given angle, A. So will all 
the other proportions between a, 0, and ¢ re- 
main constant regardless of the position of 
point P on c. The six possible ratios each are 
named and defined as follows: 


k a : b 
sineA = — cosine A = — 

Cc Cc 

a b 

tangent A = i cotangent A na 
c Cc 

secant A = b cosecant Av i 


Let us take a special angle as an example. 
For instance, let the angle A be 60 degrees as 
in Figure 13B. Then the relations between the 
sides are as in the figure and the six functions 
become: 


1 
sin 60° aie oe Yy V3 


Cc 
b Y, 
cos 60° =_ = T= 
eee LIB 3a 
tan 60 a SARIN pe 
VY, 1 
POO? = —- — =4y3 
2 V3 Va ee 
Coe ee ; = 2 
sec 60 Sl abiak hacen 


Cc r 
60° = — = 2 ee 
CSC 2 ly V3 3 3 


Another example: Let the angle be 45°, then 
the relations between the lengths of a, 4, and 
c are as shown in Figure 13C, and the six 
functions are: 


(eo 


Figure 12. ' 


AN ANGLE IS GENERATED BY TWO LINES, ONE STATIONARY AND THE OTHER 
ROTATING. 


The line OX is stationary; the line with the small arrow at the far end rotates in a counterclockwise 
direction. At the position illustrated in the lefthandmost section of the drawing it makes an angle, 
A, which is less than 90° and is therefore in the first quadrant. In the position shown in the second 
portion of the drawing the angle A has increased to such a value that it now lies in the third 
quadrant; note that an angle can be greater than 180°. In the third illustration the angle A is in 
the fourth quadrant. In the fourth position the rotating vector has made more than one complete 
revolution and is hence in the fifth quadrant; since the fifth quadrant is an exact repetition of the 
first quadrant, its values will be the same as in the lefthandmost portion of the illustration. 
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, Figure 13. 
THE TRIGONOMETRIC FUNCTIONS. 


In the right triangle shown in (A) the side opposite the angle A is a, while the adjoining sides are 

b and c; the trigonometric functions of the angle A are completely defined by the ratios of the 

sides a, b and c. In (B) are shown the lengths of the sides a and b when angle A is 60° and side ¢ 

is 1. In (C) angle A is 45°; a and b equal 1, while c equals \/2. In (D) note that c equals a for a 
right angle while b equals 0. 


1 
sin45° = — = 14V2 
uci 
OF 2 
cos 45 2 VV 2 
Pees 4 Pee ei ay ath 
CS i aia cot 4 pickin 
V2 
1  Seereeaeeaiaes V2 
1X 
cosec 45° au apts V2 


There are some special difficulties when the 
angle is zero or 90 degrees. In Figure 13D an 
angle of 90 degrees is shown; drawing a line 
perpendicular to 6 from point P makes it fall 
on top of c. Therefore in this case 4 = c and 
b = 0. The six ratios are now: 


y . a eae 
sin 90 aie cos 90 ay ete, 
a 0 
o— go), mata LM, ae 
tan 90 5 0 cot 90 - 0 
Cc ra Cc 
sec 90° Sey ease toa cnss -COSEE 90° =—=1 


0 a 
When the angle is zero, a=0 and b=c. The 
values are then: ‘ 


a 0 b 
ee CO COB ge ad 

2 0 b b 
aed ae CO OMS Tar gine 
sec 0° = 1 cosec 0° — So * = 00 

b a ae 


In general, for every angle, there will be defi- 
nite values of the six functions. Conversely, 
when any of the six functions is known, the 
angle is defined. Tables have been calculated 
giving the value of the functions for angles. 

From the foregoing we can make up a small 
table of our own (Figure 14), giving values of 
the functions for some common angles. 


Relations Between It follows from the defi- 


Functions nitions that 
1) 1 
in A = ———— cos A = 
E cosec A sec A 
and tan A =———— 
cot A 


From the definitions also follows the relation 
cos A=sin (complement of A) =sin (90°—A) 
because in the right triangle of Figure 15, 


cos A=b/c=sinB and B=90°—A or the 
complement of A. For the same reason: 


cotA = tan (90°—A) 
cscA = sec (90°—A) 


Relations in 
Right Triangles 


In the right triangle of 
Figure 15, sin A=a/c and 
by transposition 

a=c sin A 


For the same reason we have the following 
identities: 
tan A = a/b a 
cot A = b/a 


=-b tan A 
b= a cotcA 


In the same triangle we can do the same for 
functions of the angle B 


Angie Sin, Cos.’ “Tan © Cot” See. Cosec, 
0 0 1 0 eo 1 co 
30° V3 13V38 V3 V3 2 
456 Uo V2ui4 V2) 1 LAW CV2 Are 
OM EVE 14. Va AAV) 2). 24V8 
90° 1 0 00 0 00 1 


Figure 14. 


Values of trigonometric functions for common 
angles in the first quadrant. 
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Figure 15. 
In this figure the sides a, b, and ¢ are used 
to define the trigonometric functions of angle 
B as well as angle A. 


sin B = b/c b =csin B 
cos B = a/c a=ccos B 
tan B = b/a b= atan B 
cot B = a/b a = bcot-B 


In angles greater than 
90 degrees, the values 
of a and 5 become neg- 
ative On occasion in ac- 
cordance with the rules of Cartesian coordi- 
nates. When 4 is measured from 0 towards 
the left it is considered negative and similarly, 
when a is measured from 0 downwards, it is 
negative. Referring to Figure 16, an angle in 
the second quadrant (between 90° and 180° ) 
has some of its functions negative: 


Functions of Angles 
Greater than 
90 Degrees 


sin A =—— = pos. cos A = —— = neg 
tanA = = neg. cot A = — = neg 
sec A = =p ~ Reg. cosec A= a POS: 


For an angle in the third quadrant (180° to 
270°), the functions are 


cos A seg) nee: 


; Te 
sin A = ence 


cot A =—— = I 
BNC oN 


tan A ==, = pos. 


THE RADIO 


POSITIVE FUNCTIONS 
SECOND QUADRANT FIRST QUADRANT 


all functions 


sine, cosec 


tan, cot cosine, secant 


THIRD QUADRANT - FOURTH QUADRANT 


Figure 17. 
SIGNS OF THE TRIGONOMETRIC 
FUNCTIONS. 


The functions listed in this diagram are posi- 
tive; all other functions are negative. 


Cc ; C 
sec A = p= nes. — cosec A = ee 


And in the fourth quadrant (270° to 360°): 


: a b 
sin A = — = neg. cos A =~ = pos. 


tan A aah OSE: cot A ~ 


sec A = = = pos. cosecA a = neg. 

Summarizing, the sign of the functions in 
each quadrant can be seen at a glance from 
Figure 17, where in each quadrant are written 
the names of functions which are positive; 
those not mentioned are negative. 


SECOND 
QUADRANT 


THIRD 
QUADRANT 


FOURTH 
QUADRANT 


Figure 16. 
TRIGONOMETRIC FUNCTIONS IN THE SECOND, THIRD, AND FOURTH QUADRANTS. 


The trigonometric functions in these quadrants are similar to first quadrant values, but the 
signs of the functions vary as listed in the text and in Figure 17. 
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ABO No2702 360; 


Figure 18. 
SINE AND COSINE CURVES. 


In (A) we have a sine curve 


drawn in Cartesian coordinates. 
This is the usual representation 
of an alternating current wave 


without substantial harmonics. In 

(B) we have a cosine wave; 

note that it is exactly similar 

to a sine wave displaced by 
90° or n/2 radians. 


(B) 


prea Ona 638. 


The sine wave. When 
we have the relation 
y=sin x, where x is an 
angle measured in radians or degrees, we can 
draw a curve of y versus x for all values of 
the independent variable, and thus get a good 
conception how the sine varies with the mag- 
nitude of the angle. This has been done in 
Figure 18A. We can learn from this curve the 
following facts. 


1. The sine varies between +1 and —1 

2. It is a periodic curve, repeating itself after 

every multiple of 27 or 360° 

pon x — sin’ (180°--x) or sin (a7 —x) 

4, Sin x = —sin (180° + x), or 

asity. (9 i) X) 

The cosine wave. Making a curve for the 
function y = cos x, we obtain a curve similar 
to that for y = sin x except that it is displaced 
by 90° or 7/2 radians with respect to the 
Y-axis. This curve (Figure 18B) is also peri- 
odic but it does not start with zero. We read 
from the curve: 


1. The value of the cosine never goes be- 
yond +1 or —1 

2. The curve repeats, after every multiple 
of 27 radians or 360° 


Graphs of Trigono- 
metric Functions 


35uG0S Xia CoS (1800142) 08 
== COS 1% = X) 

4. Cos x = cos (360°—x) or cos (27—x) 

The graph of the tangent is illustrated in 
Figure 19. This is a discontinuous curve and 
illustrates well how the tangent increases from 
zero to infinity when the angle increases from 
zero to 90 degrees. Then when the angle is 
further increased, the tangent starts from 
minus infinity going to zero in the second quad- 
rant, and to infinity again in the third quadrant. 

1. The tangent can have any value between 

-eorand jae 

2. The curve repeats and the period is 7 

radians or 180°, not 27 radians 

3. Tan x = tan (180° +x) or tan (7+x) 

4, Tan x = —tan (180° —x) or 

—tan (al XxX) 

The graph of the cotangent is the inverse of 
that of the tangent, see Figure 20. It leads us 
to the following conclusions: 

1. The cotangent can have any value be- 

tween + © and — 

2. It is a periodic curve, the period being 

q radians or 180° 
SaiOtex ==" COtrULSO i= x) FOR COLE (rca x) 
4; Cotexre= = coth (180° =x) sor 

SCOtn ar ae) 


(6 pee Cena 


Figure 19. 
TANGENT CURVES. 


The tangent curve increases from 0 to o with 
an angular increase of 90°. In the next 180° 
it increases from —o to + o. 


Figure 20. 
COTANGENT CURVES. 


Cotangent curves are the inverse of the tan- 
gent curves. They vary from + ~ to — ~~ in 
each pair of quadrants. 
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COSINE 


Figure 21. 


ANOTHER REPRESENTATION OF 
TRIGONOMETRIC FUNCTIONS. 


if the radius of a circle is considered as the 

unit of measurement, then the lengths of the 

various lines shown in this diagram are numer- 

ically equal to the functions marked adjacent 
to them. 


The graphs of the secant and cosecant are 
of lesser importance and will not be shown 
here. They are the inverse, respectively, of the 
cosine and the sine, and therefore they vary 
from +1 to infinity and from —1 to —infinity. 

Perhaps another useful way of visualizing 
the values of the functions is by considering 
Figure 21. If the radius of the circle is the unit 
of measurement then the lengths of the lines 
are equal to the functions marked on them. 


There are two kinds of 
trigonometric tables. 
The first type gives the functions of the angles, 
the second the logarithms’ of the functions. 
The first kind is also known as the table of 
natural trigonometric functions. 

These tables give the functions of all angles 
between 0 and 45°. This is all that is necessary 
for the function of an angle between 45° and 
90° can always be written as the co-function 
of an angle below 45°. Example: If we had to 
find the sine of 48°, we might write 

sin 48°= cos (90° —48°)= cos 42° 

Tables of the logarithms of trigonometric 
functions give the common logarithms (logw) 
of these functions. Since many of these logar- 
ithms have negative characteristics, one should 
add —10 to all logarithms in the table which 
have a characteristic of 6 or higher. For in- 
stance, the log sin 24° = 9.60931 —10. Log 
tan 1° = 8.24192 —10 but log cot 1° = 
1.75808. When the characteristic shown is less 
than 6, it is supposed to be positive and one 
should not add —10. 


Trigonometric Tables 


Vectors 


A scalar quantity has magnitude only; a 
vector quantity has both magnitude and direc- 
tion. When we speak of a speed of 50 miles 
per hour, we are using a scalar quantity, but 
when we say the wind is Northeast and has a 


” _—_—” 
4 


Figure 22. 


Vectors may be added as shown in these 
sketches. In each case the long vector repre- 
sents the vector sum of the smaller vectors. 
For many engineering applications sufficient 
accuracy can be obtained by this method 
which avoids long and laborious calcuiations. 


velocity of 50 miles per hour, we speak of a 
vector quantity. 

Vectors, representing forces, speeds, dis- 
placements, etc., are represented by arrows. 
They can be added graphically by well known 
methods illustrated in Figure 22. We can make 
the-parallelogram of forces or we can simply 
draw a triangle. The addition of many vectors 
can be accomplished graphically as in the same 
figure. 

In order that we may define vectors algebra- 
ically and add, subtract, multiply, or divide 
them, we must have a logical notation system 
that lends itself to these operations. For this 
purpose vectors can be defined by coordinate 
systems. Both the Cartesian and the polar co- 
ordinates are in use. 


Since we have seen how the 
sum of two vectors is ob- 
tained, it follows from Fig- 
ure 23, that: the vector Z 
equals the sum of the two vectors x and y. In 
fact, any vector can be resolved into vectors 
along the X- and Y-axis. For convenience in 
working with these quantities we need to dis- 


Vectors Defined 
by Cartesian 
Coordinates 


Figure 23. 
RESOLUTION OF VECTORS. 


Any vector such as Z may be resolved into 

two vectors, x and y, along the X- and Y- 

axes. If vectors are to be added, their respec- 

tive x and y components may be added to 

find the x and y components of the resultant 
vector. 
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Figure 24. 


ADDITION OR SUBTRACTION OF 
VECTORS. 
Vectors may be added or subtracted by 
adding or subtracting their x or y com- 
ponents separately. 


tinguish between the X- and Y-component, 
and so it has been agreed that the Y-compo- 
nent alone shall be marked with the letter j. 
Example (Figure 23): 


Z=3+4+ 4j 


Note again that the sign of components 
along the X-axis is positive when measured 
from 0 to the right and negative when meas- 
ured from 0 towards the left. Also, the compo- 
nent along the Y-axis is positive when meas- 
ured from 0 upwards, and negative when 
measured from 0 downwards. So the vector, 


R, is described as 
R=5— 3j 


Vector quantities are usually indicated by 
some special typography, especially by using a 
point over the letter indicating the vector, as 


R. 


Absolute Value The absolute or scalar 


of a Vector value of vectors such as Z 

or R in Figure 23 is easily 
found by the theorem of Pythagoras, which 
states that in any right-angled triangle the 
square of the side opposite the right angle is 
equal to the sum of the squares of the sides 
adjoining the right angle. In Figure 23, OAB 
is a right-angled triangle; therefore, the square 
of OB (or Z) is equal to the square of OA 
(or x) plus the square of AB (or y). Thus the 
absolute values of Z and R may be determined 
as follows: 


[Z| = vx +y 
[Zj= V+" =5 
Pei 5 eS Vy Se = oS 


The vertical lines indicate that the absolute 
or scalar value is meant without regard to sign 
or direction. 


Addition of Vectors An examination of Fig- 
ure 24 will show that 


the two vectors 
R=x+ iy: 
=x + jy 


can be added, if we add the X-components 
and the Y-components separately. 


R+Z=x + x + j (y: + y») 


For the same reason we can carry out sub- 
traction by subtracting the horizontal compo- 
nents and subtracting the vertical components 


R—Z=x — x + j (y: — yz) 


Let us consider the operator 7. If we have a 
vector 4 along the X-axis and add a j in front 
of it (multiplying by 7) the result is that the 
direction of the vector is rotated forward 90 
degrees. If we do this twice (multiplying by 
7 ) the vector is rotated forward by 180 degrees 
and now has the value —a. Therefore multi- 
plying by 7 is equivalent to multiplying by —1. 
Then 


fissee— beandj = Vv. —1 


This is the imaginary number discussed be- 
fore under algebra. In electrical engineering 
the letter j is used rather than 7, because # is 
already known as the symbol for current. 


When two vectors are 
to be multiplied we can 
perform the operation just as in algebra, re- 
membering that j? = —1. 


Multiplying Vectors 


RZ roti | a iy:) (x2 te jy:) 
= Xi Ke  §X1 yo Xo yr + fj” yi yo 
= Xi X2 — Yr yo ff (OG ye xX yi) 


Division has to be carried out so as to re- 
move the j-term from the denominator. This 
can be done by multiplying both denominator 
and numerator by a quantity which will elimi- 
nate 7 from the denominator. Example: 


R aut Xi + jy: ak (x1 + jy:) (x. — iy2) 
ZF Xe Ht jy: (x2 + jy) (x2 — jy) 


aw XiX2 - yiye + j (xoy1 —= Xiy2) 
x2” + y2” 


A vector can also be de- 
fined in polar coordi- 
nates by its magnitude and its vectorial angle 
with an arbitrary reference axis. In Figure 25 


Polar Coordinates 
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Figure 25. 
IN THIS FIGURE A VECTOR HAS 
BEEN REPRESENTED IN POLAR 
INSTEAD OF CARTESIAN CO- 
ORDINATES. 


In polar coordinates a vector is defined by 

a magnitude and an angle, called the vec- 

torial angle, instead of by two magnitudes 
as in Cartesian coordinates. 


the vector Z has a magnitude 50 and a vector- 
ial angle of 60 degrees. This will then be 
written 


Z = 50/60° 


A vector a + jb can be transformed into 
polar notation very simply (see Figure 26) 


Z—=a +jb=— Ve? + b® /tan” 2 


In this connection tan” means the angle of 
which the tangent is. Sometimes the notation 
arc tan b/a is used. Both have the same mean- 
ing. 

A polar notation of a vector can be trans- 
formed into a Cartesian coordinate notation in 
the following manner (Figure 27) 


Z = p/A = pcosA + jpsinA 


A sinusoidally alternating voltage or cur- 
rent is symbolically represented by a rotating 
vector, having a magnitude equal to the peak 
voltage or current and rotating with an angular 
velocity of 27f radians per second or as many 
revolutions per second as there are cycles per 
second. 

The instantaneous voltage, e, is always equal 
to the sine of the vectorial angle of this rotat- 
ing vector, multiplied by its magnitude. 


e = E sin 27rft 


The alternating voltage therefore varies with 
time as the sine varies with the angle. If we 
plot time horizontally and instantaneous volt- 
age vertically we will get a curve like those 
in Figure 18. 

In alternating current circuits, the current 


Vectors can be transformed from Cartesian 
into polar notation as shown in this figure. 


which flows due to the alternating voltage is 
not necessarily in step with it. The rotating 
current vector may be ahead or behind the 
voltage vector, having a phase difference with 
it. For convenience we draw these vectors as 
if they were standing still, so that we can indi- 
cate the difference in phase or the phase angle. 
In Figure 28 the current lags behind the volt- 
age by the angle 6, or we might say that the 
voltage leads the current by the angle 0. 

Vector diagrams show the phase relations 
between two or more vectors (voltages and 
currents) in a citcuit. They may be added and 
subtracted as described; one may add a voltage 
vector to another voltage vector or a current 
vector to a current vector but not a current 
vector to a voltage vector (for the same reason 
that one cannot add a force to a speed). Figure 
28 illustrates the relations in the simple series 
circuit of a coil and resistor. We know that the 
current passing through coil and resistor must 
be the same and in the same phase, so we draw 
this current I along the X-axis. We know also 
that the voltage drop JR across the resistor is 
in phase with the current, so the vector IR rep- 
resenting the voltage drop is also along the 
X-axis. 

The voltage across the coil is 90 degrees 
ahead of the current through it; IX must 
therefore be drawn along the Y-axis. E the 
applied voltage must be equal to the vectorial 
sum of the two voltage drops, IR and 1X, and 
we have so constructed it in the drawing. Now 


expressing the same in algebraic notation, we 
have 


E — IR + jIx 
IZ = IR + jIx 
Dividing by I 
Z—R + jx 
Due to the fact that a reactance rotates the 
voltage vector ahead or behind the current 
vector by 90 degrees, we must mark it with a 
7 1n vector notation. Inductive reactance will 


have a plus sign because it shifts the voltage 
vector forwards; a capacitive reactance is neg- 
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p COSA 
Figure 27. 


Vectors can be transformed from polar into 
Cartesian notation as shown in this figure. 


ative because the voltage will lag behind the 
current. Therefore: 


Xr = + j 2v7fb 


1 


Xo= — j 2nfC 


In Figure 28 the angle 6 is known as the 
phase angle between E and I. When calculat- 
ing power, only the real components count. 
The power in the circuit is then 


P = I (IR) 
but IR = E cos 6 
.. P = El cos 6 


This cos 6 is known as the power factor of 
the circuit. In many circuits we strive to keep 
the angle @ as small as possible, making cos @ 
as near to unity as possible. In tuned circuits, 
we use reactances which should have as low a 
power factor as possible. The merit of a coil 
or condenser, its Q, is defined by the tangent of 
this phase angle: 


Q = tano = X/R 


For an efficient coil or condenser, Q should 
be as large as possible; the phase-angle should 
then be as close to 90 degrees as possible, mak- 
ing the power factor nearly zero. Q is almost 
but not quite the inverse of cos 6. Note that in 
Figure 29 

Q =X/R and cos 6 = R/Z 

When Q is more than 5, the power factor is 
less than 20%; we can then safely say Q = 
1/cos 6 with a maximum error of about 214 
percent, for in the worst case, when cos @ = 
0.2, Q will equal tan 6 = 4.89. For higher 
values of Q, the error becomes less. 

Note that from Figure 29 can be seen the 
simple relation: 


Z—R + jX. 


{Z| = V RP + XV’ 


ae y | 


Xe 


Figure 28. 


VECTOR REPRESENTATION OF A 
SIMPLE SERIES CIRCUIT. 


Fhe righthand portion of the illustration shows 
the vectors representing the voltage drops in 
the coil and resistance illustrated at the left. 
Note that the voltage drop across the coil Xz 
leads that across the resistance by 90°. 


Graphical Representation 


Formulas and physical laws are often pre- 
sented in graphical form; this gives us a 
“bird’s eye view” of various possible conditions 
due to the variations of the quantities involved. 
In some cases graphs permit us to solve equa- 
tions with greater ease than ordinary algebra. 


All of us have used co- 
ordinate systems with- 
out realizing it. For instance, in modern cities 
we have numbered streets and numbered ave- 
nues. By this means we can define the location 
of any spot in the city if the nearest street 
crossings are named. This is nothing but an 
application of Cartesian coordinates. 

In the Cartesian coordinate system (named 
after Descartes), we define the location of any 
point in a plane by giving its distance from 
each of two perpendicular lines or axes. Figure 
30 illustrates this idea. The vertical axis 1s 
called the Y-axis, the horizontal axis is the 
X-axis. The intersection of these two axes is 
called the origin, O. The location of a point, 
P, (Figure 30) is defined by measuring the 
respective distances, x and y along the X-axis 
and the Y-axis. In this example the distance 
along the X-axis is 2 units and along the Y- 
axis is 3 units. Thus we define the point as 


Coordinate Systems 


Z Q=TAN o-% 


POWER FACTOR=COS @= z 


R 
Figure 29. 
The figure of merit of a coil and its resistance 


is represented by the ratio of the inductive 
reactance to the resistance, which as shown 


X, 
in this diagram is equal to Rr which equals 


tan 8. For large values of 6 (the phase angle) 
this is approximately equal to the reciprocal 
of the cos 8. 
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PiU COE AN ad 
| | | secono 


QUADRANT 


FOURTH 
QUADRANT 


Figure 30. 
CARTESIAN COORDINATES. 


The location of any point can be defined by 
its distance from the X and Y axes. 


P 2, 3 or we might say x = 2 and y = 3. The 
measurement x is called the abscissa of the 
point and the distance y is called its ordinate. 
It is arbitrarily agreed that distances measured 
from 0 to the right along the X-axis shall be 
reckoned positive and to the left negative. Dis- 
tances measured along the Y-axis are positive 
when measured upwards from 0 and negative 
when measured downwards from 0. This 1s 
illustrated in Figure 30. The two axes divide 
the plane area into four parts called quadrants. 
These four quadrants are numbered as shown 
in the figure. 

It follows from the foregoing statements, 
that points lying within the first quadrant have 
both x and y positive, as is the case with the 
point P. A point in the second quadrant has a 
negative abscissa, x, and a positive ordinate, y. 
This is illustrated by the point Q, which has 


the coordinates x = —4 and y = +1. Points 
in the third quadrant have both x and y nega- 
tive. x = —5 and y = —2 illustrates such a 


point, R. The point S, in the fourth quadrant 
has a negative ordinate, y and a positive ab- 
scissa OF Xx. 

In practical applications we might draw 
only as much of this plane as needed to illus- 
trate our equation and therefore, the scales 
along the X-axis and Y-axis might not start 
with zero and may show only that part of the 
scale which interests us. 

Representation of In the equation: 
Functions 


¢ — 300,000 
ii 


2000 
1800 
1600 


1400 
1200 


1000 


800 
ee 600 
0 100 200 300 _ 400 500 
) ween 
Figure 31. 


REPRESENTATION OF A SIMPLE 
FUNCTION IN CARTESIAN CO- 
ORDINATES. 


300,000 
In this chart of the function fxe = 


Xx meters 

distances along the X axis represent wave- 

length in meters, while those along the Y 

axis represent frequency in kilocycles. A curve 

such as this helps to find values between 

those calculated with sufficient accuracy for 
most purposes. 


f is said to be a function of \. For every value 
of f there is a definite value of \. A variable is 
said to be a function of another variable when 
for every possible value of the latter, or imde- 
pendent variable, there is a definite value of 
the first or dependent variable. For instance, 
if y = 5x’, y is a function of x and x is called 
the independent variable. When a = 3b* + 5b’? 
—25b + 6 then a is a function of 3, 

A function can be illustrated in our coordi- 
nate system as follows. Let us take the equa- 
tion for frequency versus wavelength as an 
example. Given different values to the inde- 
pendent variable find the corresponding values 
of the dependent variable. Then plot the points 
represented by the different sets of two values. 


fe Ameters 
600 500 ; 
800 375 
1000 300 
1200 250 
1400 214 
1600 187 
1800 167 
2000 150 


Plotting these points in Figure 31 and draw- 
ing a smooth curve through them gives us the 
curve or graph of the equation. This curve 
will help us find values of f for other values 
of X (those in between the points calculated) 
and so a curve of an often-used equation may 
serve better than a table which always has 
gaps. 

When using the coordinate system described 
so far and when measuring linearly along both 
axes, there are some definite rules regarding 
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Figure 32. 
Only two points are needed to define func- 
tions which result in a straight line as shown 
in this diagram representing Ohm’‘s Law. 


the kind of curve we get for any type of 
equation. In fact, an expert can draw the curve 
with but a very few plotted points since the 
equation has told him what kind of curve to 
expect. 

First, when the equation can be reduced to 
the form y = mx + b, where x and y are the 
variables, it is known as a /inear or first degree 
function and the curve becomes a straight line. 
(Mathematicians still speak of a “curve” when 
it has become a straight line.) 


When the equation is of the second degree, 
that is, when it contains terms like x or 7 
or xy, the graph belongs to a group of curves, 
called conic sections. These include the circle, 
the ellipse, the parabola and the hyperbola. In 
the example given above, our equation is of 
the form 


SV¥s2~ iC, c being equal to 300,000 
which is a second degree equation and in this 
case, the graph is a hyperbola. 

This type of curve does not lend itself read- 
ily for the purpose of calculation except near 
the middle, because at the ends a very large 
change in represents a small change in f and 
vice versa. Before discussing what can be done 
about this let us look at some other types of 
curves. 

Suppose we have a resistance of 2 ohms 
and we plot the function represented by Ohm’s 
Law: E = 2]. Measuring E along the X-axis 
and amperes along the Y-axis, we plot the 
necessary points. Since this is a first degree 
equation, of the form y = mx + 6 (for E= 
y, m=2 andI=x and b=0) it will be a 
straight line so we need only two points to 
plot it. 


Solm 


I 
(line passes through origin) 9. 
5 


The line is shown in Figure 32. It is seen to 
be a straight line passing through the origin. 


Figure 33. 


A TYPICAL GRID - VOLTAGE 
PLATE-CURRENT CHARACTER- 
ISTIC CURVE. 

The equation represented by such a curve is 
so complicated that we do not use it. Data 
for such a curve is obtained experimentally, 
and intermediate values can be found with 
sufficient accuracy from the curve. 


If the resistance were 4 ohms, we should get 
the equation E = 4I and this also represents 
a line which we can plot in the same figure. 
As we see, this line also passes through the 
origin but has a different slope. In this illus- 
tration the slope defines the resistance and we 
could make a protractor which would convert 
the angle into ohms. This fact may seem incon- 
sequential now, but use of this is made in the 
drawing of loadlines on tube curves. 

Figure 33 shows a typical, grid-voltage, 
plate-current static characteristic of a triode. 
The equation represented by this curve is 
rather complicated so that we prefer to deal 
with the curve. Note that this curve extends 
through the first and second quadrant. 

Families of curves. It has been explained 
that curves in a plane can be made to illustrate 
the relation between two variables when one 
of them varies independently. However, what 
are we going to do when there are three vari- 
ables and two of them vary independently. It 
is possible to use three dimensions and three 
axes but this is not conveniently done. Instead 
of this we may use a family of curves. We 
have already illustrated this partly with Ohm’s 
Law. If we wish to make a chart which will 
show the current through any resistance with 
any voltage applied across it, we must take the 
equation E = IR, having three variables. 

We can now draw one line representing a 
resistance of 1 ohm, another line representing 
2 ohms, another representing 3 ohms, etc., or 
as many as we wish and the size of our paper 
will allow. The whole set of lines is then 
applicable to any case of Ohm’s Law falling 
within the range of the chart. If any two of 
the three quantities are given, the third can be 
found. 
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Figure 34. 
A FAMILY OF CURVES. 


An equation such as Ohm’s Law has three 
variables, but can be represented in Cartesian 
coordinates by a family of curves such as 
shown here. If any two quantities are given, 
the third can be found. Any point in the 
chart represents a definite value each of E, 
J, and R, which will satisfy the equation of 
Ohm's Law. Vaiues of R not situated on an R 
line can be found by interpolation. 


ny 


——+ CURRENT IN AMPERES” 


’ 1 2 
ome E.MF.IN VOLTS 


Figure 34 shows such a family of curves to 
solve Ohm’s Law. Any point in the chart rep- 
resents a definite value each of E, I, and R 
which will satisfy the equation. The value of 
R represented by a point that is not situated 
on an R line can be found by interpolation. 

It is even possible to draw on the same chart 
a second family of curves, representing a 
fourth variable. But this is not always possible, 
for among the four variables there should be 
no more than two independent variables. In 
our example such a set of lines could represent 
power in watts; we have drawn only two of 
these but there could of course be as many as 
desired. A single point in the plane now indi- 
cates the four values of E, I, R, and P which 
belong together and the knowledge of any 
two of them will give us the other two by 
reference to the chart. 

Another example of a family of curves is 
the dynamic transfer characteristic or plate 
family of a tube. Such a chart consists of sev- 
eral curves showing the relation between plate 
voltage, plate current, and grid bias of a tube. 
Since we have again three variables, we must 
show several curves, each curve for a fixed 
value of one of the variables. It is customary 
to plot plate voltage along the X-axis, plate 
current along the Y-axis, and to make different 
curves for various values of grid bias. Such a 
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Figure 35. 


‘‘PLATE’’ CURVES FOR A 
TYPICAL VACUUM TUBE. 


In such curves we have three variables, plate 
voltage, plate current, and grid bias. Each 
point on a grid bias line corresponds to the 
plate voltage and plate current represented 
by its position with respect to the X and Y 
axes. Those for other values of grid bias may 
be found by interpolation. The loadline shown 
in the lower left portion of the chart is ex- 
plained in the text. 


Soo ah 


PLATE RESISTANCE—MEGOHMS OR AMPLIFICATION FACTOR 


set of curves is illustrated in Figure 35. Each 
point in the plane is defined by three values, 
which belong together, plate voltage, plate 
current, and grid voltage. 

Now consider the diagram of a resistance- 
coupled amplifier in Figure 36. Starting with 
the B-supply voltage, we know that whatever 
plate current flows must pass through the 
resistor and will conform to Ohm’s Law. The 
voltage drop across the resistor is subtracted 
from the plate supply voltage and the remain- 
der is the actual voltage at the plate, the kind 
that is plotted along the X-axis in Figure 35, 
We can now plot on the plate family of the 


pom 


50000 OHMS 


+B 


Figure 36. 


PARTIAL DIAGRAM OF A RESIS- 
TANCE COUPLED AMPLIFIER. 
' The portion of the supply voltage wasted 
across the 50,000-ohm resistor is represented 
in Figure 35 as the loadline. 
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Logarithmic Scales 


tube the /Joadline, that is the line showing 
which part of the plate supply voltage is across 
the resistor and which part across the tube for 
any value of plate current. In our example, let 
us suppose the plate resistor is 50,000 ohms. 
Then, if the plate current were zero, the volt- 
age drop across the resistor would be zero and 
the full plate supply voltage is across the tube. 
Our first point of the loadline is E = 250, 
I= 0. Next, suppose, the plate current were 
1 ma., then the voltage drop across the resistor 
would be 50 volts, which would leave for the 
tube 200 volts. The second point of the load- 
line is then E = 200, I = 1. We can continue 
like this but it is unnecessary for we shall find 
that it is a straight line and two points are 
sufficient to determine it. 


This loadline shows at a glance what hap- 
pens when the grid-bias is changed. Although 
there are many possible combinations of plate 
voltage, plate current, and grid bias, we are 
now restricted to points along this line as long 
as the 50,000 ohm plate resistor is in use. This 
line therefore shows the voltage drop across 
the tube as well as the voltage drop across the 
load for every value of grid bias. Therefore, if 
we know how much the grid bias varies, we 
can calculate the amount of variation in the 
plate voltage and plate current, the amplifi- 
cation, the power output, and the distortion. 


Sometimes it is conven- 
ient to measure along 
the axes the /ogarithms of our variable quan- 
tities. Instead of actually calculating the logar- 
ithm, special paper is available with logarith- 
mic scales, that is, the distances measured 
along the axes are proportional to the logar- 
ithms of the numbers marked on them rather 
than to the numbers themselves. 

There is semi-logarithmic paper, having 
logarithmic scales along one axis only, the 
other scale being linear. We also have full 
logarithmic paper where both axes carry log- 
arithmic scales. Many curves are greatly sim- 
plified and some become straight lines when 
plotted on this paper. 


As an example let us take the wavelength- 
frequency relation, charted before on straight 
cross-section paper. 


i= 


Logarithmic Scales 


300,000 
r 


Taking logarithms: 
log f = log 300,000 — log A 


If we plot log f along the Y-axis and log A 
along the X-axis, the curve becomes a straight 
line. Figure 37 illustrates this graph on full 
logarithmic paper. The graph may be read 
with the same accuracy at any point in con- 
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Figure 37. 
.A LOGARITHMIC CURVE. 


Many functions become greatly simplified and 
some become straight lines when plotted to 
logarithmic scales such as shown in_ this 
diagram. Here the frequency versus wavelength 
curve of Figure 31 has been replotted to con- 
form with logarithmic axes. Note that it is 
only necessary to calculate two points in 
order to determine the “curve” since this type 
of function results in a straight line. 


trast to the graph made with linear coordi- 
nates. 

This last fact is a great advantage of logar- 
ithmic scales in general. It should be clear that 
if we have a linear scale with 100 small divi- 
sions numbered from 1 to 100, and if we are 
able to read to one tenth of a division, the 
possible error we can make near 100, way up 
the scale, is only 1/10th of a percent. But near 
the beginning of the scale, near 1, one tenth of 
a division amounts to 10 percent of 1 and we 
are making a 10 percent error. 

In any logarithmic scale, our possible error 
in measurement or reading might be, say 1/32 
of an inch which represents a fixed amount of 
the log depending on the scale used. The net 
result of adding to the logarithm a fixed quan- 
tity, as 0.01, is that the anti-logarithm is mul- 
tiplied by 1.025, or the error is 244%. No mat- 
ter at what part of the scale the 0.01 is added, 
the error is always 214%. 

An example of the advantage due to the use 
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RATIO OF RESPONSE OFF RESONANCE TO RESPONSE 
AT RESONANCE FOR CONSTANT INPUT 
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Figure 38. 
A RECEIVER RESONANCE CURVE. 


This curve represents the output of a re- 
ceiver versus frequency when plotted to linear 
coordinates. 


of semi-logarithmic paper is shown in Figures 
38 and 39. A resonance curve, when plotted on 
linear coordinate paper will look like the curve 
in Figure 38. Here we have plotted the output 
of a receiver against frequency while the ap- 
plied voltage is kept constant. It is the kind of 
curve a ‘“wobbulator” will show. The curve 
does not give enough information in this form 
for one might think that a signal 10 kc. off 
resonance would not cause any current at all 
and is tuned out. However, we frequently have 
off resonance signals which are 1000 times as 
strong as the desired signal and one cannot 
read on the graph of Figure 38 how much any 
signal is attenuated if it is reduced more than 
about 20 times. 

In comparison look at the curve of Figure 
39. Here the response (the current) is plotted 
in logarithmic proportion, which allows us to 
plot clearly how far off resonance a signal has 
to be to be reduced 100, 1,000, or even 10,000 
times. 

Note that this curve is now “upside down”; 
it is therefore called a selectivity curve. The 
reason that it appears upside down is that the 
method of measurement is different. In a se- 
lectivity curve we plot the increase in signal 
voltage necessary to cause a standard output 
off resonance. It is also possible to plot this in- 
crease along the Y-axis in decibels; the curve 
then looks the same although linear paper can 
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Figure 39. 
A RECEIVER SELECTIVITY CURVE. 


This curve represents the selectivity of a re- 

ceiver plotted to logarithmic coordinates for 

the output, but linear coordinates for fre- 

quency. The reason that this curve appears 

inverted from that of Figure 38 is explained 
in the text. 


be used because now our unit is logarithmic. 

An example of full logarithmic paper being 
used for families of curves is shown in the re- 
actance charts of Figures 40 and 41. 


An alignment chart con- 
sists of three or more sets 
of scales which have been 
so laid out that to solve the formula for which 
the chart was made, we have but to lay a 
straight edge along the two given values on 
any two of the scales, to find the third and 
unknown value on the third scale. In its sim- 


Nomograms or 
Alignment Charts 


ERR ARR 
< q 


LAM J 
eM 


BOTS 


\A 


4, 
(A, 


XL 
GS de, 
Sea 


MANIK AF 


RS AZZZ24 LN IN ORS ALO 


S 


r WIA NN 


Ze 


er ee, 


és 
a Z 4 


oO 
a 


SEDAN Neha. Oe". "S/ A 
RITAY..V.9.2 6 a 


NS 
DY 


® < i 
rd 


ANIKI ZR 


K SARA 


QN 


4 


0. 
BAW GAG 


S MME 7040,9 
x x > AN ON AIS TOT 
‘J may ¢.72°42 @ & ‘. 


TT 


K] 


ik 
Cy a 
%, Ci Sea 


“%) 


¥ 


e 


£2 


“ise 
Dy Oe . 
BERK | 
5 A AN . 
SOx | 
ENNIS 
SN AN ERY AA 


iY) 
SC/ , , 


re . 


xs 


7 7PM AN RN 


A\Z2 


4 
’, 


d 


~, 5 


e, 
SISO ZEIT PN BIS IR SRT 
GB VAY 9.066 ¢ AES Bh 4 AW AY. Vere © 


aS ea 
“e \/ 
SS 
& , 
LM SANA 
Gn 4. 2A" Ss" oY. Ae 
i ¥e v, 


i} 


b clhemoh nh ‘e 
LAAT KANAB Co NS NON Le 
8% y 7 2 5 = 


xX 
N 
iv G 
0 2Y 
Y) 
@, 


5 RAN ANS 0.677, 


Z) 


N 


AA K roe 4 
AbAI xPOSK A. 
(7 L/ 


A) 
» 
(> 


NN APSO ALBANY II 


Re 94'S a. CE a te 


} 
es $3 


a> 


la i%.2 
m4 N 


4 
4 
Al 
Q N 


URN, 

4 
GAs 
AX 


1 


26 


\/ 
v, 


ANDINA ZZ 2s 


ITT ZONA RA 


IX 


Figure 40. 
REACTANCE-FREQUENCY CHART FOR AUDIO FREQUENCIES 
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Polar Coordinates 


Figure 42. 
THE SIMPLEST FORM OF NOMOGRAM. 


plest form, it is somewhat like the lines in Fig- 
ure 42. If the lines a, 5, and c are parallel and 
equidistant, we know from ordinary geometry, 
that b = 4 (a +c). Therefore, if we draw a 
scale of the same units on all three lines, start- 
ing with zero at the bottom, we know that by 
laying a straight-edge across the chart at any 
place, it will connect values of a, 6, and c, 
which satisfy the above equation. When any 
two quantities are known, the third can be 
found. 

If, in the same configuration we used loga- 
rithmic scales instead of linear scales, the rela- 
tion of the quantities would become 


log b = \% (log a + log c) orb = Vac 


By using different kinds of scales, different 
units, and different spacings between the scales, 
charts can be made to solve many kinds of 
equations. 

If there are more than three variables it is 
generally necessary to make a double chart, 
that is, to make the result from the first chart 
serve as the given quantity of the second one. 
Such an example is the chart for the design of 
coils illustrated in Figure 45. This nomogram 
is used to convert the inductance in microhen- 
ries to physical dimensions of the coil and vice 
versa. A pin and a straight edge are required. 
The method is shown under “R. F. Tank Cir- 
cuit Calculations” later in this chapter. 


Instead of the Cartesian 
coordinate system there 
is also another system for defining algebraical- 
ly the location of a point or line in a plane. In 
this, the polar coordinate system, a point is de- 
termined by its distance from the origin, O, 
and by the angle it makes with the axis O-X, 
In Figure 43 the point P is defined by the 
length of OP, known as the radius vector and 


Polar Coordinates 


RADIUS / 
VECTOR / 


© SRIGIN AXIS 
Figure 43. 
THE LOCATION OF A POINT BY 
POLAR COORDINATES. 


In the polar coordinate system any point is 

determined by its distance from the origin 

and the angle formed by a line drawn from 
it to the origin and the 0-X axis. 


by the angle A the vectorial angle. We give 
these data in the following form 


P= 3/602 


Polar coordinates are used in radio chiefly 
for the plotting of directional properties of mi- 
crophones and antennas. A typical example of 
such a directional characteristic is shown in 
Figure 44. The radiation of the antenna rep- 
resented here is proportional to the distance of 
the characteristic from the origin for every 
possible direction. 

N 


S 


Figure 44, 


THE RADIATION CURVE OF AN 
ANTENNA. 
Polar coordinates are used principally in radio 
work for plotting the directional characteris- 
tics of an antenna where the radiation is 
represented by the distance of the curve from 
the origin for every possible direction. 
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Reactance Calculations 


In audio frequency calculations, an accuracy 
to better than a few per cent is seldom re- 
quired, and when dealing with calculations in- 
volving inductance, capacitance, resonant fre- 
quency, etc., it is much simpler to make use of 
reactance-frequency charts such as those on 
pages 67-668 rather than to wrestle with a 
combination of unwieldy formulas. From these 
charts it is possible to determine the reactance of 
a condenser or coil if the capacitance or induc- 
tance is known, and vice versa. It follows from 
this that resonance calculations can be made 
directly from the chart, because resonance 
simply means that the inductive and capacitive 
reactances are equal. The capacity required to 
resonate with a given inductance, or the induc- 
tance required to resonate with a given capac- 
ity, can be taken directly from the chart. 


While the chart may look somewhat formid- 
able to one not familiar with charts of this 
type, its application is really quite simple, and 
can be learned in a short while. The following 
example should clarify its interpretation. 


For instance, following the lines to their in- 
tersection, we see that 0.1 hy. and 0.1 ufd. in- 
tersect at approximately 1,500 cycles and 1,000 
ohms. Thus, the reactance of either the coil or 
condenser taken alone is about 1000 ohms, and 
the resonant frequency about 1,500 cycles. 


To find the reactance of 0.1 hy. at, say, 
10,000 cycles, simply follow the inductance 
line diagonally up towards the upper left till it 
intersects the horizontal 10,000 kc. line. Fol- 
lowing vertically downward from the point of 
intersection, we see that the reactance at this 
frequency is about 6000 ohms. 


To facilitate use of the chart and to avoid 
errors, simply keep the following in mind: The 
vertical lines indicate reactance in ohms, the 
horizontal lines always indicate the frequency, 
the diagonal lines sloping to the lower right 
represent inductance, and the diagonal lines 
sloping toward the lower left indicate capaci- 
tance. Also remember that the scale is Joga- 
rithmic. For instance, the next horizontal line 
above 1000 cycles is 2000 cycles. Note that 
there are 9, not 10, divisions between the heavy 
lines. This also should be kept in mind when 
interpolating between lines when best possible 
accuracy is desired; halfway between the line 
representing 200 cycles and the line represent- 
ing 300 cycles is mot 250 cycles, but approxi- 
mately 230 cycles. The 250 cycle point is ap- 
proximately 0.7 of the way between the 200 
cycle line and the 300 cycle line, rather than 
halfway between. 


Use of the chart need not be limited by the 
physical boundaries of the chart. For instance, 
the 10-yufd. line can be extended to find where 


it intersects the 100-hy. line, the resonant fre- 
quency being determined by projecting the in- 
tersection horizontally back on to the chart. 
To determine the reactance, the logarithmic 
ohms scale must be extended. 


When winding coils for use in 
radio receivers and transmit- 
ters, it is desirable to be able to 
determine in advance the full 
coil specifications for a given frequency. Like- 
wise, it often is desired to determine how much 
Capacity is required to resonate a given coil so 
that a suitable condenser can be used. 


R. F. Tank 
Circuit 
Calculations 


Fortunately, extreme accuracy is not re- 
quired, except where fixed capacitors are used 
across the tank coil with no provision for trim- 
ming the tank to resonance. Thus, even though 
it may be necessary to estimate the stray cir- 
cuit capacity present in shunt with the tank 
capacity, and to take for granted the likelihood 
of a small error when using a chart instead of 
the formula upon which the chart was based, 
the results will be sufficiently accurate in most 
cases, and in any case give a reasonably close 
point from which to start “pruning.” 


The inductance required to resonate with a 
certain capacitance is given in the chart on 
page 668. By means of the r.f. chart, the 
inductance of the coil can be determined, 
or the capacitance determined if the induc- 
tance is known. When making calculations, be 
sure to allow for stray circuit capacity, such as 
tube interelectrode capacity, wiring, sockets, 
etc. This will normally run from 5 to 25 micro- 
microfarads, depending upon the components 
and circuit. 


To convert the inductance in microhenries 
to physical dimensions of the coil, or vice 
versa, the nomograph chart on page 671 is 
used. A pin and a straightedge are required. 
The inductance of a coil is found as follows: 


The straightedge is placed from the correct 
point on the turns column to the correct point 
on the diameter-to-length ratio column, the 
latter simply being the diameter divided by the 
length. Place the pin at the point on the plot 
axis column where the straightedge crosses it. 
From this point lay the straightedge to the cor- 
rect point on the diameter column. The point 
where the straightedge intersects the induc- 
tance column will give the inductance of the 
coil. 


From the chart, we see that a 30 turn coil 
having a diameter-to-length ratio of 0.7 and a 
diameter of 1 inch has an inductance of ap- 
proximately 12 microhenries. Likewise any one 
of the four factors may be determined if the 
other three are known. For instance, to deter- 
mine the number of turns when the desired in- 


Figure 45. COIL CALCULATOR NOMOGRAPH 


For single layer solenoid coils, any wire size. See text for instructions. 


N° OF PLOT INDUCTANCE IN RATIO—DIAMETER DIAMETER 
TURNS AXIS MICROHENRIES “LENGTH INCHES 
8 5 
400 6 
5 
300 * 4 
3 
200 
3 
2 
150 
100 
90 
80 2 
70 1 
60 
50 =) 
ptt 1.5 
40 
6 
BO 7 
5 
20 Oe ops Big 
.4 
15 
a, | 75 
10 
2 
5 0 
4 
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ductance, the D/L ratio, and the diameter are 
known, simply work backwards from the ex- 
ample given. In all cases, remember that the 
straightedge reads either turns and D/L ratio, 
or it reads inductance and diameter. It can 
read no other combination. 


The actual wire size has negligible effect 
upon the calculations for commonly used. wire 
sizes (no. 10 to no. 30). The number of turns 
of insulated wire that can be wound per inch 
(solid) will be found in the copper wire table 
on page 579. 


Significant Figures 


In most radio calculations, numbers repre- 
sent quantities which were obtained by meas- 
urement. Since no measurement gives absolute 
accuracy, such quantities are only approximate 
and their value is given only to a few signifi- 
cant figures. In calculations, these limitations 
must be kept in mind and one should not fin- 
ish for instance with a result expressed in more 
significant figures than the given quantities at 
the beginning. This would imply a greater ac- 
curacy than actually was obtained and is there- 
fore misleading, if not ridiculous. 


An example may make this clear. Many am- 
meters and voltmeters do not give results to 
closer than 4 ampere or ¥% volt. Thus if we 
have 214 amperes flowing in a d.c. circuit at 
634 volts, we can obtain a theoretical answer 
by multiplying 2.25 by 6.75 to get 15.1875 
watts. But it is misleading to express the an- 
swer down to a ten-thousandth of a watt when 
the original measurements were only good to 
Y, ampere or volt. The answer should be ex- 
pressed as 15 watts, not even 15.0 watts. If 
we assume a possible error of ¥g volt or am- 
pere (that is, that our original data are only 
correct to the nearest Y4 volt or ampere) the 
true power lies between 14.078 (product of 
2g and 65%) and 16.328 (product of 23% and 
67%). Therefore, any third significant figure 
would be misleading as implying an accuracy 
which we do not have. 

Conversely, there is aiso no point to calcu- 
lating the value of a part down to 5 or 6 sig- 
nificant figures when the actual part to be used 
cannot be measured to better than 1 part in 
one hundred. For instance, if we are going to 
use 1% resistors in some circuit, such as an 
ohmmeter, there is no need to calculate the 
value of such a resistor to 5 places, such as 
1262.5 ohm. Obviously, 1% of this quantity 
is over 12 ohms and the value should simply 
be written as 1260 ohms. 

There is a definite technique in handling 
these approximate figures. When giving values 
obtained by measurement, no more figures are 


given than the accuracy of the measurement 
permits. Thus, if the measurement is good to 
two places, we would write, for instance, 6.9 
which would mean that the true value is 
somewhere between 6.85 and 6.95. If the meas- 
urement is known to three significant figures, 
we might write 6.90 which means that the true 
value is somewhere between 6.895 and 6.905. 
In dealing with approximate quantities, the 
added cipher at the right of the decimal point 
has a meaning. 

There is unfortunately no standardized sys- 
tem of writing approximate figures with many 
ciphers to the left of the decimal point. 69000 
does not necessarily mean that the quantity is 
known to 5 significant figures. Some indicate 
the accuracy by writing 69 X 10° or 690 X 10° 
etc., but this system is not universally em- 
ployed. The reader can use his own system, but 
whatever notation is used, the number of sig- 
nificant figures should be kept in mind. 

Working with approximate figures, one may 
obtain an idea of the influence of the doubtful 
figures by marking all of them, and products 
or sums derived from them. In the following 
example, the doubtful figures have been under- 
lined. 


603 
34.6 
0.1 20 
637.720 answer: 638 
Multiplication: | 
654 654 
0.342 0.342 
1308 196|2 
2616 26|16 
1962 1/308 
223.668 answer: 224 224 


It is recommended that the system at the 
right be used and that the figures to the right 
of the vertical line be omitted or guessed so as 
to save labor. Here the partial products are 
written in the reverse order, the most impor- 
tant ones first. 

In division, labor can be saved when after 
each digit of the quotient is obtained, one fig- 
ure of the divisor be dropped. Example: 


1.28 


527) 673 
527 


53) 146 
106 

5) 40 
sls 2) 


CHAPTER TWENTY-EIGHT 


Reference Data 


Resistor Color The values of resistance and 
Code tolerance for resistors are in- 

dicated most commonly by 
bands around the resistor, although for the 
older style of resistor with leads coming out 
radially the characteristics are indicated some- 
times by dots and the body color. In the case 
of the conventional axial-lead resistor the 
color starts from one end of the resistor, the 
first color denoting the first significant figure. 
The second color denotes the second sig- 
nificant figure and the third color denotes 
the decimal multiplier. The last colored band 
indicates the tolerance and will be gold or 
silver for a 5 per cent or 10 per cent tolerance 
resistor. In the case of radial lead resistors the 
body color denotes the first significant figure, 
the end color denotes the second significant 
figure, and the band or dot in the center de- 
notes the decimal multiplier. In the case of 
radial-lead resistors the tolerance marking, if 
used, is a small band on the opposite end 
from the main color end. 


Mica Capacitor There is, unfortunately, some 
Color Codes confusion as to interpretation 

of the color-code markings on 
mica capacitors. This situation has arisen since 
a large number of different codes have been 
used in the past for marking mica capacitors. 
However, as of 1948 there was established a 
single standard for marking JAN and RMA 


capacitors. This code is illustrated in figure 2. 
It will be seen that the standard is the same 
as the JAN and AWS wartime standard, ex- 
cept that the first dot in the upper left corner 


RESISTOR COLOR CODE 


A— FIRST SIGNIFICANT FIGURE 
B- SECOND SIGNIFICANT FIGURE. 
C— DECIMAL MULTIPLIER 

D- PER CENT TOLERANCE 


DECIMAL 
MULTIPLIER 


TOLERANCE 


SIGNIFICANT 
FIGURE PERCENT 


= 


ORANGE 1000 


YELLOW 10000 
GREEN 100000 
1000000 


10000000 


BLUE 
VIOLET 


GRAY 100 000000 


re 
3 
4 
5 
6 
7 
8 
9 


WHITE 1000000000 
GOLD 0.1 
SILVER 0.01 


NO COLOR a 


Figure 1. 
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RMA aNo JOINT ARMY-NAVY STANDARD MARKING 
(1948) SPECIFICATION JAN-C-5 
“CAPACITORS, MICA-DIELECTRIC, FIXED” 


1ST DOT, 2ND DOT, 3RO DOT, 
BLACK MEANS 1ST DIGIT OF 2ND DIGIT OF 
MICA (JAN) CAP. IN MMFD. UCAP. IN MMFD. 


WHITE MEANS ~ 
MICA (RMA) 

SILVER MEANS 
PAPER (AWS), 


rai 


~ 
6TH DOT, ~~ 5TH DOT, “4TH DOT, 
JAN CHARACTERISTIC CAPACITANCE DECIMAL 
OR RMA CLASS TOLERANCE MULTIPLIER 


EXAMPLE 


1ST DOT BLACK, 2ND DOT GREEN, 3RD DOT BROWN, 4TH DOT BROWN, 
5TH DOT GOLD, 6TH DOT RED = 510 MMFD. + 5% CHARACTERISTIC'C” 


COLOR IWOMeRAL | TERISTIC | MULTIPLIER | TOLERANCE 
1 20% (M) 

BROWN 1 B FOU] 

RED PT aN OS 100 2% (G) 

ORANGE| 3 Oe MORNE 

YELLOW 4 E 

ICREEN TD VS ee roma | dj 

BLUE 6 e 

VIOLET Ts © ve 

GRAY 8 I | 

| WHITE 9 a | iyi 

GOLD | | 0.1 5% (J) | 

SILVER 0.01 10% (K) 
Figure 2. 


indicates whether the capacitor was made under 
JAN standards or RMA standards. If this dot 
is black, the capacitor is a JAN mica capacitor; 
if the dot is white, the capacitor is an RMA 
mica capacitor; and if the dot is silver the 
capacitor is an AWS molded paper capacitor. 
An arrow or other indicator marks the upper 
row of dots and the direction of reading the 
dots. If the case of the capacitor is red, it is 
a silver-mica capacitor; if the case is yellow, 
brown, or black bakelite, it is a conventional 
mica capacitor. 

The color code given in figure 2 can be 
used for all surplus JAN capacitors and for 
all mica capacitors manufactured after 1948. 
However, there are large numbers of capacitors 
available and in use which do not use the new- 
standard marking. These older RMA standards 
are shown in figures 3 and 4. The original 
RMA code was the three-dot marking shown 
in figure 4, which was established in 1938. 
All capacitors marked in this manner have a 
500-volt rating and a plus-or-minus 20 per 
cent tolerance. Subsequent to this, when a 
tolerance less than 20 per cent was specified, 
a dot of silver or gold paint was placed on 
the capacitor adjacent to the color code to 


MICA CAPACITOR COLOR CODE 
RMA STANDARDS 
SIX DOT RMA COLOR CODE 


1ST DOT, 
1ST DIGIT OF 
CAP. IN MMFD.._ 


2ND DOT, 3RD DOT, 
2ND DIGIT OF 3RD DIGIT OF 
CAP. IN MMFD. U7CAP. IN MMFD. 


= a 


SK 
6TH DOT, —- 5TH DOT, “4TH DOT, 
WORKING ~ CAPACITANCE DECIMAL 
VOLTAGE TOLERANCE MULTIPLIER 
EXAMPLE 


1ST DOT BROWN, 2ND DOT ORANGE, 3RD DOT RED, 4TH DOT BROWN, 
5TH DOT RED, 6TH DOT GREEN= 1320 MMFD, + 2%, 500 V.W. 


COLOR NUMERAL MULTIPLIER | TOLERANCE WORKING 
BLACK 0 | 1 20% |. — 
BROWN 1 Fey 1% | 100 
[RED Pee [ 100 2% 200 
ORANGE| 3 1000. | 3% 300 
YELLOW) 4 40000 4% 400 
[GREEN 5 5%. fo S00 
BLUE | 6 6% 600 
[VIOLET key | | 7%__| 700 
GRAY 8 8% 800 
[WHITE | 9 [ioe 

GOLD 

'SILVER 


FOUR DOT RMA COLOR CODE 


1ST DIGIT OF 


N IGIT OF 
CAP. IN MMFD. ee a 


4 CAP, [N MMFD. Mt 
LPO ic 
0, Owe 


~~ CAPACITANCE 
TOLERANCE 


DECIMAL 
_MULTIPLIER 


Figure 3. 


indicate a 10 per cent or 5 per cent tolerance. 
Or, sometimes, the four-dot code shown at 
the bottom of figure 3 was used. 

The RMA 6-dot code also was widely used, 
particularly on the larger sizes of capacitors. 
This code is illustrated at the top of figure 3. 
The RMA 6-dot code can be identified, with 
respect to the JAN code and the new RMA 
code by the fact that the old RMA 6-dot code 
always used a color in the first dot position, 
while the JAN code and the new RMA code 
will use either white, black, or silver. 


Ceramic Capacitor Tubular fixed ceramic ca- 
Color Code pacitors are color coded by 

a series of three to six 
bands or slightly lengthened dots. The inter- 
pretation of the dots is given in figure 5. 
Ceramic capacitor markings are always read 
with the inner electrode end to the left. In the 
case of the radial lead type of capacitor this 
will be the end with the shorter length of 
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RMA 3-DOT MICA CAPACITOR 
COLOR CODE 


FIRST SIGNIFICANT FIGURE 


SECOND SIGNIFICANT FIGURE 
DECIMAL MULTIPLIER 


500- VOLT RATING, + 20 % TOLERANCE ONLY. 
COLOR MEANINGS ARE SAME AS OLD RMA 6-DOT CODE, 


Figure 4. 


ceramic extending past the wrapped lead wire. 
In the case of the 3-dot code, the capacitance 
only is given. In the case of a 5-dot marking 
for zero-coefficient or negative coefficient ca- 
pacitors, the voltage rating is not given. In 
the case of the 5-dot marking of by-pass and 
coupling capacitors, the voltage rating is on 
the right end and the temperature coefficient 
is not given. 


The color code for the leads 
from i-f transformers is as 


I-F Transformers 


follows: 

Blue—plate lead 

Red—positive B 

Green—grid (or diode) lead 

White or black—grid (or diode) return 

Violet or green-black—second diode 
The alternate colors given above (black and 
green-black) for grid or diode return and for 
second diode are obsolete standards and will 
be found only on older transformers. 


A-F Transformers The color code for leads 
from audio transformers is 


as follows: 
Blue—plate lead of primary (finish of 
winding ) 
Red—positive B (either push-pull or single 
ended ) 


Brown—other plate lead of primary (start 
of winding), if connection of tube 
plates to the primary is important; 
otherwise blue may be used also for 
the other side of a push-pull primary 

Black—start of secondary of an output trans- 
former, or grid return of a single- 
ended or push-pull secondary 

Green—grid, or high side of moving coil 
of speaker 


ALS °c Fo A 
p \ 
1 1 
i 


f 


ALTERNATE I 
RADIAL LEAD —> || 
| 
| 


U 


f 
! 
! 
| 
t 


c- 


— TEMPERATURE COEFF. (BAND OR DOT AT INNER ELECTRODE END) 
— FIRST SIGNIFICANT FIGURE 

SECOND SIGNIFICANT FIGURE 

— DECIMAL MULTIPLIER 


— CAPACIT TOLERANCE 


Fn O20) 20). 
| 


— VOLTAGE RATING. (BAND OR DOT AT OUTER ELECTRODE END) 


TEMPERATURE 
COLOR SIGNIFICANT] DECIMAL |CAPACITANCE COEFFICIENT VOLTAGE 
FIGURE MULTIPLIER} TOLERANCE (PPM/ec ) RATING 
1 fe) see 


BLACK o t20% 
1 10 + 1% — 30 150 
2 100 +2% — 80 
3 1000 a — 150 
4 10000 a= — 220 
5 _ 5% — 330 
6 me ae — 470 
VIOLET 7 aoe a ihe 
GRAY 8 0.01 Lr * 9 
WHITE 9 0.1 ¥ 10% cee homresn) ate 
SILVER WhA SPECIAL 


Figure 5. 


Yellow—grid, indicating start of secondary 
winding of a push-pull secondary; if 
connection of grids to winding is not 
important, green may be used for 
both grids 


The color code for leads from 
radio power transformers is as 
follows: 

Black—primary winding if untapped, or 
common lead if the primary winding 
is tapped 

Black-yellow—tap on primary winding 

Black-red—finish of primary winding 

Red—rectifier plates 

Red-yellow—center tap of rectifier winding 

Y ellow—trectifier filament 

Yellow-blue—center tap of rectifier fila- 
ment 

Green—filament winding no. 1 

Green-yellow—center tap filament no. 1 

Brown—filament winding no. 2 

Brown-yellow—center tap filament no. 2 

Slate—filament winding no. 3 

Slate-yellow—center tap filament no. 3 


Radio Power 
Transformers 
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RADIO SYMBOLS USED IN CIRCUITDIAGRAMS 


S/N6LE 


FIXED 


DIODE 


ii 


ee 


; 


QUARTZ 
CRYSTAL 


Te 


AIR-CORE |INDUCTANCES IRON-CORE INDUCTANCES 
TRANSFORMER VARIABLE INDUCTANCES SINGLE TRANSFORMER SECONDARY SINGLE 
VARIABLE 
CAPACITORS RESISTORS 
sate tl Ea i 
CE sucha ineoealh 
VARIABLE SPLIT- ELECTROLYTIC VARIABLE FIXED === ADI USTABLE age TAPPED 
STATOR DIFFERENTIAL 
COMMON TUBE TYPES METERS 
QO @ 
TRIODE TETRODE PENTODE VOLTAGE M/ILLIAMMETER VOLTMETER GENERAL 
REGULATOR 


COMMONLY USED COMPONENTS 


224-4 


PHONE M/C ROPHONE DIAL RECTIFIER RELAY TELEGRAPH SPEAKER HEADPHONES 
JACK GENERAL LAMP BARRIER-TYPE KEY GENERAL 


MISCELLANEOUS 
a EES SN wiRES —————_, 


\ ‘\ a =3= + a lt-— 


COAXIAL S/NGLE-POLE DOUBLE-POLE S/NGLE-POLE SHIELD WIRES WIRES AC: BATTERY 
JACK S/NGLE-THROW S/NGLE-THROW 5-POS/TION GROUNDED CONNECTED NOT CONNECTED SOURCE 
Transmitter Tube Data 

The following pages give tube-base dia- addition, typical operating conditions are given 
grams, a brief description of the tube, and for the most popular tube types. 
maximum ratings for a group of tubes which In each case the maximum ratings given 
ate most commonly used in low-power and alongside the tube-base diagram are for ICAS 
medium-power transmitters, or are used in the . (Intermittent Commercial and Amateur Serv- 


exciter stages of high-power transmitters. In — ice) operation of the tubes under normal 
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Receiving Type Tubes 677 


EE ____——— 


conditions, with normal cooling, as Class C c-w 
or FM amplifier stages. These maximum rat- 
ings are mot concurrent ratings; either operat- 
ing plate current or operating plate voltage 
normally will be limited within the maximum 
ratings for current or voltage by the plate 
input rating of the tube, which again is 
limited by the maximum plate dissipation 
rating for the type of operation to be used. 

In some of the tube types where in normal 
applications the tubes are operated at maxi- 
mum ratings, the Typical Operation also is 


given for a set of operating conditions which 
are at the maximum ratings of the tube. How- 
ever, many tube types normally are not op- 
erated at the maximum plate voltage rating, 
since good efficiency at full rated power input 
may be attained at a considerably lower plate 
voltage (The type 4-65A is an example of 
such a tube.). For such tube types the typical 
Operating conditions given are those which 
will allow the tube to be operated at full 
power input with a normal value of plate- 
circuit operating efficiency. 


Receiving Tube Types 


3A4 MINIATURE POWER PENTODE 
EF-1.40R 2.8 Vv. IF-0.2 OR O.1A. 


We- 2 WATTS MAX. CGP- 0.34 MAX. 


EB-150 VOLTS MAX. CIN-4.8 
IB- 25 MA. MAX. CouT- 4.2 
WSG-0.9 WATTS MAX. GM- 1900 


ESG-135 VOLTS MAX. Ic-0.25MA. MAX. 

The type 3A4 is a miniature power ampli- 
fier pentode of the filament type, designed 
for operation from dry-battery supply. The 
3A4 often is used as a modulator, or as an 
r-f oscillator, amplifier, or multiplier in 
“walkie-talkie” type of equipment. The oxide- 
coated filament may be operated either from 
1.4 volts or 2.8 volts. As an a-f power ampli- 
fier the tube will deliver about 600 milli- 
watts with a plate potential of 135 volts. In 
r-f service as an amplifier the 3A4 will deliver 
a power output of about 1.2 watts with a 
plate potential of 150 volts. 


38A5 MINIATURE TWIN TRIODE 
EF-1.40R 2.8 V. 1F-0.22 OR O.11A. 


Wpe-1.0 w. (PER UNIT) Cop-3.2 JU-15 


EB-135 VOLTS MAX. CGF-0.9 
IB- 15 MA. (PER UNIT) CPF-1.0 
1c -2.5 MA. (PER UNIT) GmM-1800 


The type 3A5 is a miniature h-f twin triode 
of the filament type, designed for operation 
from a dry-battery supply. The two medium- 
mu triodes within the envelope may be used 
separately as amplifiers or frequency multt- 
pliers, or the tube may be used as a push-pull 
amplifier. As a push-pull r-f amplifier at a 
frequency of 40 Mc. one 3A5 can deliver a 
power output of 2 watts with a plate potential 
of 135 volts. 


6AG7 HIGH Gm POWER PENTODE 
EuH-6.3V. IH-0.65A. Usc-22 
WP-9 WATTS MAX. CGP-0.06 
EB-375 VOLTS MAX. CIN-13.0 
1B-30 MA. MAX. Cout-7.5 
WSG-1.5 WATTS MAX. GmM- 11000 


EsG- 250 VOLTS MAX. IC-5MA. MAX. 
MAX. FREQ. FULL RATINGS -30 MC. 


Tube type 6AG7, due to its high trans- 
conductance and high power sensitivity, is 
widely used as an oscillator in the Clapp 
circuit, or as a harmonic-type crystal oscillator 
in any of a number of circuits. These applica- 
tions are in addition to the usual applications 
of such a tube as a frequency multiplier or 
as a high-performance video amplifier. 


6A K6 MINIATURE POWER PENTODE 
EH-6.3V. IH-0.15A. UsG-9.5 
WP- 3.5 WATTS MAX. CGP -0.12 
EB-375 VOLTS MAX. CiN-3.6 
IB-15MA. MAX. CouT- 4.2 
WsG-1.0 WATTS MAX. Gm- 2300 


ESG-250 VOLTS MAX. Ic-3 MA. MAX. 
MAX. FREQ. FULL RATINGS-60 MC. 


Tube type 6AKG6 is most widely used as an 
isolating amplifier or as a frequency multiplier 
in transmitters where power consumption must 
be minimized. The tube is well enough 
shielded so that it may be operated without 
neutralization as a straight-through amplifier 
in normal circuits up to a frequency of 4 Mc. 


6AQ5 MINIATURE POWER PENTODE 
Exwx-6.3v. IH-0.45A. WUscG-10 
WP- 8 WATTS MAX. CGP-0.35 
EB-350 VOLTS MAX. CiIN-7.6 
IB-47 MA. MAX. CouT-6.0 
WSG-2 WATTS MAX. Gm- 4000 


EsG-250 VOLTS MAX. Ic-5 MA. MAX. 
MAX, FREQ. FULL RATINGS- 60 MC. 
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The 6AQ5 is electrically equivalent to type 
6V6-GT, within the ratings of the 6AQ5, ex- 
cept that the interelectrode capacitances of the 
6AQ5 are somewhat smaller than those of the 
6V6-GT and the 7C5. The tube is widely used 
as a frequency multiplier or neutralized ampli- 
fier in transmitters, operating up to a fre- 
quency of 60 Mc. 


MINIATURE POWER TRIODE 
EXH-6.3V. IH-0.15A. WU-18 


6C4 


6 
@ © 
@) BS 


Type 6C4 is especially well suited to use 
as a frequency multiplier or neutralized power 
amplifier in the v-h-f range. It may be used 
at reduced ratings with good results up to a 
frequency of about 230 Mc. The tube features 
low heater requirements, low interelectrode 
capacitances, and low lead inductances within 
the miniature envelope. The 6C4 is equivalent 
to one-half of a type 12AU7. 


WP-5 WATTS MAX. CGP -1.6 
EB-300 VOLTS MAX. CGK-1.8 
IB-25 MA. MAX. CpK- 1.3 
Ic-8MA. MAX. Gm- 3000 


MAX. FREQ. FULL RATINGS-— 60 MC. 


ACORN-TYPE U.H.F. TRIODE 


6 F4 


EH-6.3 Vv. LH-0.225A. U-17 
WP- 2 WATTS MAX. CGP-1.9 
EB-150 VOLTS MAX. CGK-2.0 
IB- 20 MA. MAX. CPK-0.6 
Ic- 8 MA. MAX. GmM-5800 


USABLE UP TO FREQUENCIES OF 1200 MC. 


The 6F4 is an acorn-type triode normally 
used as an oscillator in the u-h-f range. The 
tube is capable of delivering a power output 
of 45 milliwatts at a frequency of 1200 Mc. 
with 100 volts on the plate and full plate 
dissipation to the tube. Two leads are used 
for connection to the grid, and also to the 
plate electrode. Hence, the acorn socket used 
with this tube is different from the standard 
type used with the 955 series of acorn tubes 
in that two additional contact springs are used. 


METAL POWER PENTODE 
EwX-6.3v. LH-0.7A. WUso-7 


6F6 


WP-12.5 WATTS MAX. CGP-0.2 
EB-400 VOLTS MAX. CiN-6.5 
I1B- 50 MA. MAX. CouT -13 
WSG-3 WATTS MAX. Gm- 2500 


EsG-275 VOLTS MAX. IC-5 MA. MAX. 
MAX. FREQ. FULL RATINGS—30 MC. 


The 6FG is not widely used in transmitters, 
since the 6V6-GT or equivalents can give sub- 


stantially the same performance with less 
heater power. When moderately greater cap- 
abilities than the 6V6-GT or equivalents is 
needed, the 6L6 is recommended in preference 
to the 6F6. 


MINIATURE DUAL TRIODE 
EuH-6.3vV. IH-0.45A. U-38 


6J6 


WPe- 1.5 w. (PER UNIT) CGP-1.6 
EB-300 VOLTS MAX. CGK-2.2 
IB-15MA. (PER UNIT) CPK-0.4 
Ic-8MA. (PER UNIT) GmM- 5300 


MAX, FREQ. FULL RATINGS-—450 MC. 


Type 6J6 is an unusual dual triode with a 
flat cathode having the grid and plate struc- 
ture of one triode on one side of the cathode 
and the element structures of the other triode 
on the other side of the same cathode. Hence 
the tube features negligible lead inductance 
between the two cathodes of one tube used 
as a push-pull amplifier or oscillator. For 
this reason the tube may be used in push- 
pull at frequencies as high as 600 Mc. At 
lower frequencies its relatively high trans- 
conductance often is of value, although the 
plate dissipation rating of each triode is quite 
small. 


6L6 BEAM POWER AMPLIFIER 
EH-6.3V. IH-0.9A. JUsc-8 
WPpe-21 WATTS MAX. Ccop-0.4 
EB-400 VOLTS MAX. CiN-10 
IT B-100 MA. MAX. Cout-12 
WSG-3.5 WATTS MAX. GmM- 6000 


EsG-300 VOLTS MAX. Ic-5 MA. MAX. 
MAX. FREQ. FULL RATINGS-—30 MC. 


The 6L6 is a versatile beam tube with high 
transconductance arid high power sensitivity, 
but with relatively low plate resistance. It is 
widely used as an oscillator. multiplier, ampli- 
fier, of as a modulator. It may be operated 
at frequencies as high as 75 Mc. with reduced 
ratings. 


Typical Operation—Class C R-F Amplifier | 


D-c plate voltage 375 volts 
D-c screen voltage 250 volts 

or from.375 volts through 12,500 ohms 
D-c grid bias —40 volts 

or through a grid leak of | 20,000 ohms 
Peak r-f grid voltage 51 volts 
D-c plate current 80 ma. 
D-c screen current 10 ma. 
D-c grid current 2 ma. 
Driving power (approx.) 0.1 watt 
Power output 21 watts 
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DUAL TRIODE 
EuH-6.3V. IH-0.8A. U-35 


TB -30 MA. (PER UNIT) 
IC-5MA. (PER UNIT) 


6N7 


WPe-5.5 Ww. (PER UNIT) 
EB-350 VOLTS MAX. 


MAX. FREQ, FULL RATINGS-30 MC. 


Type 6N7 is a dual triode with a common 
cathode terminal. It is not widely used in r-f 
service, having been supplanted by the 12AU7, 
although sometimes used as a class B modu- 
lator where power output in the vicinity of 
10 watts is needed. The high heater require- 
ments in terms of the tube capabilities miti- 
gate against the use of the 6N7 in mobile 
service. 


6V6-GT BEAM POWER AMPLIFIER 
EH-6.3 Vv. LH-0.45A. USG-9 
WP- 8WATTS MAX. CGP— 0.7 
EB- 350 VOLTS MAX. Cin- 9.5 
IB- 47 MA. MAX. CouT -7.5 
WSG- 2 WATTS MAX, Gm- 4000 


ESG- 280 VOLTS MAX. IC -5MA. MAX, 
MAX. FREQ. FULL RATINGS-— 30 MC. 


7C5 BEAM POWER AMPLIFIER 

EH-6.3v. IH-0.45A. USG-9 

WP-8 WATTS MAX. CGP-0.4 
E8-350 VOLTS MAX. CIN- 9.5 

IB -47 MA. MAX. CouT-9.0 
WsG-2 WATTS MAX. Gm- 4000 


EsG-250 VOLTS MAX. IC -5™MA. MAX. 
MAX. FREQ. FULL RATINGS - 60 MC. 


Type 6V6-GT and 7C5 are electrically 
equivalent, except for interelectrode capaci- 
tances. Both tubes ate widely used both in 
mobile and fixed service as oscillator, multi- 
plier, amplifier, or modulator stages in trans- 
mitters. Type 7C5 is advantageous for mobile 
service due to its lock-in type metal base. 
The screen dissipation rating is quite low; if 
this rating is exceeded, the plate current of 
the tube may run away to the point where 
the tube is destroyed, due to excessive heat- 
ing of the screen and plate. Hence, the lowest 
value of screen voltage and dissipation con- 
sistent with the required operating conditions 
should be used in all types of applications. 


12AU7 DUAL TRIODE 
EH-6.3 OR 12.6 V. IH-0.30R 0.15 A. U-18 
We-3 w. (PER UNIT) CGP-1.5 
EB-300 VOLTS MAX, CGK-1.6 
1B- 20 MA.(PER UNIT) CPK-0.5 
Ic- 8MA. (PER UNIT) Gm-3000 


MAX. FREQ. FULL RATINGS -60 MC. 


The 12AU7 is equivalent to a pair of 6C4’s 
in a single envelope with a 9-pin (noval) 


base. The tube is widely used in all types of 
applications where a dual triode with separate 
cathodes, low heater requirements, and a small 
envelope is required. Type 6SN7-GT is equi- 
valent in a general way to the 12AU7 in 
capabilities, though interelectrode capacitances 
are greater, heater current is twice as great, 
and the envelope is much larger. 


83 FULL-WAVE MERCURY VAPOR RECTIFIER 
EF-5.0V. IF-3.0A. 
PEAK INVERSE PLATE VOLTAGE- 1550 VOLTS MAX. 
PEAK PLATE CURRENT PER PLATE-— 1.0 AMP. MAX. 


AVERAGE PLATE CURRENT PER TUBE -225 MA. MAX. 
APPROX. TUBE VOLTAGE DROP-15 VOLTS 


Refer to type 866-A for discussion. 


955 ACORN TRIODE 
EH- 6.3V. IH-0.15Aa. U-25 
WP-1.6 WATTS MAX. Cop-1.4 
EB-250 VOLTS MAX. CGK-1.0 
IB- 8 MA. MAX. CPK-0.6 
Ic- 2 MA. MAX. GM- 2200 


USABLE TO FREQUENCIES OF 300 MC. 


9002 MINIATURE TRIODE 
EH-6.3V. IH-0.15A. JU-25 
Wpe- 1.6 WATTS MAX. C6P-1.4 
EB-250 VOLTS MAX. CGK-1.2 
IB- 8 MA. MAX. CPK- 1.1 
Ic- 2 MA. MAX. GmM-2200 


Types 955 and 9002 are small triodes 
especially designed for use as oscillators in the 
150 Mc. to 600 Mc. range. The 955 uses 
the acorn-type socket and is usable to about 
600 Mc. The 9002 uses the miniature-type 
socket and is usable to about 300 Mc. Avail- 
able power output is on the order of 500 
milliwatts or less, decreasing with increasing 
frequency. 


Transmitting Tube Types 


V.H.F. TRIODE 
2022/7193 EXH-6.3V. IH-0.3A. 
WP-3.3 WATTS MAX. CGP- 3.6 
EB- 300 VOLTS MAX. CGkK- 2.2 
IB- 20 MA. MAX. CPK- 0.7 


Type 2C22/7193 essentially is a 6J5 triode 
with the grid and plate leads brought out to 
caps on the top of the envelope. The tube was 
widely used in war-time equipment as an 
oscillator in the 150 Mc. to 225 Mc. frequency 
range. 
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2C40 LIGHTHOUSE TRIODE awyrweG® 
Exn-6.3v. IF-0.75A. U-36 fee) 

WP-5 WATTS MAX. CGP-1.3 \ 
EB-450 VOLTS MAX. CGk-2.1 RAY 
Ip- 22 MA. MAX. CPK-0.02 Ono 


Gm -4800 Ck TO SHELL-100 


Type 2C40 is a lighthouse-type triode of 
the disc-seal type with parallel-plane elements; 
it is an improved version of the type 446 
triode. The tube normally is used in a coaxial- 
cavity structure as an oscillator for frequencies 
as high as 3500 Mc., or as an amplifier (usual- 
ly of the grounded-grid type) at frequencies 
between 150 and 1200 Mc. 


2K22 POWER PENTODE 
Er-6.3v. LF-1.5A. 
WP- 30 WATTS MAX. 
EB- 750 VOLTS MAX. 
TB-100 MA. MAX. 
WSG-10 WATTS MAX. 
ESG- 250 VOLTS MAX. 
MAX. FREQ. FULL RATINGS- 30 MC. 


CGP-0.2 
Cin-13 

CouT- 8.0 
Ic-8MA. MAX. 


Type 2E22 is a rugged power pentode in 
the general range of capabilities of the 807, 
but with an oxide-coated filament as the emit- 
ter. The suppressor is brought out to a 
separate base pin, and the screen has a high 
dissipation rating, so that the tube is suited 
to suppressor modulation. The tube is not 
widely distributed. 


Typical Operation—Class C R-F Amplifier 
D-c plate voltage 750 volts 
D-c screen voltage 250 volts 
or from 750 volts through 30,000 ohms 


D-c grid bias —60 volts 

or through grid leak of 10,000 ohms 
Peak r-f grid voltage 85 volts 
D-c plate current 100 ma. 
D-c screen current 17 ma. 
D-c grid current 6 ma. 
Driving power (approx.) 0.6 watt 
Power output 50 watts 


2E24 V.H.F. BEAM POWER AMPLIFIER 
Er-6.3v. [F-0.65A. Usc-7.5 


WPe-13.5 WATTS MAX. CoPp-o0.11 
EB-600 VOLTS MAX. CiN-8.5 

IB- 85 MA. MAX. CouT-6.5 
WSG- 2.5 WATTS MAXz Gm- 3200 


EsSG-200 VOLTS MAX. Ic - 3.5 MA. MAX. 
MAX. FREQ. FULL RATINGS~-125 MC. 


The 2E24 is a filamentary beam-power 
amplifier which is widely used in mobile 
communications equipment in the 150 to 160 
Mc. frequency range. Its capabilities are some- 


what less than those of the 2E26, but this 
disadvantage is offset by the quick-heating 
filament of the 2E24. 


Typical Operation—Class C Amplifier 
(Up to 160 Mc.) 


D-c plate voltage 350 volts 
D-c screen voltage 170 volts 

or from 350 volts through 18,000 ohms 
D-c grid bias —50 volts 

or through a grid leak of 16,500 ohms 
Peak r-f grid voltage 70 volts 
D-c plate current 85 ma. 
D-c screen current 10 ma. 
D-c grid current 3 ma. 
Driving power (approx.) 160 Mc. 2.0 watts 
Power output 16.5 watts 


V.H.F. BEAM POWER AMPLIFIER 
2E25 Er-6.0v. LF-0.8A. JUSG-6 


WP-15 WATTS MAX. CGP-0.15 
EB-450 VOLTS MAX. CiN-8.5 

IB-75 MA. MAX. CouT-6.0 
WSG- 4 WATTS MAX. Gm - 2500 


ESG-250 VOLTS MAX. 1c -4.5 MA. MAX. 
MAX. FREQ. FULL RATINGS-—100 MC. 


Type 2E25 is a 15-watt beam tetrode with 
instant-heating thoriated-tungsten filament. It 
normally is used in mobile transmitters at 
frequencies up to 100 Mc., and can be used 
at full ratings without neutralization at that 
frequency. The tube also can be used as a 
Class AB: modulator, in which service a pair 
of tubes can deliver up to 40 watts output 
with 450 volts of plate potential. 


2E26 V.H.F. BEAM POWER AMPLIFIER 
Ew-6.3v. I[H-0.8A. JUSG-6.5 
WP-13.5 WATTS MAX. CePp-0.2 
EB- 600 VOLTS MAX. Cin-13 
1B-85 MA. MAX. CouT-7.0 
WSG- 2.5 WATTS MAX. Gm- 3500 


EsG- 200 VOLTS MAX. Ic- 3.5 MA. MAX. 
MAX. FREQ. FULL RATINGS- 125 MC. 


The 2E26 is widely used in all types of 
communications equipment for all types of 
service on frequencies up to about 160 Mc. 
The tube is quite small physically, has rela- 
tively low-inductance leads, and a low value 
of grid-to-plate (feedback) capacitance. It 
normally is used with a resonant-line plate 
tank circuit for frequencies above 150 Mc. 


Typical Operation—Unmodulated Class C 
Amplifier (ICAS up to 125 Mc.) 


D-c plate voltage 600 volts 
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185 volts 


D-c screen voltage 

or from 600 volts through 41,500 ohms 
D-c grid bias —45 volts 

or through grid leak of 15,000 ohms 
Peak r-f grid voltage 57 volts 
D-c plate current 66 ma. 
D-c screen current 10 ma. 
D-c grid current 3 ma. 
Driving power (approx.) 0.17 watt 
Power output (approx.) 27 watts 


Typical Operation—Plate Modulated Class C 
Amplifier (ICAS up to 125 Mc.) 


D-c plate voltage 500 volts 
D-c screen voltage 180 volts 

or from 500 volts through 35,000 ohms 
D-c grid bias —50 volts 

or through grid leak of 20,000 ohms 
Peak r-f grid voltage 60 volts 
D-c plate current 54 ma. 
D-c screen current 9 ma. 
D-c grid current 2.5 ma. 
Driving power (approx.) 0.15 watt 
Power output (approx.) 18 watts 


2E30 MINIATURE BEAM POWER AMPLIFIER 
Er-6.3v. [F-0.65Aa. Usc-7 


WP-10 WATTS MAX. CGp-0.2 
EB-275 VOLTS MAX. CiN-9.5 
IB -60 MA. MAX. CouT-6.6 
WSG- 2.5 WATTS.MAX. Gm-3700 


ESG- 275 VOLTS MAX. IC -3 MA. MAX. 
MAX. FREQ. FULL RATINGS~165 MC. 


Tube type 2E30 is a miniature-base beam 
tetrode with a 10-watt plate-dissipation rating 
and an oxide-coated filament. It normally is 
used in mobile transmitters or mobile public- 
address amplifiers. It can serve as an audic 
power amplifier or driver, or as a radio-fre- 
quency oscillator, multiplier or amplifier at 
frequencies up to 165 Mc. The filament comes 
up to Operating temperature in about 0.2 
seconds, so that allowance for this interval 
must be made in the equipment. 


Typical Operation—Class C Telegraphy and FM 


D-c plate voltage 250 volts 
D-c screen voltage 200 volts 
D-c grid bias —50 volts 

or through grid leak of 20,000 ohms 
Peak r-f grid voltage 72 volts 
D-c plate current 50 ma. 
D-c screen current 10 ma. 
D-c grid current 2.5 ma. 
Driving power (approx.) 0.2 watt 
Power output (approx.) 7.5 watts 


Typical Operation—Doubler to 165 Mc. 


D-c plate voltage 250 volts 
D-c screen voltage 200 volts 
D-c grid bias —70 volts 

or from grid leak of 30,000 ohms 
Peak r-f grid voltage 100 volts 
D-c plate current 50 ma. 
D-c screen current 5 ma. 
D-c grid current 2.3 ma. 
Driving power (approx.) 0.5 watt 
Plate power output (approx.) 4 watts 


= POWER TETRODE 

3D23/TB 395 Er-6.3v. IF -2.75A. 
WPe-35 WATTS MAX. CeoPp-0.2 
E8-1500 VOLTS MAX. CiIN- 6.5 
IB-110 MA. MAX. CouT-1.8 


EsG-375 VOLTS MAX. Ic-15 MA. MAX. 
MAX. FREQ. FULL RATINGS- 250 MC. 


Obsolescent tube type. 


4.D32 BEAM TETRODE 
EH-6.3 Vv. IH- 3.75A. 
WP-SO0O WATTS MAX. CGP-0.27 
EB-750 VOLTS MAX. CIN- 28 
IB- 300 MA, MAX. CouT-13 


WSG - 12 WATTS MAX. 
MAX. FREQ. FULL RATINGS- 60 MC. 


Type 4D32 is a medium-power beam tetrode 
especially designed for operation at a plate- 
power input in the 100 to 150 watt range 
with an applied plate potential of 600 to 750 
volts; it is a low-voltage tube designed for 
relatively high current capability. The tube is 
used in the r-f output stage of the Collins 
32V and the Johnson Viking transmitters. 


Typical Operation—Class C Telegraphy or FM 


D-c plate voltage 750 volts 
D-c screen voltage 300 volts 
D-c grid voltage —100 volts 

or through a grid leak of 8500 ohms 
D-c plate current 240 ma. 
D-c screen current 28 ma. 
D-c grid current 12 ma. 
Driving power (approx.) 1.5 watts 
Power output (approx.) 135 watts 


Typical Operation—Plate-Modulated Class C 
Amplifier 


D-c plate voltage 600 volts 
D-c screen voltage 320 volts 
or from 600 volts through 10,000 ohms 
D-c grid voltage —100 volts 
or through a grid leak of 10,000 ohms 
D-c plate current 220 ma. 
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D-c screen current 28 ma. 
D-c grid current 10 ma. 
Driving power (approx.) 1.25 watts 
Power output (approx.) 100 watts 


POWER PENTODE 
ANZ EH297 B/SOOL Foner 
WPe-75 WATTS MAX. CGP- 0.06 
EB - 4000 VOLTS MAX. Cin -12 
I1B- 150 MA. MAX. CouT-6.5 
WSG-30 WATTS MAX. GM- 2800 


ESG-750 VOLTS MAX. Ic —- 25 MA. MAX. 
MAX. FREQ. FULL RATINGS- 75 MC. 


Type 4E27/257B/8001 is a medium-power 
pentode with unusually high power sensitivity; 
it may be marked under any one of the three 
designations given above, or a combination 
of them. The tube is widely used as an r-f 
power amplifier where high power sensitivity 
is required. It is especially suitable for use 
as a linear amplifier (such as for single- 
sideband signals) where it is desirable that 
the control grid operate in the negative region 
even at peak signal level. 


Typical Operation—Class C Telegraphy or FM 


D-c plate voltage 2000 volts 
D-c screen voltage 750 volts 
D-c suppressor voltage 0 volts 
D-c grid voltage —200 volts 


or through a grid leak of 300,000 ohms 


Peak r-f grid voltage 225 volts 
D-c plate current 150 ma. 
D-c screen current 18 ma. 
D-c grid current 0.7 ma. 
Driving power (approx.) 0.2 watt 
Power output (approx.) 230 watts 


Typical Operation—Plate-Modulated Class C 
Amplifier 


D-c plate voltage 2000 volts 
D-c screen voltage 600 volts 
D-c suppressor voltage 60 volts 
D-c grid voltage —200 volts 

or through a grid leak of | 200,000 ohms 
Peak r-f grid voltage 235 volts 
D-c plate current 125 ma. 
D-c screen current 10 ma. 
D-c suppressor current 3 ma. 
D-c grid current 1.0 ma. 
Driving power (approx.) 0.2 watt 
Power output (approx.) 195 watts 


POWER PENTODE 


4E27A/5-125B 


Er-5.0v. LF-7.5A. 


WP -125 WATTS MAX. CGP- 0.08 
EB-4000 VOLTS MAX. CiN- 10.5 
IB- 200 MA. MAX. CouT -4.7 
WSG- 20 WATTS MAX. GM- 2150 


ESG-750 VOLTS MAX. WG-5 WATTS MAX. 
Usc6-5.0 WsuP- 20 WATTS 
MAX. FREQ. FULL RATINGS -75 MC. 


Type 4E27A/5-125B is an improved ver- 
sion of the 4E27 which ts unilaterally inter- 
changeable with the earlier tube type. The tube 
is widcly used as a high-level video amplifier 
in TV transmitters, and its 125-watt plate- 
dissipation rating makes the tube suitable for 
applications where the 75-watt rating of the 
4E27 is not adequate. 


Typical Operation—Class C Telegraphy or FM 


D-c plate voltage 2000 volts 
D-c screen voltage 500 volts 
D-c suppressor voltage 60 volts 
D-c grid voltage —150 volts 

or through grid leak of 19,000 ohms 
Peak r-f grid voltage 222 volts 
D-c plate current 200 ma. 
D-c screen current 11 ma. 
D-c suppressor current 4 ma. 
D-c grid current 8 ma. 
Driving power (approx.) 1.8 watts 
Power output (approx.) 300 watts 


U.H.F. POWER TETRODE 
EH-6.0v. IH-2.6A. Use6-5 


4X150A 


We - 150 WATTS MAX. CcGP-0.02 
EB- 1250 VOLTS MAX. CiN-16.1 
1B- 250 MA. MAX. CouT-4.7 
WSG-15 WATTS MAX. GMm- 12,000 


MAX. FREQ. FULL RATINGS -— 500 MC. 
FORCED-A/R COOLING MUST BE USED 


Type 4X150A, and its improved version 
with coaxial filament, cathode, and grid ter- 
minations, the 4X150G, is an extremely com- 
pact external-anode tetrode with unusually 
high power sensitivity. The 4X 150A is capable 
of delivering a power output as high as 140 
watts as an amplifier at 500 Mc., while the 
4X150G is usable at 1000 Mc. Forced-air 
cooling of the anode and of the base assembly 
is required. 


4-65A POWER TETRODE 
Er-6.0v. LF-3.5A. USG-5 
WPe-65 WATTS MAX. CGP- 0.08 
EB-3000 VOLTS MAX. CIN - 8.0 
IB-150 MA. MAX. CouT-2.1 
WSG-.10 WATTS MAX. GmM- 5000 


ESG-400 VOLTS MAX. WG-5 WATTS MAX. 
USABLE TO 260 MC. REDUCE EB ABOVE 50 MC. 


Type 4-65A is a small radiation-cooled 
power tetrode suitable for use with a plate 
supply voltage between 600 and 3000 volts. 
It is capable of operation with little change 
from the low-frequency ratings at frequencies 
as high as 165 Mc., and may be used at 
reduced ratings as high as 260 Mc. The quick- 
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heating filament makes the tube convenient 
for use in high-power mobile transmitters 
where power must be conserved during stand- 
by periods. 


Typical Operation—Class C Telegraphy or FM 


D-c plate voltage 1500 volts 
D-c screen voltage 250 volts 
D-c grid voltage —75 volts 

or through a grid leak of 5500 ohms 
Peak r-f grid voltage 180 volts 
D-c plate current 150 ma. 
D-c screen current 35 ma. 
D-c grid current 14 ma. 
Driving power (approx.) 2.5 watts 
Power output (approx.) 170 watts 


Typical Operation—Plate-Modulated Class C 
Amplifier 


D-c plate voltage 1500 volts 
D-c screen voltage 250 volts 
D-c grid voltage —125 volts 

or through a grid leak of 10,400 ohms 
Peak r-f grid voltage 225 volts 


Peak a-f screen swing, 100% mod. 175 volts 


D-c plate current 120 ma. 
D-c screen current 35 ma. 
D-c grid current 12 ma. 
Driving power (approx.) 2.7 watts 
Power output (approx.) 145 watts 


POWER TETRODE 
Bis. 0 V.nlF 6:5 An USG=6.2 


4-125A 


WPpe-125 WATTS MAX. CGP- 0.05 
EB- 3000 VOLTS MAX. CiN-10.8 
1B-225 MA. MAX. CoutT -3.1 
WSG-20 WATTS MAX. GM- 2450 


EsG-400 VOLTS MAX. WG - 5 WATTS MAX. 
MAX. FREQ. FULL RATINGS~ 120 MC. 


Type 4-125A is a medium-power tetrode 
with relatively high power sensitivity. It is 
most widely used as an r-f power amplifier 
in medium power transmitters or in the ex- 
citer stages of transmitters operating at fre- 
quencies as high as 225 Mc., and can be used 
at full ratings as high as 120 Mc. The tube 
also is suitable for use as a high-power Class 
AB: or Class AB: audio amplifier, in which 
service a pair can deliver an output power as 
high as 400 watts with relatively low dis- 
tortion. 


Typical Operation—Class C Telegraphy or FM 


Plate voltage 2500 volts 
D-c screen voltage 350 volts 
D-c grid voltage —150 volts 
Peak r-f grid voltage 320 volts 
D-c plate voltage 200 ma. 


D-c screen current 40 ma. 
D-c grid current 12 ma. 
Driving power (approx.) 3.8 watts 
Power output (approx.) 375 watts 


Typical Operation—Plate-Modulated Class C 
Amplifier 


D-c plate voltage 2000 volts 
D-c screen voltage 350 volts 
D-c grid voltage —220 volts 

or through a grid leak of 22,000 ohms 
Peak r-f grid voltage 375 volts 


Peak a-f screen swing, 100°% mod. 210 volts 


D-c plate current 150 ma. 
D-c screen current 33 ma. 
D-c grid current 10 ma. 
Driving power (approx.) 3.8 watts 
Power output (approx.) 225 watts 


POWER TETRODE 
Er-s5.0v. 1F-14.5A. UsG-5.1 


4-250A 


WP-250 WATTS MAX. CGP-0.12 
EB-4000 VOLTS MAX. CIN -12.7 
1B-350 MA. MAX. CoutT-4.5 
WSG- 35 WATTS MAX. Gm - 4000 


ESG-600 VOLTS MAX. WG -5 WATTS MAX. 
MAX, FREQ. FULL RATINGS-75 MC. 


Type 4-250A is a medium-power tetrode 
with a plate dissipation rating of 250 watts 
and high power sensitivity. It normally is used 
at frequencies below 75 Mc., but may be used 
at reduced ratings as high as 120 Mc. The 
tube also is convenient for use as a_high- 
power audio amplifier, a pair being capable 
of delivering an output power level of 750 
watts under Class AB: operating conditions. 


Typical Operation—Class C Telegraphy or FM 


D-c plate voltage 3000 volts 
D-c screen voltage 500 volts 
D-c grid voltage —180 volts 

or through a grid leak of 18,000 ohms 
Peak r-f grid voltage 265 volts 
D-c plate current 333 ma. 
D-c screen current 60 ma. 
D-c grid current 10 ma. 
Driving power (approx.) 2.6 watts 
Power output (approx.) 775 watts 


Typical Operation—Plate-Modulated Class C 
Amplifier 


D-c plate voltage 2500 volts 
D-c screen voltage 400 volts 
D-c grid voltage —200 volts 

or through a grid leak of 22,000 ohms 
Peak r-f grid voltage 255 volts 


Peak a-f screen swing, 100° mod. 240 volts 
D-c plate current 200 ma. 
D-c screen current 30 ma. 
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D-c grid current 9 ma. 
Driving power (approx.) 2.2 watts 
Power output (approx.) 375 watts 


4.-4.Q00A POWER TETRODE 
Er-s.ov. lF-14.5A. Usc-5.1 
WP- 400 WATTS MAX. CGP-0.12 
EB-—4000 VOLTS MAX. CinN- 12.5 
1B -—350 MA. MAX. CouTt-4.7 
WSG-35 WATTS MAX. GM - 4000 


EsG-600 VOLTS MAX. WG-5 WATTS MAX. 
MAX. FREQ. FULL RATINGS-— 110 MC. WITH FORCED AIR. 


Type 4-400A has essentially the same elec- 
trode structure as the 4-250A, except for the 
plate which is capable of a maximum dissipa- 
tion of 400 watts. Operating conditions for 
the 4-400A are essentially the same as those 
for the 4-250A, except that greater power 
input may be used when the plate-dissipation 
rating of the 4-250A would be a limiting 
factor. 


U.H.F. POWER TRIODE 
Er-s.ov. IF-4.0A. U-25 


CG6p-1.15 


CGF- 1.4. 
CPF- 0.3 


15-E 


WPp-20 WATTS MAX. 
EB-12500 (PULSE WORK) 


IB-75MA. AV. 
1c -20MA. AV. 
MAX. FREQ. FULL RATING - 500 MC. 


Type 15E is a very small power triode with 
the grid lead and the filament leads entering 
opposite ends of the envelope, and with the 
plate lead entering the side of the envelope. 
The tube was developed for use as a pulsed 
oscillator for radar work in the vicinity of 
500 Mc. However, it can be used for c-w 
work in this frequency range. 


T20 MEDIUM-MU TRIODE 
EF-7.5Vv. LF-1.75A. JJ -20 

WPpe-—20 WATTS MAX. CGPp-5.0 

EB- 750 VOLTS MAX. CGF- 4.9 

IB — 85 MA. MAX. CPF-0.7 


GRID ORIVE- 3,5 W. MAX. EsSG- 350 VOLTS MAX. 
MAX. FREQ. FULL RATINGS~- 60 MC. 


Type T20 is a small triode with a standard 
4-prong base and with the plate lead at the 
top of the envelope. The tube is not widely 
used in new equipment. 


Typical Operation—Class C Telegraphy or FM 


D-c plate voltage 750 volts 
D-c grid voltage —85 volts 

or through a grid leak of 4700 ohms 
D-c plate current 85 ma. 
D-c grid current 18 ma. 
Driving power (approx.) 3.6 watts 
Power output (approx.) 44 watts 


Typical Operation—Plate-Modulated Class C 
Amplifier 


D-c plate voltage 750 volts 
D-c grid voltage —135 volts 

or through a grid leak of 9000 ohms 
D-c plate current 70 ma. 
D-c grid current 15 ma. 
Driving power (approx.) 3.6 watts 
Power output (approx.) 38 watts 


24.-G V.H.F. POWER TRIODE 
Er-6.3v. I[F-3.0A. U-23 
WP- 25 WATTS MAX. CGP-1.5 
EB- 2000 VOLTS MAX. CGF - 1.7 
IB-75 MA. MAX. CPF +0.3 
Ic- 25 MA. MAX, Gm - 2500 


MAX. FREQ. FULL RATINGS- 60 MC. 


Type 24G (also called 3C24) is a small 
power triode with grid out the side and plate 
out the top of the envelope. It is suitable for 


use as an amplifier at frequencies as high as 
160 Mc. 


Typical Operation—Class C Telegraphy or FM 


D-c plate voltage 1500 volts 
D-c grid voltage —110 volts 

or through a grid leak of 7500 ohms 
D-c grid current 15 ma. 
Peak r-f grid voltage 225 volts 
D-c plate current 67 ma. 
Driving power (approx.) 3.1 watts 
Power output (approx.) 75 watts 


Typical Operation—Plate-Modulated Class C 
Amplifier 


D-c plate voltage 1250 volts 
D-c grid voltage —125 volts 

or from a grid leak of 6250 ohms 
Peak r-f grid voltage 230 volts 
D-c plate current 60 ma. 
D-c grid current 20 ma. 
Driving power (approx.) 4.1 watts 
Power output (approx.) 60 watts 


35-TG POWER TRIODE 
Er-5.0 IlF-4.0A. U-39 
WP-50 WATTS MAX. CGP-1.8 
EB- 2000 VOLTS MAX. CGF-2.5 
I B-150 MA. MAX. Cpr-0.4 
IC-50 MA. MAX. GmM-2850 


MAX. FREQ. FULL RATINGS —100 MC. 


Type 35TG is a small power triode with 
grid out the side and plate out the top of the 
envelope. It is suitable for use well into the 
v-h-f range as an r-f amplifier, or as a Class B 
audio amplifier. 
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Typical Operation—Class C Telegraphy or FM 


D-c plate voltage 1500 volts 

D-c grid voltage —120 volts 
or through a grid leak of 3000 ohms 

Peak r-f grid voltage 250 volts 

D-c plate current 125°ma: 

D-c grid current 40 ma. 

Driving Power (approx.) 9 watts 

Power output (approx.) 141 watts 

T40 LS AA ee 

WP-40 WATTS MAX. CGP-4.8 

EB-1500 VOLTS MAX. CGF-4.5 

IB- 150 MA. MAX, CPF-0.8 


Ic-40 MA. MAX. 
MAX. FREQ. FULL RATINGS- 60 MC. 


Type T40 is a medium-power triode with a 
standard 4-prong base and with the plate lead 
at the top of the envelope. The tube is not 
widely used in new equipment. 


Typical Operation—Class C Telegraphy or FM 


HK54 POWER TRIODE 


D-c grid voltage —100 volts 

or through a grid leak of 3300 ohms 
D-c plate current 125 ma: 
D-c grid current 30 ma. 
Driving power (approx.) 7.5 watts 
Power output (approx.) 116 watts 


Typical Operation—Class B Modulator 


D-c plate voltage 1500 volts 
D-c grid voltage O volts 
D-c plate current (full sig.) 250 ma. 
Plate-to-plate load resistance 12,000 ohms 
Driving power (full signal) 6 watts 
Power output (approx.) 250 watts 


EF-5.0v. IF-5.0A. J-27 
WP-50 WATTS MAX. CGP-1.8 
EB-3000 VOLTS MAX. CGF-2.0 
IB-150 MA. MAX. CPF-0.2 
Ic-30MA. MAX. EC-—750 V. MAX. 


MAX, FREQ. FULL RATINGS-30 MC-USABLE TO 250 MC. 


Type HKS54 is a small power triode with 


grid out the side and plate out the top of the 
envelope. It is suitable for use well into the 
v-h-f range as an r-f amplifier, or as a Class B 


D-c plate voltage 1500 volts 
D-c grid voltage —140 volts 
or through a grid leak of 5000 ohms 
_D-c plate current 150 ma. 
D-c grid current 28 ma. 
Driving power (approx.) 9 watts 
Power output (approx.) 160 watts 


Typical Operation—Plate-Modulated Class Cc 
Amplifier 


D-c plate voltage 1250 volts 

D-c grid voltage =| 1.5 volts 
or through a grid leak of 5800 ohms 

D-c plate current it Some. 

D-c grid current 20 ma. 

Driving power (approx.) 5.3 watts 

Power output (approx.) 104 watts 

ces pat i iesa:0 4. D6 

WP-40 WATTS MAX. CGP-5.8 

EB-1500 VOLTS MAX. CGF-4.8 

IB- 150 MA. MAX. CPF-0.8 


Ic-40 MA. MAX. 
MAX. FREQ. FULL RATINGS = 60 MC. 


Type TZ40 is a medium-power high-mu 
triode with a standard 4-prong base with the 
plate lead at the top of the envelope. A pair 
of the tubes is commonly used in medium- 
power transmitters as a Class B modulator. 


Typical Operation—Plate-Modulated Class C 
Amplifier 


D-c plate voltage 1250 volts 


audio amplifier. 


Typical Operation—Class C Telegraphy or FM 


D-c plate voltage 2000 volts 
D-c grid voltage —270 volts 

or from a grid leak of 13,500 ohms 
D-c plate current 130 ma. 
D-c grid current 20 ma. 
Peak r-f grid voltage 465 volts 
Driving power (approx.) 9 watts 
Power output (approx.) 210 watts 


Typical Operation—Plate-Modulated Class C 


Amplifier 
D-c plate voltage 1500 volts 
D-c grid voltage —140 volts 
or from a grid leak of 4700 ohms 
Peak r-f grid voltage 310 volts 
D-c plate current 125 ma. 
D-c grid current 30 ma. 
Driving power (approx.) 9 watts 
Power output (approx.) 147 watts 
Pe Meere coats te tay ee 
WP-55 WATTS MAX, CGP- 3.85 
EB- 1500 VOLTS MAX. CGF- 4.95 
IB- 165 MA. MAX. CpF-1.15 


GRID DRIVE- 7 WATTS MAX. 
MAX. FREQ. FULL RATINGS=— 12.5 MC, 


Type T55 is a medium-power triode suit- 


able for use in the lower v-h-f range. It uses 
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a standard 4-prong base with the cap _ for 
connection to the carbon anode at the top of 
the envelope. 


Typical Operation—Class C Telegraphy or FM 


D-c plate voltage 1500 volts 
D-c grid voltage —140 volts 

or through grid leak of 7000 ohms 
D-c piate current 165 ma. 
D-c grid current 20 ma. 
Driving power (approx.) 5.6 watts 
Power output (approx.) 184 watts 


Typical Operation—Plate-Modulated Class C 
Amplifier 


D-c plate voltage 1500 volts 
D-c grid voltage —200 volts 

or through a grid leak of 10,000 ohms 
D-c plate current 135 ma. 
D-c grid current 20 ma. 
Driving power (approx.) 6.8 watts 
Power output (approx.) 158 watts 


HK-57 BEAM PENTODE 


Er-s5.0v. 1F-5.0A. 


WP-50 WATTS CGP-0.05 
E B-3000 VOLTS CiN- 7.3 
ITB- 150 MA. CouT-3.1 
WSG-10 WATTS GmM-6000 
EsG-500 VOLTS Ic-15MA. 


Type HK57 is a small power pentode with 
low interelectrode capacitances, low lead in- 
ductance, and unusually high power sensitivity. 
It is suitable for use well into the v-h-f range 
as an r-f amplifier, and is especially suitable 
for use where limited excitation power is 
available. 


Typical Operation—Class C Telegraphy or FM 


D-c plate voltage 1500 volts 
D-c screen voltage 450 volts 
D-c suppressor voltage 30 volts 
D-c grid voltage —145 volts 
Peak r-f grid voltage 160 volts 
D-c plate current 105 ma. 
D-c screen current 4 ma. 
D-c suppressor current 4 ma. 
D-c grid current ] ma. 
Driving power (approx.) 0.15 watt 
Power output (approx.) 125 watts 


Typical Operation—Plate-Modulated Class C 
Amplifier 


D-c plate voltage 1500 volts 
D-c screen voltage 450 volts 
D-c suppressor voltage 30 volts 
D-c grid voltage ‘ —~145 volts 


Peak r-f grid voltage 165 volts 
D-c plate current 105 ma. 
D-c screen current 4 ma. 
D-c suppressor current 4 ma. 
D-c grid current 1.5 ma. 
Driving power (approx.) 0.2 watt 
Power output (approx.) 125 watts 


HY69 BEAM TETRODE 
EF-6.0Vv. lF-16AM JscG-6.5 
WP-30 WATTS MAX. CGP-0.3 MAX. 
EB-600 VOLTS MAX. CIN-17 
IB- 100 MA. MAX. CouT- 8.5 
WSG-5 WATTS MAX, Gm-— 2900 
ESG-300 VOLTS MAX. IC-7MA. MAX. 


MAX. FREQ. FULL RATINGS- 60 MC. 


Type HY69 is a small filament-type beam 
tetrode similar in general characteristics to 
type 807, but with lower power sensitivity. 
It is widely used in mobile transmitters operat- 
ing in the h-f and lower v-h-f range where an 
instant-heating filament is required. 


Typical Operation—Class C Telegraphy or FM 


D-c plate voltage 600 volts 
D-c screen voltage 250 volts 
D-c grid voltage —100 volts 

or through a grid leak of 17,000 ohms 
Peak r-f grid voltage 170 volts 
D-c plate current 100 ma. 
D-c screen current 12.5 ma. 
D-c grid current * & ma. 
Driving power (approx.) i '] watt 
Power output (approx.) - 42 watts 


Typical Operation—Plate-Modulated Class C 


Amplifier 

D-c plate voltage 500 volts 
D-c screen voltage 250 volts 
D-c grid voltage —100 volts 

or through a grid leak of 18,000 ohms 
Peak r-f grid voltage 163 volts 
D-c plate current 83 ma. 
D-c screen current L2.Seme. 
D-c grid current eee ag 
Driving power (approx.) 0.9 watt 
Power output (approx.) 29 watts 


V-7OD HIGH-MU TRIODE 


Er-7.5v. IF-3.25A. U-28 


WP-85 WATTS MAX. CGP-4.5 
E8- 1750 VOLTS MAX. CGF-4.5 
IB- 200 MA. MAX. CPF-1.7 
IC -45 MA. MAX. GM-7200 


MAX. FREQ. FULL RATINGS-— 30 MC. 


Type V-70-D is a medium-power triode 
with zirconium-impregnated graphite anode 
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having a nominal plate-dissipation rating of 
85 watts. The tube has a 7.5-volt thoriated 
filament, but otherwise is very similar in its 
characteristics to type 812H which has a 6.3- 
volt thoriated filament with about the same 
filament power. 


Typical Operation—Class C Telegraphy or FM 


75TH MEDIUM-MU TRIODE 
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EF-5.0 Vv. IF-6.25A. U-20 


WP-75 WATTS MAX. CGP-2.3 
EB -3000 VOLTS MAX, CGF-2.7 
IB- 225 MA. MAX. CPpF-0.3 
WG-16 WATTS MAX. GmM-4150 


MAX. FREQ. FULL RATINGS-— 40 MC. 


Typical Operation—Class C Telegraphy, AM, 
or FM 


D-c plate voltage 1500 volts 
D-c grid voltage —90 volts 

or from a grid leak of 4750 ohms 
Peak r-f grid voltage 225 volts 
D-c plate current 165 ma. 
D-c grid current 19 ma. 
Driving power (approx.) 3.9 watts 
Power output (approx.) 195 watts 


Typical Operation—Plate-Modulated Class C 


Amplifier 
D-c plate voltage 1250 volts 
D-c grid voltage —72 volts 
or from a grid leak of 4700 ohms 
Peak r-f grid voltage 220 volts 
D-c plate current 127 ma. 
D-c grid current 16 ma. 
Driving power (approx.) 2.6 watts 
Power Output (approx.) 122 watts 
G) 
Be ,ay |) cir-aea, U2 fife 
Pie lr cers KAD 
IB- 90 MA. MAX. CPF-1.0 (1)™(8) 
Ic- 25 MA. MAX. Gm- 2400 


MAX. FREQ. FULL RATINGS- 175 MC. 


Typical Operation—Class C Telegraphy or FM 


D-c plate voltage 450 volts 
D-c grid voltage —140 volts 

or from a grid leak of 7000 ohms 
Peak r-f grid voltage 260 volts 
D-c plate current 90 ma. 
D-c grid current 20 ma. 
Driving power (approx.) 5.2 watts 
Power output (approx.) 26 watts 


D-c plate voltage 2000 volts 
D-c grid voltage —200 volts 

or from a grid leak of 6250 ohms 
Peak r-f grid-voltage 325 volts 
D-c plate current 150 ma. 
D-c grid current 32 ma. 
Driving power (approx.) 10 watts 
Power output (approx.) 225 watts 


(ose ba LOW-MU TRIODE 
EF-5.0V. IF-6.25A. WU 
WP-75 WATTS MAX. CG6P-2.4 
EB-3000 VOLTS MAX. CGF-2.6 
IB- 225 MA. MAX. CPF-0.4 
WG-13 WATTS MAX. GM-3350 


MAX. FREQ. FULL RATINGS- 40 MC. 


Types 75TH (medium mu) 
mu) are medium-power high 


=e 


and 75TL (low 
-voltage triodes. 


Construction is similar to type 35TG but some- 
what larger envelope and elements are used. 


The tubes are suitable for use 
or as Class B modulators. 


as r-f amplifiers 


Typical “Operation—Class C Telegraphy, AM, 


or FM 
D-c plate voltage 
D-c grid voltage 
or from a grid leak of 
Peak r-f grid voltage 
D-c plate current 
D-c grid current 
Driving power (approx.) 
Power output (approx.) 


HF100 HIGH-MU TRIODE 


EF-10.0V. IF-2.5A. 


WP-75 WATTS MAX, CGP-4.5 
EB- 1500 VOLTS MAX. CGF-4.0 
TB- 150 MA. MAX. CPF- 2.6 


Ic- 30 MA. MAX. 
MAX. FREQ. FULL RATINGS — 30 MC. 


2000 volts 
~—300 volts 
14,200 ohms 
425 volts 
150 ma. 

2 ma: 

8 watts 

225 watts 


U-23 


Typical Operation—Plate-Modulated Class Cc 


Amplifier 

D-c plate voltage 400 volts 
D-c grid voltage —140 volts 

or from a grid leak of 7000 ohms 
Peak r-f grid voltage 260 volts 
D-c plate current 90 ma. 
D-c grid current 20 ma. 
Driving power (approx.) 5.2 watts 


Power output (approx.) 21 watts 


Type HF-100 is a medium-power triode 


with a 75-watt carbon plate connected to a 
cap at the top of the envelope, and with the 
grid terminal at the side of the envelope. 


Typical Operation—Class C Telegraphy and FM 


D-c plate voltage 1500 volts 
D-c grid voltage —200 volts 
or from a grid leak of 11,000 ohms 
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D-c plate current 150 ma. 
D-c grid current 18 ma. 
Driving power (approx.) 6 watts 
Power output (approx.) 170 watts. 


Typical Operation—Plate-Modulated Class C 
Amplifier 


D-c plate voltage 1250 volts 
D-c grid voltage —250 volts 

or from a grid leak of 12,000 ohms 
D-c plate current 110 ma. 
D-c grid current 21 ma. 
Driving power (approx.) 8 watts 
Power output (approx.) 105 watts 


100TH HIGH-MU POWER TRIODE 

Er-s5.ov. IlF-6.3A. J-40 
WP -100 WATTS MAX. CGP- 2.0 
EB- 3000 VOLTS MAX. CGF-2.9 
IB- 225 MA. MAX. CPF-0.4 
Ic - 60 MA. MAX. Gm-5500 


MAX. FREQ. FULL RATINGS-— 40 MC. 


Types 100TH and 100TL are high-mu and 
low-mu triodes with plate dissipation ratings 
of 100 watts. They are widely used in med- 
jum power transmitters both as r-f power am- 
plifiers and as Class B a-f power amplifiers or 
modulators. 


Typical Operation—Class C Telegraphy or FM 


D-c plate voltage 2000 volts 
D-c grid voltage —80 volts 

or from a grid leak of 2000 ohms 
Peak r-f grid voltage 230 volts 
D-c plate current 165 ma. 
D-c grid current 40 ma. 
Driving power (approx.) 8 watts 
Power output (approx.) 235 watts 


LOW-MU TRIODE 


1OOTL 


EF-5.0 V. IF-6.3A. U-14 
WP-100 WATTS MAX. CGP-2.0 
Ea@-3000 VOLTS MAX. CGF-2.3 
IB- 225 MA. MAX. CpF-0.4 
Ic-50 MA. MAX. Gm- 2300 


MAX. FREQ, FULL RATINGS-40 MC. 


Typical Operation—Class C Telegraphy or FM 


D-c plate voltage 2000 volts 
D-c grid voltage —225 volts 

or from a grid leak of 8000 ohms 
Peak r-f grid voltage 450 volts 
D-c plate current 165 ma. 
D-c grid current 28 ma. 
Driving power (approx.) 11 watts 
Power output (approx.) 235 watts 


TT 124 HIGH-MU TRIODE 
EF-10.0 Vv. lF-4.5a. WU-25 
WP-125 WATTS MAX. CGP-6.0 
EB- 2500 VOLTS MAX. CGF- 6.3 
[B- 250 MA. MAX. CprF-1.3 


GRID DRIVE- 12.5 W. MAX. 
MAX. FREQ. FULL RATINGS~60 MC. 


Type T125 is a medium-power triode with 
125 watts plate dissipation. It is suitable for 
use as an r-f amplifier at full ratings up to a 
frequency of 60 Mc., or for use as a Class B 
audio power amplifier. 


Typical Operation—Class C Telegraphy or FM 


D-c plate voltage 2500 volts 
D-c grid voltage —200 volts 

or from a grid leak of 5700 ohms 
D-c plate current 250 ma. 
D-c grid current 35 ma. 
Driving power (approx.) 12.5 watts 
Power output (approx.) 500 watts 


Typical Operation—Plate-Modulated 
Telephony 


D-c plate voltage 2000 volts 
D-c grid voltage —165 volts 

or froma grid leak of 4700 ohms 
D-c plate current 250 ma. 
D-c grid current 35 ma. 
Driving power (approx.) 12 watts 
Power output (approx.) 375 watts 


MEDIUM-MU TRIODE 


WERTZ 7A EF-5.0Ve -) LE=10)5\ Ann eed 


WP-100 WATTS MAX. DESIGNED FOR USE AS 
EB-3000 VOLTS NORM.(C.W.)4 RADAR TUBE AT 
IB- 350 MA. MAX. 200 MC. BUT OPERATES WELL 


Ic-100 MA. MAX. AS AN R.F. AMPLIFIER 
MAX. FREQ. FULL RATINGS~— 250 MC. 


Type VT-127A is a power triode originally 
designed for use as a pulsed oscillator in the 
200-Mc. range. It has a filament and grid 
structure essentially similar to that of the 
250TL, and a plate similar to that of the 
100TH. A pair are often used as a push-pull 
power amplifier in the h-f and v-h-f range. 


Typical Operation—Class C Telegraphy, AM, 
or FM 


D-c plate voltage 2000 volts 
D-c grid voltage —340 volts 

or from a grid leak of 5250 ohms 
D-c plate current 210 ma. 
D-c grid current | 65 ma. 
Driving power (approx.) 25 watts 
Power output (approx.) 340 watts 
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MEDIUM-MU TRIODE 
EF-5.0 OR10 V. LF-12.50R 6.25 A. 


152TH 


U-20 


WP-150 WATTS MAX. CGP-4.8 
EB-3000 VOLTS MAX. CGF-5.7 
1B-450 MA. MAX. CPF-0.8 
Ic -85 MA. MAX. GM- 8300 


MAX. FREQ. FULL RATINGS - 40 MC. 


Typical Operation—Class C Telegraphy or FM 


D-c plate voltage 2000 volts 
D-c grid voltage —200 volts 

or from a grid leak of 2700 ohms 
Peak r-f grid voltage 335 volts 
D-c plate current 300 ma. 
D-c grid current 74 ma. 
Driving power (approx.) 20 watts 
Power output (approx.) 450 watts 


2; LOW-MU TRIODE 
Er-soritov. IF-12.50R 6.25A. U-12 
WP-150 WATTS MAX. CGP-4.4 
EB- 3000 VOLTS MAX. CGF-4.5 
IB- 450 MA. MAX. CPF-0.7 
Ic- 75 MA. MAX. GmM-7150 


MAX. FREQ. FULL RATINGS-40 MC. 


Types 152TL and 152TH consist of two 
paralleled element structures of type 75TL or 
75TH tubes. Operating voltages are essen- 
tially the same as those of the 7ST series tubes, 
but element currents and power outputs are 


doubled. 


Typical Operation—Class C Telegraphy or FM 


D-c plate voltage 2000 volts 
D-c grid voltage —300 volts 

or from a grid leak of 7200 ohms 
Peak r-f grid voltage 455 volts 
D-c plate current 300 ma. 
D-c grid current 42 ma. 
Driving power (approx.) 18 watts 
Power output (approx.) 450 watts 


203A HIGH-MU TRIODE 
Er=10.0v. IF=3.25A. U=25 
WP-100 WATTS MAX. CGP-14.5 
EB-1250 VOLTS MAX. CGF-6.5 
IB-175 MA..MAX. CprF-5.5 
1c- 60 MA. MAX. GmM-4200 


MAX. FREQ. FULL RATINGS~—15 MC. 


Type 203A is the standard medium-mu "50 
watter” which has been used for many years as 
a h-f power amplifier or Class B modulator. 
The tube has largely been superseded by mod- 
ernized and less expensive tubes. 


Typical Operation—Class C Telegraphy or FM 


D-c plate voltage 1250 volts 
D-c grid voltage —]25 volts 
or from a grid leak of 5000 ohms 


Peak r-f grid voltage 255 volts 
D-c plate current 150 ma. 
D-c grid current 25 ma. 
Driving power (approx.) 7 watts 
Power output (approx.) 130 watts 


Typical Operation—Plate-Modulated Class C 
Amplifier 


D-c plate voltage 1000 volts 
D-c grid voltage —135 volts 

or from a grid leak of 2700 ohms 
Peak r-f grid voltage 275 volts 
D-c plate current 150 ma. 
D-c grid current 50 ma. 
Driving power (approx.) 14 watts 
Power output (approx.) 100 watts 


MEDIUM-MU POWER TRIODE. 
Er-tov. IF-3.28a. U-12 ‘SS 3) 


Cop-14 (/ 
CGF-5.4 LAS 
IB- 75 MA. MAX. CprF-4.8 (1) (4) 


Ic - 50 MA. MAX. Gm- 3300 
MAX. FREQ, FULL RATINGS~—15 MC. 


211/VT-4-C 


WP-100 WATTS MAX. 
EB- 1250 VOLTS MAX. 


Type 211/VT-4C is the standard “50 watt- 
er” with a mu of about 12. It is most suited 
to use as a h-f power amplifier. The tube is 
essentially similar to the type 242C, 261A, 
and 276A tubes, and has largely been super- 
seded by modernized and less expensive tube 


types. 


Typical Operation—Class C Telegraphy or FM 


D-c plate voltage 1250 volts 
D-c grid voltage —225 volts 

or from a grid leak of 12,500 ohms 
Peak r-f grid voltage 375 volts 
D-c plate current 150 ma. 
D-c grid current 18 ma. 
Driving power (approx.) 7 watts 
Power output (approx.) 130 watts 


Typical Operation—Plate-Modulated Class C 
Amplifier 


D-c plate voltage 1000 volts 
D-c grid voltage —260 volts 

or from a grid leak of 7500 ohms 
Peak r-f grid voltage 410 volts 
D-c plate current 150 ma. 
D-c grid current Choma slon 
Driving power (approx.) 14 watts 
Power output (approx.) 100 watts 


250TH POWER TRIODE 
Er-s.ov. IF-10.5 A. U-37 
We- 250 WATTS MAX. CGP- 2.9 
EB- 4000 VOLTS MAX. CGF- 5.0 
1B-350MA. MAX. CPF- 0.7 
Ic- 100 MA. MAX. GM- 6650 


MAX. FREQ. FULL RATINGS — 40 MC. 


690 Reference Data 


THE RADIO 


Typical Operation—Class C Telegraphy or FM 


D-c plate voltage 3000 volts 
D-c grid voltage —150 volts 

or from a grid leak of 1700 ohms 
Peak r-f grid voltage 395 volts 
D-c plate current 333 ma. 
D-c grid current 90 ma. 
Driving power (approx.) 32 watts 
Power output (approx.) 750 watts 


LOW- MU TRIODE 
Er-s.ov. IF-10.5aA. U-14 


250TL 


WP-250 WATTS MAX. CGP-3.1 
EB-4000 VOLTS MAX. CGF-3.7 
IB- 350 MA. MAX. CPF-0.7 
IC—50 MA. MAX. GM-2650 


MAX. FREQ. FULL RATINGS-— 40 MC. 


Types 250TL and 250TH power triodes are 
widely used as final amplifiers in 500 to 1000 
watt transmitters in the h-f range. The tubes 
have medium power sensitivity and are capable 
of operating at good plate circuit efficiency 
with 2500 to 3000 volts plate potential. 


Typical Operation—Class C Telegraphy or FM 


D-c plate voltage 3000 volts 
D-c grid voltage —350 volts 

or from a grid leak of 7800 ohms 
Peak r-f grid voltage 720 volts 
D-c plate current 335: ma. 
D-c grid current 45 ma. 
Driving power (approx.) 29 watts 
Power output (approx.) 750 watts 


HK254 POWER TRIODE 
EF-5.0 Vv. IF-7.5 A. U- 25 

WP-100 WATTS MAX. CGP-2.7 

EB- 4000 VOLTS MAX. CGF- 2.5 

I1B- 225 MA. MAX. CPpF-0.4 
IC- 60 MA. MAX. EC- —1000 Vv. MAX. 


MAX. FREQ. FULL RATINGS- 30 MC. 


Type HK254 is a h-f power triode with a 
plate dissipation rating of 100 watts. It uses 
a “50 watt” type base, with plate lead out the 
top of the envelope and grid lead out the side. 
It is similar in general characteristics to type 
100TH but requires slightly greater filament 
power. 


Typical Operation—Class C Telegraphy or FM 


D-c plate voltage 2000 volts 
D-c grid voltage —230 volts 

or from a grid leak of 4200 ohms 
Peak r-f grid voltage 500 volts 
D-c plate current 215 ma. 
D-c grid current 55 ma. 
Driving power (approx.) 25 watts 
Power output (approx.) 330 watts 


Typical Operation—Plate-Modulated Class C 
Amplifier 


D-c plate voltage 2500 volts 
D-c grid voltage —360 volts 

or from a grid leak of 9000 ohms 
Peak r-f grid voltage 610 volts 
D-c plate current 168 ma. 
D-c grid current 40 ma. 
Driving power (approx.) 23 watts 
Power output (approx.) 335 watts 


POWER TRIODE 
EF-5.00R 10.0V, [F-25 OR 12.5A. U-20 


304TH 


WP- 300 WATTS MAX. CGP-10.2 
EB-3000 VOLTS MAX. CGF-13.5 
IB- 900 MA. MAX. CPF- 0.7 

Ic-170 MA. MAX. GM- 16 700 


MAX. FREQ. FULL RATINGS—40 MC. 


Typical Operation—Class C Telegraphy or FM 


D-c plate voltage 1500 volts 
D-c grid voltage —125 volts 

or from a grid leak of 1100 ohms 
Peak r-f grid voltage 250 volts 
D-c plate current 667 ma. 
D-c grid current 115 ma. 
Driving power (approx.) 25 watts 
Power output (approx.) 700 watts 


POWER TRIODE 
EF-5.00R 10.0 v..1F-250R12.5A. U-12 


304TL 


WP- 300 WATTS MAX. CGP - 8.6 
EB- 3000 VOLTS MAX. CGF-12.1 
I1B-900 MA. MAX. CPF- 0.8 
LC- 100 MA. MAX. GM - 16700 


MAX. FREQ. FULL RATINGS— 40 MC. 


Types 304TL and 304TH are h-f power 
triodes made up essentially of four type 75TL 
or 75TH element structures in parallel in one 
envelope. Due to the paralleled element struc- 
tures the tubes have unusually high transcon- 
ductance and power sensitivity. They are 
widely used in r-f, audio, and pulse service. 


Typical Operation—Class C Telegraphy and FM 


D-c plate voltage 2000 volts 
D-c grid voltage —300 volts 

or from a grid leak of 3500 ohms 
Peak r-f grid voltage 480 volts 
D-c plate current 500 ma. 
D-c grid current 85 ma. 
Driving power (approx.) 36 watts 
Power output (approx.) 750 watts 


Typical Operation—Plate-Modulated Class C 
Amplifier (500 watts input) 
D-c plate voltage 2000 volts 2500 volts 
D-c grid voltage —500 volts -—525 volts 
Peak r-f grid voltage 615 volts 620 volts 
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250 ma. 200 ma. 
D-c grid current 30 ma. 18 ma. 
Driving power (approx.) 18 watts 11 watts 
Power output (approx.) 410 watts 425 watts 


D-c plate current 


Typical Operation—Plate-Modulated Class C 
Amplifier (1 kw. input) 
D-c plate voltage 

D-c grid voltage 


2000 volts 2500 volts 
—500 volts —550 volts 


Peak r-f grid voltage 690 volts 715 volts 
D-c plate current 500 ma. 400 ma. 
D-c grid current 75 ma. 50 ma. 
Driving power (approx.) 52 watts 36 watts 


Power output (approx.) 810 watts 830 watts 


PENTODE 


307A 


EF-5.5 Vv. T= 950A: 
We-15 WATTS MAX. CGP-0.55 
EB- 500 VOLTS MAX. CIN-15 
IB- 60 MA. MAX. CouT-12 


EsG- 250 VOLTS MAX. IC -7™MA. MAX. 
IsG- 25 MA. MAX. Ec-—100 V. MAX. 
MAX. FREQ. FULL RATINGS-— 40 MC. 


Type 307A pentode is not widely used ex- 
cept as the output stage in the BC-654 trans- 
mitter, where it is suppressor modulated for 
radiotelephony. The type 2E22 is a similar 
tube with about twice the power handling 
capability. 


Typical Operation—Class C Telegraphy or FM 


D-c plate voltage 500 volts 
D-c screen voltage 250 volts 
D-c grid voltage —35 volts 
D-c suppressor voltage 0 volts 
D-c plate current 60 ma. 
D-c screen current 14 ma. 
D-c grid current 1.4 ma. 
Driving power (approx.) 0.1 watt 
Power output (approx.) 20 watts 


Typical Operation—Suppressor-Modulated 
Amplifier 


D-c plate voltage 500 volts 
D-c screen voltage 200 volts 
D-c suppressor voltage —50 volts 
D-C grid voltage —35 volts 
D-c plate current 40 ma. 
D-c screen current 20 ma. 
D-c grid current 1.5 ma. 
Driving power (approx.) 0.1 watt 
Power output (carrier) 6 watts 


316A ULHEF. TRIODE 
EF-2.0A. IF-3.65A. JU-6.5 
WP-30 WATTS MAX. CGP-1.6 
EB-450 VOLTS MAX. CGF-1.2 
IB- 80 MA. MAX. CPF-0.8 
Ic-12 MA. MAX. Gm - 2400 


MAX. FREQ. FULL RATINGS~— 500 MC. 


The type 316A “doorknob” triode is often 
used as an oscillator in the 400 to 500 Mc. 
range. Especial care must be taken with the 
filament circuit due to the low voltage and 
high operating current of the thoriated fila- 
ment. 


Typical Operation—Class C Amplifier or 
Oscillator 


D-c plate voltage 450 volts 
D-c grid voltage —100 volts 
D-c plate current 80 ma. 
D-c grid current 12 ma. 
Power output (approx., 450 Mc) 6.5 watts 


POWER TRIODE 
Er-s.0v. IF-10.0A U-14 


HK354C 


WP-150 WATTS MAX. CGP-3.3 
EB-4000 VOLTS MAX. CoGF-4.4 
IB- 300 MA. MAX. CPF- 0.7 
IC- 60 MA. MAX. Ec-—1000 Vv. MAX. 


MAX. FREQ. FULL RATINGS- 15 MC. 


Tube type HK354C is a power triode with 
a 150-watt plate dissipation rating and an am- 
plification factor of 14. A very similar tube 


with amplification factor of 35 is called the 
HK354E. 


Typical Operation—Class C Telegraphy or FM 


D-c plate voltage 3000 volts 
D-c grid voltage —225 volts 

or from a grid leak of 5000 ohms 
Peak r-f grid voltage 470 volts 
D-c plate current 250 ma. 
D-c grid current 45 ma. 
Driving power (approx.) 23 watts 
Power output (approx.) 600 watts 


Typical Operation—Plate-Modulated Class C 
Amplifier 


D-c plate voltage 3000 volts 
D-c grid voltage —325 volts 

or from a grid leak of 4200 ohms 
Peak r-f grid voltage 560 volts 
D-c plate current 210 ma. 
D-c grid current 50 ma. 
Driving power (approx.) 25 watts 
Power output (approx.) 505 watts 


800 MEDIUM-MU TRIODE 
EF-7.5 V. If-3.1A. U-15 
WP-35 WATTS MAX. CGP- 2.5 
EB-1250 VOLTS MAX. CGF- 2.8 
IB- 80 MA. MAX. CPF- 2.8 


Ic- 25 MA. MAX. EC-—400 V. MAX. 
MAX. FREQ. FULL RATINGS-60 MC. 
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Type 800 is a v-h-f triode with a 35-watt 
plate-disipation rating. The tube has been 
largely superseded for new equipment design 
by other triodes such as the type 808 or the 
35TG, or by beam tetrode tubes. The tube is 
not recommended for new equipment design. 


Typical Operation—Class C Telegraphy or FM 


D-c plate voltage 1250 volts 
D-c grid voltage —175 volts 

or from a grid leak of 11,700 ohms 
Peak r-f grid voltage 300 volts 
D-c plate current 70 ma. 
D-c grid current 15ima. 
Driving power (approx.) 4 watts 
Plate power output (approx.) 65 watts 


Typical Operation—Plate-Modulated Class C 
Amplifier 


D-c plate voltage 1000 volts 
D-c grid voltage —200 volts 

or from a grid leak of 13,300 ohms 
Peak r-f grid voltage 325 volts 
D-c plate current 70 ma. 
D-c grid current 15 ma. 
Driving power (approx.) 4 watts 
Power output (approx.) 50 watts 


SOLA MEDIUM-MU TRIODE 
Er-7.5Vv. IF-1.25A. JU-8 
WP-20 WATTS MAX. CGP- 6.0 
EB- 600 VOLTS MAX. CGF-4.5 
IB- 70 MA. MAX. CpF-1.5 


Ic -15 MA. MAX. Ec—200 v. MAX. 
MAX. FREQ. FULL RATINGS-—60 MC. 


Type 801A is an improved version of the 
old type 210 tube. It no longer is widely used 
and is not recommended for use in new equip- 
ment. 


Typical Operation—Class C Telegraphy or FM 


D-c plate voltage 600 volts 
D-c grid voltage —150 volts 

or from a grid leak of 10,000 ohms 
Peak r-f plate voltage 260 volts 
D-c plate current 65 ma. 
D-c grid current Toca. 
Driving power (approx.) 4 watts 
Power output (approx.) 25 watts 


Typical Operation—Plate-Modulated Class C 
Amplifier 


D-c plate voltage 500 volts 
D-c grid voltage —190 volts 

or from a grid leak of 12,700 ohms 
Peak r-f grid voltage 300 volts 
D-c plate current 55 ma. 


D-c grid current 15 ma. 
Driving power (approx.) 4.5 watts 
Power output (approx.) 18 watts 


802 PENTODE 
EH-6.3 v. IH- 0.94. GmM- 2250 
WP-13 WATTS MAX. CGP- 0.15 MAX. 
EB-600 VOLTS MAX. CIN- 12.0 
IB- 60 MA. MAX. CouT- 8.5 


WSG- 6 WATTS MAX. IC-7.5 MA. MAX. 
EsG- 200 VOLTS MAX. Ec--—200 VOLTS MAX. 
MAX. FREQ. FULL RATINGS~- 30 MC. 


Type 802 is a low-power r-f amplifier pen- 
tode usually used as an electron-coupled oscil- 
lator. It also is recommended for use as a 
suppressor-modulated or grid-modulated r-f 
amplifier, or as a Class B linear amplifier in 
low-level stages. 


Typical Operation—Class C Amplifier or 
Oscillator 


D-c plate voltage 600 volts 
D-c screen voltage 250 volts 
D-c suppressor voltage 40 volts 
D-c grid voltage —120 volts 

or from a grid leak of 42,000 ohms 
Peak r-f grid voltage 165 volts 
D-c plate current 55 ma. 
D-c screen current 16 ma. 
D-c grid current 2.4 ma. 
Driving power (approx.) 0.3 watt 
Power output (approx.) 23 watts 


Typical Operation—Suppressor-Modulated 
Ciass C Amplifier 


D-c plate voltage 600 volts 
D-c suppressor voltage —45 volts 
D-c screen voltage 250 volts 

or from 600 volts through 14,500 ohms 
D-c grid voltage —100 volts 

or through a grid leak of 20,000 ohms 
Peak audio suppressor voltage 65 volts 
Peak r-f grid voltage 125 volts 
D-c plate current 30 ma. 
D-c screen current 24 ma. 
D-c grid current 5 ma. 
Driving power (approx.) 0.6 watt 
Power output, carrier (approx.) 6.3 watts 


803 POWER PENTODE 
EF-10.0V. IF-5S.0A. 
We-125 WATTS MAX. CGP-0.15 
EB- 2000 VOLTS MAX. CiN- 17 
IB-175 MA. MAX. CouT- 29 
WSG-30 WATTS MAX. Gm -4000 


ESG-600 VOLTS MAX. Ic -50 MA. MAX. 
WSGP-10 WATTS MAX. ESUP-500 MAX., +40 NORMAL 
MAX. FREQ. FULL RATINGS - 20 MC. 


Type 803 is a medium-power pentode with 
a plate dissipation rating of 125 watts. It 
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was widely used at one time in military equip- 
ment but is not recommended for new equip- 
ment design. The 803 is often used with sup- 
pressor-grid modulation for AM radiotelephony 
at frequencies up to 40 Mc. 


Typical Operation—Class C Telegraphy or FM 


D-c plate voltage 2000 volts 
D-c suppressor voltage 40 volts 
D-c screen voltage 500 volts 
D-c grid voltage —90 volts 

or through a grid leak of 7500 ohms 
Peak r-f grid voltage 175 volts 
D-c plate current 160 ma. 
D-c screen current 45 ma. 
D-c grid current 12 ma. 
Driving power (approx.) 2 watts 
Power output (approx.) 210 watts 


Typical Operation—Plate-Modulated Class C 
Amplifier 


D-c plate voltage 1600 volts 
D-c suppressor voltage 100 volts 
D-c screen voltage 400 volts 

or from 1600 volts through 27,000 ohms 
D-c grid voltage —80 volts 

or through a grid leak of 3200 ohms 
Peak r-f grid voltage 190 volts 
D-c plate current 150 ma. 
D-c screen current 45 ma. 
D-c grid current 25 ma. 
Driving power (approx.) 5 watts 
Power output (approx.) 155 watts 


Typical Operation—Suppressor-Modulated 
Class C Amplifier 


D-c plate voltage 2000 volts 
D-c suppressor voltage’ —110 volts 
D-c screen voltage 320 volts 

from 2000 volts through 35,000 ohms 
D-c grid voltage —100 volts 

or through a grid leak of 6700 ohms 
Peak audio suppressor voltage 150 volts 
Peak r-f grid voltage 170 volts 
D-c plate current 80 ma. 
D-c screen current 48 ma. 
D-c grid current Sma. 
Driving power (approx.) 2.5 watts 
Power output (approx.) 53 watts 


804 POWER PENTODE 
EF-7.5v. IF-3.0A. GM- 3250 
WP-50 WATTS MAX. CGP- 0.01 MAX. 
EB-1500 VOLTS MAX. CiN-.16.0 
IB- 100 MA. MAX. CouT-14.5 


WSG-15 WATTS MAX. Ic-15 MA. MAX. 

ESG-300 VOLTS MAX. WSUP-5 WATTS MAX. 

MAX. FREQ. FULL RATINGS—15 MC. 

Type 804 is a medium-power pentode with 


a plete dissipation rating of 50 watts. It is 


similar to the older type RK20 tube. It is not 
recommended by the manufacturers for new 
equipment design, having largely been super- 
seded by the type 814 or type 828. 


Typical Operation—Class C Telegraphy or FM 
(Tetrode connectior;—grids 2 and 3 tied 
together) 


D-c plate voltage 1500 volts 
D-c screen voltage 200 volts 
D-c grid voltage —100 volts 

or from a grid leak of 8300 ohms 
Peak r-f grid voltage 190 volts 
D-c plate current 100 ma. 
D-c screen current 30 ma. 
D-c grid current 12 ma. 
Driving power (approx.) 2.2 watts 
Power output (approx.) 110 watts 


805 HIGH-MU TRIODE 


Er-1ov. IrF-3.25Aa. U-50 
WPpe-125 WATTS MAX. CGP-6.5 
EB- 1500 VOLTS MAX. CGF- 8.5 
1B- 210 MA. MAX. CPF-10.5 
IC- 70 MA. MAX. Gm- 5000 


MAX. FREQ. FULL RATINGS~- 30 MC, 


Type 805 is a high-mu triode which is 
widely used in a push-pull pair as a high- 
power audio amplifier or as a modulator for a 
medium-power transmitter. The element struc- 
ture is similar to that of the type 838, but the 
plate lead is at the top. 


Typical Operation—Class C Telegraphy or FM 


D-c plate voltage 1500 volts 
D-c grid voltage —105 volts 

or from a grid leak of 2600 ohms 
Peak r-f grid voltage 235 volts 
D-c plate current 200 ma. 
D-c grid current 40 ma. 
Driving power (approx.) 8.5 watts 
Power output (approx.) 215 watts 


Typical Operation—Class B A-F Amplifier or 
Modulator 


D-c plate voltage 1500 volts 
D-c grid voltage —16 volts 
Peak a-f grid-to-grid voltage 280 volts 
Zero-sig. d-c plate current 84 ma. 
Max.-sig. d-c plate current 400 ma. 
Plate-to-plate load resistance 8200 ohms 
Max.-signal driving power 7 watts 
Max.-signal power output 370 watts 


806 MEDIUM-MU POWER TRIODE 
EF-5.0V. LF-9.5A. UD-12.6 
WP-225 WATTS MAX. CG6Pp-4.0 
EB-3300 VOLTS MAX. CGF-5.5 
IB- 305 MA. MAX. CpF-0.5 


IC-50MA. Ec-—1000 V. MAX. 
MAX. FREQ. FULL RATINGS~— 30 MC. 
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Tube type 806 is a high-voltage power tri- 
ode with a plate dissipation rating of 225 
watts. It normally is used in the output r-f 
stage of medium-power h-f transmitters. 


Typical Operation—Class C Telegraphy or FM 


D-c plate voltage 3300 volts 
D-c grid voltage —600 volts 

or from a grid leak of 15,000 ohms 
Peak r-f grid voltage 930 volts 
D-c plate current 300 ma. 
D-c grid current 40 ma. 
Driving power (approx.) 34 watts 
Power output (approx.) 780 watts 


Typical Operation—Plate-Modulated Class C 
Amplifier 


D-c plate voltage 2500 volts 
D-c grid voltage —600 volts 

or from a leak of 15,000 ohms 
Peak r-f grid voltage 890 volts 
D-c plate current 195 ma. 
D-c grid current 40 ma. 
Driving power (approx.) 32 watts 
Power output (approx.) 390 watts 


807 BEAM TETRODE 
Eu-6.3v. IH-0.9A. JUsSG-8 
WP- 30 WATTS MAX. CGP-0.2 
EB- 750 VOLTS MAX. Cin-12 
IB- 100 MA. MAX. CouT- 7 
WSG-3.5 WATTS MAX. Gm- 6000 


EsG- 300 VOLTS MAX. 1c -5 MA. MAX. 
MAX. FREQ. FULL RATINGS~- 60 MC. 


Type 807 is a heater-type beam tetrode with 
a plate dissipation rating of 30 watts. It is one 
of the most widely used transmitting tubes 
both for r-f and audio service due to its high 
power sensitivity. Type 807W is an improved 
version of the 807 with reduced lead induct- 
ances and a smaller envelope. Operating con- 
ditions are essentially the same for the 807W 
as for the 807. 


Typical Operation—Class C Telegraphy or FM 


D-c plate voltage 750 volts 
D-c screen voltage 250 volts 
D-c grid voltage —45 volts 

or through a grid leak of 12,800 ohms 
Peak r-f grid voltage 65 volts 
D-c plate current 100 ma. 
D-c screen current 6 ma. 
D-c grid current 33,0. 
Driving power (approx.) 0.2 watt 
Power output (approx.) 50 watts 


Typical Operation—Plate-Modulated Class C 
Amplifier 


D-c plate voltage 600 volts 
D-c screen voltage 275 volts 
D-c grid voltage —90 volts 

or from a grid leak of 22,500 ohms 
Peak r-f grid voltage 115 volts 
D-c plate current 100 ma. 
D-c screen current 6.5 ma. 
D-c grid current 4 ma. 
Driving power (approx.) 0.4 watt 
Power output (approx.) 42.5 watts 


POWER TRIODE 

IF-4.0 A. 
Cep-2.8 
CGF- 5.3 
CPF-0.25 


808 Er-7.5V. 


WPe-75 WATTS MAX. 
EB- 2000 VOLTS MAX. 
IB - 150 MA. MAX. 
Ic —- 40 MA. MAX. 
MAX. FREQ. FULL RATINGS- 30 MC. 


JU - 47 


Type 808 is a high-mu triode with a plate 
dissipation rating of 75 watts. Jt may be used 
either as an r-f power amplifier or in a push- 
pull pair as a Class B audio amplifier with an 
output rating up to 300 watts. 


Typical Operation—Class C Telegraphy or FM 


D-c plate voltage 2000 volts 
D-c grid voltage —150 volts 

or through a grid leak of 4200 ohms 
Peak r-f grid voltage 280 volts 
D-c plate current 150 ma. 
D-c grid current 36 ma. 
Driving power (approx.) 9 watts 
Power output (approx.) 225 watts 


Typical Operation—Plate-Modulated Class C 
Amplifier 


D-c plate voltage 1250 volts 
D-c grid voltage —150 volts 

or through a grid leak of 5000 ohms 
Peak r-f grid voltage 270 volts 
D-c plate current 100 ma. 
D-c grid current 30 ma. 
Driving power (approx.) 7.5 watts 
Power output approx.) 95 watts 


HIGH-MU TRIODE. 
Er-6.3v. lfF-2.5A. U-50 


809 


WP-30 WATTS MAX. CGP-6.7 
EB -1000 VOLTS MAX, CGF- 5.7 
IB- 100 MA. MAX. CPF- 0.9 
I1c-35 MA. MAX. Gm - 5000 


MAX. FREQ. FULL RATINGS —60 MC. 


Type 809 is a medium voltage power tri- 
ode. It has been largely superseded both for 
r-f and Class B audio use by the type 811A 
which is of the same size and essentially the 
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same price but has much greater power-hand- 
ling capability. 


Typical Operation—Class C Telegraphy or FM 


D-c plate voltage 1000 volts 
D-c grid voltage —75 volts 

or from a grid leak of 3000 ohms 
Peak r-f grid voltage 160 volts 
D-c plate current 100 ma. 
D-c grid current 25 Ma. 
Driving power (approx.) 3.8 watts 
Power output (approx.) 75 watts 


Typical Operation—Plate-Modulated Class C 
Amplifier 


D-c plate voltage 750 volts 
D-c grid voltage —60 volts 

or from a grid leak of 2000 ohms 
Peak r-f grid voltage 150 volts 
D-c plate current 100 ma. 
D-c grid current 32)ma; 
Driving power (approx.) 4.3 watts 
Power output (approx.) 55 watts 


810 HIGH-MU TRIODE 
Er-10.0v. lF-4.5A. U-36 
WP- 175 WATTS MAX. CGP-4.8 
EB -2500 VOLTS MAX. CGF-8.7 
1B- 300 MA. MAX. CpF-12 
Ic-75 MA. MAX. GM- 6500 


MAX. FREQ. FULL RATINGS —30 MC. 


Type 810 is widely used either in push-pull 
or in single-ended service as an r-f power am- 
plifier, or in push-pull as a Class B modulator. 
The tube has a large power-handling capabil- 
ity for its normal price. 


Typical Operation—Class C Telegraphy or FM 


D-c plate voltage 2500 volts 
D-c grid voltage —180 volts 

or from a grid leak of 3000 ohms 
Peak r-f grid voltage 350 volts 
D-c plate current 300 ma. 
D-c grid current 60 ma. 
Driving power (approx.) 19 watts 
Power output (approx.) 575 watts 


Typical Operation—Plate-Modulated Class C 
Amplifier 


D-c plate voltage 2000 volts 
D-c grid voltage —350 volts 

or from a grid leak of 5000 ohms 
Peak r-f grid voltage 550 volts 
D-c plate current 250 ma. 
D-c grid current 70 ma. 
Driving power (approx.) 35 watts 
Power output (approx.) 380 watts 


81LA ZERO-BIAS TRIODE 
Er-6.3v. lfF-4.0A. JU-160 
WP - 65 WATTS MAX. CGP-5.6 
EB- 1500 VOLTS MAX. CGF-5.9 
18-175 MA. MAX. CPF-0.7 
Ic -50 MA. MAX. Gm- 5000 


MAX. FREQ. FULL RATINGS - 30 MC. 


Type 811A is one of the most popular tube 
types for use in Class B audio power amplifiers 
or modulators. The tube is quite inexpensive, 
yet a pair may be used in a Class B plate modu- 
lator for a transmitter with 650 watts input, 
or four tubes in push-pull parallel can be used 
in a modulator for a kilowatt transmitter. It 
also is suited for use as a class B linear ampli- 
fier. 


Typical Operation—Class C Telegraphy or FM 


D-c plate voltage 1500 volts 
D-c grid voltage —70 volts 

or from a grid leak of 1750 ohms 
Peak r-f grid voltage 175 volts 
D-c plate current 173 ma. 
D-c grid current 40 ma. 
Driving power (approx.) 7.1 watts 
Power output (approx.) 200 watts 


Typical Operation—Plate-Modulated Class C 
Amplifier 


D-c plate voltage 1250 volts 
D-c grid voltage —120 volts 

or froma grid leak of 2700 ohms 
Peak r-f grid voltage 250 volts 
D-c plate current 140 ma. 
D-c grid current 45 ma. 
Driving power (approx.) 10 watts 
Power output (approx.) 135 watts 


HIGH-MU TRIODE 
Er-6.3v. IF-4.0a. U-29 


812-A 


WP - 65 WATTS MAX. CGP-5.5 
EB-1500 VOLTS MAX. CGF-5.4 
1B-175 MA. MAX. CPF -0.77 
Ic - 35 MA. MAX. Gm - 7000 


MAX. FREQ. FULL RATINGS~30 MC. 


Type 812A is an inexpensive triode tube 
with a plate-dissipation rating of 65 watts. 
It is essentially the same as the type 811A, but 
has an amplification factor of 29, so cannot be 
used in zero-bias service as a Class B amplifier, 
but is well suited for use in r-f service. 


Typical Operation—Class C Telegraphy or FM 


D-c plate voltage 1500 volts 
D-c grid voltage —120 volts 

or from a grid leak of 4000 ohms 
Peak r-f grid voltage 240 volts 
D-c plate current 173 ma. 
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D-c grid current 30 ma. 
Driving power (approx.) 6.5 watts 
Power output (approx.) 190 watts 


Typical Operation—Plate-Modulated Class C 
Amplifier 


D-c plate voltage 1250 volts 
D-c grid voltage —115 volts 

or from a grid leak of 3300 ohms 
Peak r-f grid voltage 240 volts 
D-c plate current 140 ma. 
D-c grid current Bormo. 
Driving power (approx.) 7.6 watts 
Power output {approx.) 130 watts 


812-H HIGH-MU TRIODE 
Er-6.3v. IfF-4.0A. U-30 
We - 85 WATTS MAX. CG6P- 5.3 
EB- 1750 VOLTS MAX. CGF- 5.3 
1B- 200 MA. MAX. CPpF=0.8 
Ic - 45 MA. MAX. Gm- 7000 


MAX. FREQ. FULL RATINGS~— 30 MC. 


Typical Operation—Class C Telegraphy or FM 


D-c plate voltage 1750 volts 
D-c grid voltage —175 volts 

or from a grid leak of 7000 ohms 
D-c plate current 170 ma. 
D-c grid current 26 ma. 
Driving power (approx.) 6.5 watts 
Power output (approx.) 225 watts 


Typical Operation—Plate-Modulated Class C 
Amplifier 


D-c plate voltage 1500 volts 
D-c grid voltage —125 volts 

or from a grid leak of 6250 ohms 
D-c plate current 165 ma. 
D-c grid current 21 ma. 
Driving power (approx.) 6 watts 
Power output (approx.) 180 watts 


813 BEAM TETRODE 
Er-10.0v. lF-5.0v. Usc-a.5 
WPpe-125 WATTS MAX. CGP-0.25 
EB- 2250 VOLTS MAX. CIN -16.3 
IB-225 MA. MAX. CouT -14 
WSG- 22 WATTS MAX. GM- 5000 


EsG - 400 VOLTS MAX. Ic -30MA. MAX. 
MAX. FREQ. FULL RATINGS -30 MC. 


Type 813 is a transmitting beam power am- 
plifier which is widely used in medium power 
stages in h-f transmitters as an r-f amplifier. 
The tube is very commonly used for r-f service 
both in high-power mobile transmitters and in 
fixed stations, and is sometimes used in high- 
power Class AB: and AB: audio amplifiers. 


Typical Operation—Class C Telegraphy or FM 
D-c plate voltage 2250 volts 
D-c screen voltage 400 volts 

or from 2250 volts through 46,000 ohms 


D-c grid voltage —155 volts 

or through a grid leak of 10,000 ohms 
Peak r-f grid voltage 275 volts 
D-c plate current 220 ma. 
D-c screen current 40 ma. 
D-c grid current 15 ma. 
Driving power (approx.) 4.0 watts 
Power output (approx.) 375 watts 


Typical Operation—Plate-Modulated Class C 
Amplifier 
D-c plate voltage 2000 volts 
D-c screen voltage 350 volts 
or from 2000 volts through 41,000 ohms 


D-c grid voltage —175 volts 

or through a grid leak of 11,000 ohms 
Peak r-f grid voltage 300 volts 
D-c plate current 200 ma. 
D-c screen current 40 ma. 
D-c grid current 16 ma. 
Driving power (approx.) 4.3 watts 
Power output (approx.) 300 watts 


BEAM TETRODE 
Er-10.0v. IF-3.25A. 


814 


WP-65 WATTS MAX. CGP-0.15 
EB- 1500 VOLTS MAX. CIN - 13.5 
IB - 150 MA. MAX. CouT-13.5 
WSG- 10 WATTS MAX. GM-3300 


ESG- 400 VOLTS MAX. Ic -15MA. MAX. 
MAX. FREQ. FULL RATINGS -30 MC. 


Type 814 is somewhat smaller in power 
handling capabilities than the type 813, al- 
though the basic characteristics are similar. 
The tube features good power sensitivity, and 
is convenient for use in the 100 to 150 watt 
power range as an r-f output stage. 


Typical Operation—Class C Telegraphy or FM 


D-c plate voltage 1500 volts 
D-c screen voltage 300 volts 
D-c grid voltage. —90 volts 

or from a grid leak of 9000 ohms 
Peak r-f grid voltage 170 volts 
D-c plate current 150 ma. 
D-c screen current 24 ma. 
D-c grid current 10 ma. 
Driving power (approx.) 1.5 watts 
Power output (approx.) 160 watts 


Typical Operation—Plate-Modulated Class C 
Amplifier 


D-c plate voltage 1250 volts 
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D-c screen voltage 300 volts 816 HALF-WAVE MERCURY-VAPOR RECT. 
or from 1250 volts through 48,000 ohms Er-2.5v. IF-2.0 A. 
c ' wy MAX. PEAK INVERSE VOLTAGE- 7500 VOLTS 
D Cc grid voltage ; | 50 volts MAX. PEAK PLATE CURRENT — 500 MA. 
or through a grid leak of 15,000 ohms MAX. AVERAGE ANODE CURRENT~125MA. 
Pp k f id | 999 | MINIMUM TIME DELAY-10 SECONDS 
eak r-t grid voltage volts APPROX. TUBE VOLTAGE DROP-15 VOLTS 
D-c plate current 144 ma. 
D-c screen current 20 ma. Refer to type 866-A for discussion. 
D-c grid current 10 ma. 
Driving power (approx.) 2 watts 
Power output (approx.) 130 watts 
826  U-H.F. TRIODE 
Er-7.5v, IF-4.0A. U-31 
WP- 55 WATTS MAX. CGP- 3.0 
EB- 1000 VOLTS MAX. CGF- 3.0 
IB- 125 MA. MAX, Cpr- 1.1 
Ic - 40 MA. MAX. Gm - 4000 


MAX. FREQ, FULL RATINGS -— 250 MC. 
815 PUSH-PULL BEAM TET RODE 
EH-12.60R6.3V. LH-0.80OR1.6A. JUSG-6,5 


WP- 25 WATTS CoP oven) 
EB-500 VOLTS CIN- 14 PER 
IB-150 MA. PER Cout-s.5 {| UNIT 


WSG-4.5 WATTS a Gm-4000 


Type 826 is a small power triode with an 
element structure such that the tube may be 
used at full ratings at a frequency of 250 Mc. 
It features low interelectrode capacitances and 
short multiple leads to the elements. 


EsG- 225 VOLTS 


Ic- 7MA. MAX.FREQ, FULL RATINGS~-125 MC. 


Type 815 is a push-pull r-f beam power am- 
plifier with a plate dissipation rating of 12.5 Typical Operation—Class C Telegraphy or FM 


watts per unit or 25 watts for the tube. It is (Values given are for forced-air cooling.) 
widely used as a push-pull v-h-f amplifier D-c plate voltage 1250 volts 
stage, and has received some use as a push- D-c grid voltage —125 volts 
pull Class AB: audio amplifier. or through a grid leak of 3600 ohms 
Peak r-f grid voltage 245 volts 
D-c plate current 125 ma. 
Typical Operation—Push-Pull Class C D-c grid current 35 ma. 
Telegraphy Driving power (approx.) 7.7 watts 
(Values given are for both tube sections.) Power output (approx.) 120 watts 
D-c plate voltage 500 volts 
D-c screen voltage 200 volts Typical Operation—Plate-Modulated Class C 
or from 500 volts through 17,500 ohms Amplifier 
D-c grid voltage —45 volts (Values given are for forced-air cooling.) 
or through a grid leak of 13,000 ohms D-c plate voltage 1000 volts 
Peak r-f grid-to-grid volts 112 volts D-c grid voltage —100 volts 
D-c plate current 150 ma. or through a grid leak of 2800 ohms 
D-c screen current 17 ma. Peak r-f grid voltage 210 volts 
D-c¢ grid current 3.5 ma. D-c plate current 125 ma. 
Driving power (approx.) 0.18 watt D-c grid current 35 ma. 
Power output (approx.) 56 watts Driving power (approx.) 6.6 watts 
Power output (approx.) 90 watts 
Typical Operation—Plate-Modulated Class C 
Amplifier 
(Values given are for both units operating 
push-pull.) 828 BE Aceenies ioe A. 
D-c plate voltage 400 volts WP-80 WATTS MAX. CeP-0.07 
D-c screen voltage 175 volts rane On Pa eee S35 
or from 400 volts through 15,000 ohms WSG-16 WATTS MAX. GM - 2700 Mae RREOS 
; EsG- 400 VOLTS MAX. Ic -15 MA. MAX. FULL RATINGS- 
D-c grid voltage —45 volts WSUP- 5 WATTS MAX. EsuP- +100 MAX. 30 MC. 
or through a grid leak of 15,000 ohms iol panies as eae cit se 
ia pil OTIS torarigay alts ie ets Type 828 is a beam pentode mechanically 
-c plate current 150 ma. ) og ee : 
~ eer ee similar to the type 814, but with increased dis- 
D-c grid current 3 ma. sipation and current ratings for the elements. 


Driving power (approx.) 0.16 watt It is widely used as a Class AB: audio amplifier 
Power output (approx.) 45 watts (push-pull tubes) to deliver 200 to 300 watts 
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amplifier service. 
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D-c screen current 34 ma. 
D-c grid current 16 ma. 
Driving power (approx.) 1.1 watts 
Power output (approx.) 110 watts 


Typical Operation—Plate-Modulated Class C 


D-c plate voltage 1500 volts 
D-c suppressor voltage 75 volts 
D-c screen voltage 400 volts 

or from 1500 volts through 40,000 ohms 
D-c grid voltage —100 volts 

or through a grid leak of 8300 ohms 
D-c plate current 180 ma. 
D-c screen current 28 ma. 
D-c suppressor current 14 ma. 
D-c grid current 12 ma. 
Peak r-f grid voltage 205 volts 
Driving power (approx.) 2.2 watts 
Power output (approx.) 200 watts 


Typical Operation—Plate-Modulated Class C 
Amplifier 


D-c plate voltage 1250 volts 
D-c suppressor voltage 75 volts 
D-c screen voltage 400 volts 

or from 1250 volts through 30,000 ohms 
D-c grid voltage —140 volts 

or through a grid leak of 11,700 ohms 
Peak r-f grid voltage 250 volts 
D-c plate current 160 ma. 
D-c suppressor current 15 ma. 
D-c screen current 28 ma. 
D-c grid current 12 ma. 
Driving power (approx.) 2.7 watts 
Power output (approx.) 150 watts 


82 9-B PUSH-PULL BEAM TETRODE 
EH-12.60R6.3V, LH-1.125 OR 2.25A. Use-9 @) 


WP-40 WATTS CGP-0.12 

EB- 750 VOLTS CiIN- 14.5 | PER 
1B- 240 MA. PER CoOuT-17 UNIT 
Wsc-7watts {TYBE Gm-.s8s500 


INTERNAL CATHODE~ SCREEN 
ESG-225 VOLTS | MAX. INPUT—120 WATTS CAPACITOR 65 NUE. 
Ic -15MA. MAX. FREQ. FULL RATINGS-— 200 MC. 


Type 829B is a push-pull r-f beam power 
amplifier especially designed for v-h-f service. 
It is widely used in commercial, military, and 
amateur transmitters at frequencies up to 250 
Mc. The tube features a built-in by-pass ca- 
pacitor of about 65 mufd. between the screen 
grid and the cathode. 


Typical Operation—Class C Telegraphy or FM 
(Both units—forced-air cooling.) 


D-c plate voltage 750 volts 
D-c screen voltage 200 volts 

or from 750 volts through 16,200 ohms 
D-c grid voltage —50 volts 

or through a grid leak of 3100 ohms 
Peak r-f grid-to-grid voltage’ 150 volts 
D-c plate current 200 ma. 


Amplifier 
(Both units—natural cooling.) 
D-c plate voltage 600 volts 
D-c screen voltage 200 volts 
or from 600 volts through 13,300 ohms 
D-c grid voltage —70 volts 
or through a grid leak of 5800 ohms. 
Peak r-f grid-to-grid voltage 172 volts 
D-c plate current 150 ma. 
D-c screen current 30 ma. 
D-c grid current 12 ma. 
Driving power (approx.) 0.9 watt 
Power output (approx.) 70 watts 


Typical Operation—Plate-Modulated Class C 
Amplifier 
(Both units—forced-air cooling.) 


D-c plate voltage 600 volts 
D-c screen voltage 200 volts 
or from 600 volts through 13,300 ohms 
D-c grid voltage —80 volts 
or through a grid leak of 5300 ohms 
Peak r-f grid-to-grid voltage 210 volts 
D-c plate current 200 ma. 
D-c screen current 30 ma. 
D-c grid current 15 ma. 
Driving power (approx.) 1.4 watts 
Power output (approx.) 85 watts 
830B HIGH-MU TRIODE 
EF-10.0 v, IF-2.0a. U-25 
WP-60 WATTS MAX. CGP- 11.0 
EB- 1000 VOLTS MAX. CGF- 5.0 
IB- 150 MA. CpF-1.8 
Ic- 30MA. MAX. EB- —300 V. MAX. 


MAX. FREQ. FULL RATINGS —-15 MC. 


Type 830B is a medium-mu triode suitable 


for use in push-pull as a Class B audio ampli- 
fier. It is not recommended for use in new 
equipment designs. 


Typical Operation—Class C Telegraphy or FM 


D-c plate voltage 1000 volts 
D-c grid voltage * _110 volts 

or from a grid leak of 3700 ohms 
Peak r-f grid voltage 250 volts 
D-c plate current 140 ma. 
D-c grid current 30 ma. 
Driving power (approx.) 7 watts 


Power output (approx.) 90 watts 
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832-A PUSH-PULL BEAM TETRODE 
EH-12.60R 6.3 V. LH 0.80R1.6A. USG-7 


WP-15 WATTS CGP -0.05 
CIN -7.5 PER 


EB-750 VOLTS nee 
I1B- 90MA. PER CouT-3.8 


WSG - 5WATTS TUBE Gm-3500 

Esc.-—250 vocts | MAX. INPUT-32 WATTS 

Ic-6MA. MAX. FREQ. FULL RATINGS- 200 MC, 

Type 832A is a smaller and more compact 
version of the 829B which is widely used as a 
push-pull v-h-f beam power amplifier. Due to 
its moderate heater power requirements and 
small size it-has found wide use in v-h-f mo- 
bile transmitters. It features a 65-uufd. built- 
in by-pass capacitor between screen and ca- 
thode as does the 829B. 


Typical Operation—Class C Telegraphy or FM 
(Values given are for both units of the tube.) 

D-c plate voltage 500 volts 

D-c screen voltage 200 volts 

or from 500 volts through 21,000 ohms 


D-c grid voltage —65 volts 

or through a grid leak of | 25,000 ohms 
Peak r-f grid-to-grid voltage 150 volts 
D-c plate current 72 ma. 
D-c screen current 14 ma. 
D-c grid current 2.6 ma. 
Driving power (approx.) 0.18 watt 
Power output (approx.) 26 watts 


Typical Operation—Plate-Modulated Class C 
Amplifier 


D-c plate voltage 425 volts 

D-c screen voltage 200 volts 
or from 425 volts through 14,000 ohms 

D-c grid voltage —60 volts 
or through a grid leak of |= 25,000 ohms 

Peak r-f grid-to-grid voltage 140 volts 

D-c plate current 52 ma. 

D-c screen current 16 ma. 

D-c grid current 2.4 ma. 

Driving power (approx.) 0.15 watt 

Power output (approx.) 16 watts 
ox POWER TRIODE 

833 A ErF-1o.0v. LF-10.0A. U-35 

WP- 350 WATTS MAX. CGP-6.3 

EB- 3300 VOLTS MAX. CGF -12.3 

1B -500 MA, MAX. CPpF-8.5 

Ic - 100 MA, MAX. Gm - 14.000 RO GRINGS |S OBA ARE 

MAX. FREQ, FULL RATINGS - 30 MC. COOLING) 


Type 833A is a power triode with a maxi- 
mum plate-dissipation rating of 450 watts 
with forced-air cooling of the envelope. With 
natural air flow as cooling the dissipation rat- 
ing is reduced to 350 watts. The tube is most 
widely used as an r-f power amplifier for Class 
B linear or Class C service. 


Typical Operation—Class C Telegraphy or FM 
(Natural cooling—CCsS ratings.) 


D-c plate voltage 3000 volts 
D-c grid voltage —160 volts 

or through a grid leak of 2300 ohms 
Peak r-f grid voltage 310 volts 
D-c plate current 335 ma. 
D-c grid current 70 ma. 
Driving power (approx.) 20 watts 
Power output (approx.) 800 watts 


Typical Operation—Plate-Modulated Class C 
Amplifier 
(Natural cooling—ICAS ratings.) 


D-c plate voltage 3000 volts 
D-c grid voltage —240 volts 

or through a grid leak of 3400 ohms 
Peak r-f grid voltage 410 volts 
D-c plate current 335 ma. 
D-c grid current 70 ma. 
Driving power (approx.) 26 watts 
Power output (approx.) 800 watts 


Typical Operation—Class B Linear Amplifier 
(Forced-air cooling—mod. factor 1.0—ICAS) 


D-c plate voltage 4000 volts 
D-c grid voltage —120 volts 
Peak r-f grid voltage (carrier) 130 volts 
D-c plate current 150 ma. 
D-c grid current (carrier level) 3 ma. 
Driving power (peak level) 21 watts 
Power output (carrier level) 250 watts 


836 HALF-WAVE HIGH VACUUM RECTIFIER @) cL (3) 


EHX-2.5vV. IH-5.0A. 


PEAK INVERSE PLATE VOLTAGE -5000 MAX. VOLTS 
PEAK PLATE CURRENT —- 1.0 MAX. AMP. 

AVERAGE PLATE CURRENT~-0.250 MAX. AMP. 
MINIMUM TIME DELAY-40 SECONDS 

APPROX. TUBE VOLTAGE DROP- 40 VOLTS 


OS) 


Type 836 is a vacuum diode with ratings 
similar to those of the type 866A mercury- 
vapor rectifier. The tube is used in place of 
the similar mercury-vapor rectifier where the 
hash generated by the 866A would be objec- 
tionable, where temperature extremes are likely 
to be encountered, or where a power diode is 
required for clipper service as in a high-level 
splatter-suppressor system. 


837 PENTODE 
EH- 12.6 V. LH-0.7A. GmM-~-3400 
WP-12 WATTS MAX. CGop-0.2 
EB- 500 VOLTS MAX. CiN- 16 
IB- 80 MA. MAX. CouT- 10 


WSG-8 WATTS MAX. IC-8MA. MAX. 
ESG-200 VOLTS MAX. WsuP-5 WATTS MAX. 
MAX. FREQ. FULL RATINGS -20 MC. 
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Type 837 is an r-f power amplifier pentode 
similar in general characteristics to the type 
802, but with a 12.6-volt heater and some- 
what larger interelectrode capacitances. The 
tube is often used as a variable-frequency oscil- 
lator where a moderate power output is fre- 
quired. 


Typical Operation—Class C Amplifier or 
Oscillator 


D-c plate voltage 500 volts 
D-c suppressor voltage 40 volts 
D-c screen voltage 200 volts 

or from 500 volts through 20,000:ohms 
D-c grid voltage —75 volts 

or through a grid leak of 18,700 ohms 
Peak r-f grid voltage 100 volts 
D-c plate current 60 ma. 
D-c screen current 15 ma. 
D-c grid current 4 ma. 
Driving power (approx.) 0.4 watt 
Power output (approx.) 22 watts 


838 HIGH-MU TRIODE 
EF-10.0Vv. LF-3.25A. JJU- 100 
WP-100 WATTS MAX. CGP- 8.0 
EB-1250 VOLTS MAX. CGF-6.5 
IB- 175 MA. MAX. CpF- 5.0 


Ic - 70 MA. MAX. Ec -—400Vv. MAX. 
MAX. FREQ. FULL RATINGS- 30 MC. 


Type 838 is a high-mu triode of the “50 
watter” type. It is not widely used, although a 
similar tube with the plate lead out of the top 
of the envelope, the type 805, is commonly used 
as a high-level Class B audio power amplifier 
and modulator. 


Typical Operation—Class C Telegraphy 


D-c plate voltage 1250 volts 
D-c grid voltage —90 volts 

or from a grid leak of 3000 ohms 
Peak r-f grid voltage 200 volts 
D-c plate current 150 ma. 
D-c grid current 30 ma. 
Driving power (approx.) 6 watts 
Power output (approx.) 130 watts 


845 LOW-MU TRIODE 
EF-10.0Vv. IF-3.25a.  U-5.3 
WP-100 WATTS MA CGP- 13.5 
EB- 1250 VOLTS MAX. CGF-6.0 
IB- 120 MA. MAX. CPF- 6.5 
Ec-—400 Vv. MAX. GM-— 3100 


MAX. FREQ. FULL RATINGS~-15 MC. 


Type 845 is a low-mu triode of the “50 
watter’ type. This tube is widely used in push- 
pull Class A audio power dmplifiers where 


very low distortion with 50 to 100 watts out- 
put is required, as in theater audio systems, 
high-quality public address systems, drivers 
for high-power Class B audio stages, or disc 
recording amplifiers. Tube type 284D is a 
similar type and is used for similar applica- 
tions. 


Typical Operation—Class A Audio Amplifier 


D-c plate voltage 1250 volts 
D-c grid voltage —195 volts 
Peak audio grid voltage 190 volts 
D-c plate current 80 ma. 
Load resistance 11,000 ohms 
Power output (5% second harm.) 30 watts 


866-A HALF-WAVE MERCURY VAPOR RECT. @) (3) 
EF-2.5v. IF-5.0A. 
PEAK INVERSE PLATE VOLTAGE- 10000 MAX. VOLTS 
PEAK PLATE CURRENT - 1.0 MAX. AMP. 
AVERAGE PLATE CURRENT- 0.250 MAX. AMP. 
MINIMUM TIME DELAY-30 SECONDS 
APPROX. TUBE VOLTAGE DROP- 15 VOLTS 


oo 


872A HALF-WAVE MERCURY VAPOR RECT. @) GB) 


EF-5.0v. 1F-7.5A. 


PEAK INVERSE PLATE VOLTAGE-~ 10000 MAX. VOLTS 
PEAK PLATE CURRENT -5.0 MAX. AMP. 
AVERAGE PLATE CURRENT-0.125 MAX. AMP. (ry (4) 
MINIMUM TIME DELAY- 30 SECONDS 


APPROX. TUBE VOLTAGE DROP-— 10 VOLTS 


Mercury-vapor rectifier types 83, 816, 866A 
and 872A are the standard tubes for low- 
power and medium-power transformer-operat- 
ed plate supplies. They will give long and 
trouble-free life if the filament voltage is cor- 
rect at the filament terminals of the tube, if 
the filament is allowed to heat to operating 
temperature before plate voltage is applied, 
and if the peak-current and inverse-peak-volt- 
age ratings are not exceeded. The tubes nor- 
mally are operated with a choke-input filter. 
However, they may be operated with a capaci- 
tor-input filter if the average current does not 
exceed one-half the current rating with a choke- 
input filter, and if the input capacitor is made 
as small as practicable. The life of the tubes 
may be increased at the normal current rating 
if the filaments are operated from a voltage 
supply which is 90 degrees out of phase with 
the plate-voltage supply. 


HY1269 BEAM PENTODE 
EF-6.0 OR 12.0 Vv. [F-3.2 OR 1.6 A. 
WP- 30 WATTS MAX. CGP- 0.3 
- EB-750 VOLTS MAX. CIN-17 
IB- 120 MA. MAX. CouT- 8.5 
WSG-5 WATTS MAX. GM- 3750 


ESG- 300 VOLTS MAX. IC -7MA. MAX. 
MAX. FREQ. FULL RATINGS— 60 MC. 
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Type HY-1269 is a filament-type beam pen- 
tode similar to the type HY-69, but with twice 
the filament power of the smaller tube. The 
filament of the tube may be operated either 
from a 6-volt or from a 12-volt supply. The 
dissipation ratings of the elements within the 
tube are the same as for the HY-69, but the 
maximum current ratings are somewhat great- 
er as a result of the greater filament power. 


Typical Operation—Class C Telegraphy or FM 


D-c plate voltage 750 volts 
D-c screen voltage 300 volts 
D-c grid voltage —100 volts 

or through a grid leak of 17,000 ohms 
Peak r-f grid voltage 150 volts 
D-c plate current P20%r=* 
D-c screen current 1}> ma. 
D-c grid current 6 ma. 
Driving power (approx.) 0.9 watt 
Power output (approx.) 63 watts 


Typical Operation—Plate-Modulated Class C 
Amplifier 


D-c plate voltage 600 volts 
D-c screen voltage 250 volts 
D-c grid voltage —100 volts 

or through a grid leak of 17,000 ohms 
Peak r-f grid voltage 150 volts 
D-c plate current 100 ma. 
D-c screen current 12.5 ma. 
D-c grid current 6 ma. 
Driving power (approx.) 0.9 watt 
Power output (approx.) 42 watts 


1614 BEAM POWER AMPLIFIER 
EH-6.3V. 1H-0.9A. GM- 6050 Off 
WP-25 WATTS MAX. CGP-0-4 MAX. 
EB-450 VOLTS MAX. CiN-10.0 
IB- 110 MA. MAX. CouT— 12.0 


WSG- 3.5 WATTS MAX. IC-5MA. MAX. 
EsSG— 300 VOLTS MAX. Ec-—125 VOLTS MAX. 
MAX. FREQ. FULL RATINGS — 80 MC. 


Tube type 1614 essentially is a transmitting 
version of the type 6L6, although the maxi- 
mum plate-voltage rating is 450 volts and the 
plate current rating is 110 ma. for ICAS serv- 
ice. 


BEAM POWER AMPLIFIER 


1625 EH- 12.6 Vv. IH- 0.454. 


IDENTICAL TO TYPE 807 EXCEPT FOR 
HEATER VOLTAGE AND SOCKET. 


5514 HIGH-MU GEN. PURPOSE TRIODE @) D G) 
EF-7.5v. IF-3.0A. 
U-145 GGP-7.9 
We -65 WATTS MAX. CGF-7.8 ES 
EB-1500 VOLTS MAX. CPF-1.0 (1) (4) 


I1B-175 MA. MAX. IC-—60MA. MAX. 
MAX. FREQ. FULL RATINGS-60 MC. 


Type 5514 is a high-mu triode with a plate- 
dissipation rating of 65 watts. It was designed 
to supplant a number of medium-mu and high- 
mu triodes with plate dissipation ratings be- 
tween 40 and 65 watts. It is especially suited 
to use as a Class B audio power amplifier or 
modulator in the medium-power range with 
output up to 400 watts from the pair of tubes, 
but also may be used as an r-f power amplifier. 


Typical Operation—Class C Telegraphy or FM 


D-c plate voltage 1250 volts 
D-c grid voltage —84 volts 

or through a grid leak of 1400 ohms 
Peak r-f grid voltage 172 volts 
D-c plate current 175 ma. 
D-c grid current 60 ma. 
Driving power (approx.) 9.9 watts 
Power output (approx.) 165 watts 


Typical Operation—Plate-Modulated Class C 
Amplifier 


D-c plate voltage 1250 volts 
D-c grid voltage —84 volts 

or through a grid leak of 1400 ohms 
Peak r-f grid voltage 168 volts 
D-c plate current 142 ma. 
D-c grid current 60 ma. 
Driving power (approx.) 10 watts 
Power output (approx.) 135 watts 


5516 QUICK-HEATING BEAM PENTODE 
Er-6.0v. IF-0.7A. Usc-9 


We-15 WATTS MAX. CGP-0.12 
EB- 600 VOLTS MAX. CiN-8.5 

WSG-5 WATTS MAX. CouT-6.5 
EsG-250 VOLTS MAX. GM - 4000 


IB- 90 MA. MAX. Ic-6MA. MAX. 
MAX. FREQ. FULL RATINGS —80 MC. 


Type 5516 is a filament-type beam pentode 
with a plate-dissipation rating of 15 watts. It 
is especially suited to use as an r-f power am- 
plifier in v-h-f mobile transmitters. It may be 
operated at 78 per cent of maximum rated 
plate input at a frequency of 165 Mc. Three 
leads on the tube base are tied in parallel for 
the connection to the filament center tap and 
the beam plates. 
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Typical Operation—Class C Telegraphy or FM 


D-c plate voltage 500 volts 
D-c screen voltage 250 volts 
D-c grid voltage —60 volts 


or through a grid leak of 


12,000 ohms 


Peak r-f grid voltage 85 volts 
D-c plate current 90 ma. 
D-c screen current 15 ma. 
D-c grid current 5 ma. 
Driving power (approx.) 0.5 watt 
Power output (approx.) 32 watts 


Typical Operation—Plate-Modulated Class C 


Amplifier 

D-c plate voltage 475 volts 
D-c screen voltage 250 volts 
D-c grid voltage —90 volts 

or through a grid leak of | 22,500 ohms 
Peak r-f grid voltage 115 volts 
D-c plate current 63 ma. 
D-c screen current 10 ma. 
D-c grid current 4 ma. 
Driving power (approx.) 0.5 watt 
Power output (approx.) 22 watts 


Typical Operation—Class AB, A-F Amplifier 


or Modulator 
(Two tubes operating in push-pull.) 


D-c plate voltage 500 volts 
D-c screen voltage 250 volts 
D-c grid voltage —25 volts 
Peak a-f grid-to-grid voltage 50 volts 
Zero-sig. d-c plate current 34 ma. 
Max.-sig. d-c plate current 90 ma. 
Zero-sig. d-c screen current 1 ma. 
Max.-sig. d-c screen current 14 ma. 
Plate-to-plate load res. 12,000 ohms 
Max.-sig. power output 28 watts 


5618 V.H.F. MINIATURE PENTODE 
EF-6.00R 3.0 V. LF-0.23 OR 0.46 A. 
WP- 5 WATTS MAX. CG6P- 0.24 
EB-300 VOLTS MAX. CIN-7.0 
IB- 30 MA. MAX. CouT- 5.0 
WSG- 2 WATTS MAX. GmM-3600 
EsSG-125 VOLTS MAX. Ic-3 MA. MAX. 


MAX. FREQ. FULL RATINGS~ 100 MC. 


Typical Operation—tTripler to 80 Mc. 


D-c plate voltage 300 volts 
D-c suppressor voltage 0 volts 
D-c screen voltage 75 volts 
or from 300 volts through 41,000 ohms 
D-c grid voltage —125 volts 
or through a grid leak of 68,000 ohms 
Peak r-f grid voltage 160 volts 
D-c plate current 25 ma. 
D-c screen current “SSG: 
D-c grid current 1.85 ma. 
Driving power (approx.) 0.75 watt 
Power output (approx.) 3.4 watts 
DOOD) 9 Poy te-o roa eee 
WP-12 WATTS MAX. CGP-0.3 
EB- 300 VOLTS MAX. CiN-9.5 
WSG- 2 WATTS MAX. Cout-4.5 
ESG-250 VOLTS MAX. Gm-7000 
IB-50 MA. MAX. IC-5MA. MAX. 


MAX, FREQ. FULL RATINGS — 175 MC. 


Type 5763 is a convenient beam-power 
v-h-f amplifier of the 9-pin miniature type. It 
is recommended for use as a frequency multi- 
plier with output frequency as high as 175 Mc. 
The tube is convenient for use in compact 
mobile transmitters where it is not necessary 
that instant-heating tubes be used. 


Typical Operation—Class C Telegraphy or FM 


D-c plate voltage 300 volts 
D-c suppressor voltage 0 volts 
D-c screen voltage 250 volts 

or from 300 volts through 10,000 ohms 
D-c grid voltage —60 volts 

or through a grid leak of |= 22,000 ohms 
Peak r-f grid voltage ; 80 volts 
D-c plate current 50 ma. 
D-c screen current 5 ma. 
D-c grid current 3 ma. 
Driving power (approx.) 0.35 watt 
Power output (approx.) 8 watts 


Typical Operation—Tripler to 175 Mc. 


Type 5618 is a miniature-type power pen- 
tode with a plate dissipation rating of 5 watts. 
It may be used at full ratings in r-f service as 
a frequency multiplier or r-f amplifier at 100 
Mc. Since it is a filament-type tube, it may be 
used with other instant-heating tubes in mo- 
bile v-h-f transmitters. 


D-c plate voltage 300 volts 
D-c suppressor voltage. 0 volts 
D-c screen voltage 230 volts 
from 300 volts through 12,500 ohms 
D-c grid voltage —100 volts 
or through a grid leak of 100,000 ohms 
Peak r-f grid voltage 120 volts 
D-c plate current 35 ma. 
_ D-e screen current 5 ma. 
D-c grid current 1 ma. 
Driving power (approx.) 0.6 watt 
Power output (approx.) 2.8 watts 
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Transmitting Tube Types 703 


POWER TRIODE 
EF-10.0v. IF-4.5A J-16.5 


8000 


WP-175 WATTS MAX. CcP- 6,4 
EB-2500 VOLTS MAX. CGF- 5.0 
IB- 300 MA. MAX. Cpr-3.3 Oo 


Ic - 45 MA. MAX. EC-—500 V. MAX. 
MAX. FREQ. FULL RATINGS—30 MC. 


Tube type 8000 is substantially identical to 
the type 810 transmitting triode, except that 
the mu of the 8000 is 16.5 as contrasted to a 
mu of 36 for the 810. Values of output power 
both for r-f amplifier and Class B audio am- 
plifier service of the 8000 are substantially the 
same as those of the 810, but driving-power 
requirements for the 8000 are materially lower. 


Typical Operation—Class C Telegraphy or FM 


D-c plate voltage 2500 volts 
D-c grid voltage —240 volts 

or through a grid leak of 6000 ohms 
Peak r-f grid voltage 480 volts 
D-c plate current 300 ma. 
D-c grid current 40 ma. 
Driving power (approx.) 18 watts 
Power output (approx.) 575 watts 


Typical Operation—Plate-Modulated Class C 
Amplifier 


D-c plate voltage 2000 volts 
D-c grid voltage —370 volts 

or through a grid leak of 10,000 ohms 
Peak r-f grid voltage 630 volts 
D-c plate current 250 ma. 
D-c grid current 37 ma. 
Driving power (approx.) 20 watts 
Power output (approx.) 380 watts 


8005 MEDIUM-MU GEN. PURPOSE TRIODE @) a G3) 
ErFr-i0.0v. IFf-3.25A. U-20 


WP-85 MAX. WATTS CGP-5.0 


EB- 1500 MAX. VOLTS CGFte.4 “Ly 
IB- 200 MAX. MA. CPF-1.0 (1) (4) 
Ic- 45 MAX. MA. Gm-6000 


MAX. FREQ. FULL RATINGS- 60 MC. 


Type 8005 has the same general appear- 
ance as the 811A and 812A tube types, but 
has somewhat greater filament power and 
greater plate dissipation, hence is capable of 
greater power output. The tube has the same 
filament rating as the standard “50 watter” but 
uses the small 4-pin bayonet base which plugs 
into the same socket as the 811A or 812A tube. 


Typical Operation—Class C Telegraphy or FM 


D-c plate voltage 1500 volts 
D-c grid voltage —130 volts 

or through a grid leak of 4000 ohms 
Peak r-f grid voltage 255 volts 
D-c plate current 200 ma. 
D-c grid current 32 ma. 
Driving power (approx.) 7.5 watts 
Power output (approx.) 220 watts 


Typical Operation—Plate-Modulated Class C 
Amplifier 


D-c plate voltage 1250 volts 
D-c grid voltage —195 volts 

or through a grid leak of 7000 ohms 
Peak r-f grid voltage 350 volts 
D-c plate current 190 ma. 
D-c grid current 28 ma. 
Driving power (approx.) 9 watts 
Power output (approx.) 170 watts 


- .H.F. TRIODE 
8025-A iret dA ese JJ-18 


WP-60 MAX.WATTS(FORCED AIR) CGP-3.0 


EB-1000 MAX. VOLTS CGF-2.7 
1 B-65 MAX. MA. CPE-0.4 
Ic-20 MAX, MA. GmM-5000 


MAX. FREQ. FULL RATINGS— 500 MC. 


Type 8025A is a u-h-f transmitting triode 
with two grid leads and two plate leads 
brought out the side of the envelope. It is 
suitable for operation at full ratings at fre- 
quencies as high as 500 Mc., and at full input 
but 70 per cent plate voltage at a frequency 
of 600 Mc. 


Typical Operation—Class C Telegraphy or FM 


D-c plate voltage 1000 volts 
D-c grid voltage —90 volts 

or through a grid leak of 6400 ohms 
Peak r-f grid voltage 130 volts 
D-c plate current 50 ma. 
D-c grid current 14 ma. 
Driving power (approx.) 1.6 watts 
Power output (approx.) 35 watts 


Typical Operation—Plate-Modulated Class C 
Amplifier 


D-c plate voltage 800 volts 
D-c grid voltage ' —105 volts 

or through a grid leak of 10,000 ohms 
Peak r-f grid voltage 145 volts 
D-c plate current 40 ma. 
D-c grid current 10.5 ma. 
Driving power (approx.) 1.4 watts 
Power output (approx.) 22 watts 


Abbre- 
viation 


INTERNATIONAL “Q” SIGNALS 


Question 


Answer 


QAV 
QRA 
QRB 


QRI 
QRD 
QRG 


QRH 
QRJ 


QRK 


QRL 
QRM 
QRN 
QRO 
QRP 

QRQ 
QRS 


QRT 
QRU 
QRV 
QRW 


QRX 
QRY 


QRZ 
QSA 


QSB 
QSD 


QSG 


QSJ 


QSK 


Are you calling me? 
What is the name of your station? 


How far approximately are you from 
my station? 


How is the tone of my transmission? 


Where are you bound and where are 
you from? 


Will you tell me my exact frequency 
in kilocycles? 


Does my frequency vary? 


Are you receiving me badly? Are my 
signals weak? 


What is the readability of my signals 
Glator ao? 

Are you busy? 

Are you being interfered with? 

Are you troubled by atmospherics? 

Shall I increase power? 

Shall I decrease power? 

Shall I send faster? 

Shall I send more slowly? 


Shall I stop sending? 

Have you anything for me? 

Are you ready? 

Shatlilitello ee! that you are calling 
him? 


When will you call again? 
What is my turn? 


By whom am I being called? 

What is the strength of my signals (1 
to 5)? 

Does the strength of my signals vary? 

Is my keying correct; are my signals 
distinct? 

Shallel sendiiu uri telegrams (or 
one telegram) at a time? 


What is the charge per word for............ 
including your internal telegraph 
charge? 

Shall I continue with the transmission 
of all my traffic? I can hear you 
through my signals. 
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I am. calling......2:......... 2 
The name of my’ station’ 1s..2ee eee 


The approximate distance between our 
Stations 4S. ca nautical miles (or 
Pays kilometers ) . , 


The tone of your transmission is (1. 
good; 2. variable; 3. bad). 


Iam “bound “fori: 20) fronts eae 
Your exact frequency is/.0.3.0) ee kes. 


Your frequency varies. 


I cannot receive you. Your signals are 
weak. 


The readability of your signals is............ 
C1xtos5")* 

I am busy (or I am busy with............ ) 

I am being interfered with. 

I am troubled by atmospherics. 

Increase power. 

Decrease power. 


Sead faster ((i403.4) words per minute). 
Send more slowly (................ words per 
minute). 


Stop sending. 
I have nothing for you. 
I am ready. 


Please teller. hoe that I am calling 
him. 

I will call you. again; ate hours 
Cats lv ae ee on len kc) 

Your'turn is No.2. (or according 


to any other method of arranging it). 
You are’ being ‘called’ by.) ee 
The strength of your signals is.............. 
Chto Din 
The strength of your signals varies. 
Your keying is incorrect; your signals 


are bad. 


Setids 40 telegrams (or one telegram ) 
at a time. 
The charge per word fore is 


Le deter ais ace francs, including my in- 
ternal telegraph charge. 

Continue with the transmission of all 
your traffic, I will interrupt you if 
necessary. 


Abbre- 
viation 


QSL 


QSM 


Qso 


QSP 


QSR 


QSV 
QSW 
QSX 


QSY 


QSZ 
QTA 


QTB 


QTC 


QTE 


QTF 


QTG 


QTH 


INTERNATIONAL “Q” SIGNALS 


Question 


Can you give me acknowledgment of 
receipt? 


Shall I repeat the last telegram I sent 
you? 

Can you communicate with.................... 
direct (or through the medium of 


SN Re eae es ye? 
Will you relay to ? 


Has the distress call received from 
aig LAS SPREE Ee been cleared? 


Shall I send a series of VVV............ ? 

WW Ubsyou send ON..0.. ieee kc? 

Ry tihovow listen for. ices 6....3.-ce0o. (call 
BUSHY) SCOT. mets IRN S| kc) ? 

BA CAN REO eae kcs 


without changing the type of wave? 
Shall I send each word or group twice? 


Shall I cancel telegram No................. as 
if it had not been sent? 


Do you agree with my number of 
words? 


How many telegrams have you to send? 


What is my true bearing in relation to 
DOANE TN cab Loins «Bes Bhs LAU. J stat ik Sede co ouas 
or 


What is my true bearing in relation 
ei SAA es ee eee (call sign) ? 


What is the true bearing of.................. 
Beall sign) in relation tO...20.2.c.)-..:..-. 
(call sign) ? 


Will you give me the position of my 
station according to the bearings taken 
by the direction-finding stations which 
you control? 


Will you send your call sign for fifty 
seconds followed by a dash of ten 
seconds on............ kes (ork Vey m) 
in order that I may take your bearing? 


What is your position in latitude and 
longitude (or by any other way of 
showing it) ? 
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Answer 


I give you acknowledgment of receipt. 


Repeat the last telegram you have sent 
me. 


I can communicate with................ direct 
(or through the medium of............ ye 


LMA itice avi er ees 


The distress call received from................ 
has been cleared by................. 


Sein ‘aseriess Or: V V V .....-..---0--2-222-5 


I wiilesend on. . 207 ......... kc 

lam listening for. ............... (call sign) 
eye das el ke. 

Change to............2... kcs without chang- 


ing the type of wave. 
Send each word or group twice. 


Cancel telegram No.............-..--- AsTitvat 
had not been sent. 


I do not agree with your number of 
words; I will repeat the first letter of 
each word and the first figure of each 
number. 


Ti. haves... telegrams for you (or for 
Your true bearing in relation to me 1s 
Oe Uda’ aay a timed degrees or 


Your true bearing in relation to.......... 


SSeareae (call sign) is............degrees at 
idhid daw. (time) or 

The true bearing of.............. (call sign) 
HY $relation £0. S57 Gi eke (call sign) 
Se dégrees ‘at.....5202.1. (time ) 


The position of your station according 
to the bearings taken by the direction- 
finding stations which I control is 
tag I ea latitude................longitude. 


I will send my call sign for fifty seconds 
followed by a dash of ten seconds on 


My position sigs. 2... Jatitudess.s.oiesehsc. 
longitude (or by any other way of 
showing it). 


BETTER TV RECEPTION 


The FIRST Book of Its Kind 


For: 


© TV Installation 
Engineers 

e TV Experimen- 
ters 


© TV Reception 
Enthusiasts 


WRITTEN BY: 


W. W. SMITH, author of the 
“ANTENNA MANUAL” 


and R. L. DAWLEY, editor of 
the “RADIO HANDBOOK” 


¢ Emphasis on concise, clear, how-to-do-it information. 


¢ Many tried-and-proven practical suggestions to improve that 
poor picture when standard set-ups fail. 


* The only book of its kind, with much new information and a 
compilation of all the most useful data from many sources. 


Practical, how-it-works data on TV signal propagation into the 
fringe areas. Evaluation of all common TV antennas in terms of 
their performance under low-signal conditions. Selecting the best 
transmission line. Making a rapid TV survey of an area, locating 
the “hot’’ radials and areas of high signal caused by focusing. 
Eliminating ghosts in difficult installations. Practical methods 
of minimizing fading. 


Selection of boosters and receivers; Practical sug- 
gestions for improving receiver performance in fringe 
areas. Full information on rhombics of all practical 
sizes. Using open-wire line when the antenna must be 
at a distance from the receiver. 


Full treatment of masts and towers including data on installation 
and guying. 


Keeping the antenna from coming down in a high wind. One 
complete chapter on reducing TV interference. 


Order Book No. E&E-TR2 


$2.50 per copy 


BUY FROM YOUR DISTRIBUTOR 


AT PRICES SHOWN, OR ADD 10% ON RECT MAIL ORDERS TO 
EDITORS and ENGINEERS, Ltd., 1300 KENWOOD ROAD, SANTA BARBARA, CALIF. 
Bookstores order from BAKER AND TAYLOR CO., Hillside, New Jersey 


INTERNATIONAL Q” SIGNALS 


Abbre- 
viation 


QT! 
QTJ 


QTR 
QTU 


QUC 


QUD 


QUJ 


QUK 


QUL 


QUM 


Question 


What is your true course? 


What is your speed? 


Send radioelectric signals and submarine 
sound signals to enable me to fix my 
bearing and my distance. 


Have you left dock (or port) ? 
Are you going to enter dock (or port) ? 


Can you communicate with my station 
by means of the International Code of 
Signals? 


What is the exact time? 


What are the hours during which your 
station is open? 


Have you news of.............. (call sign of 
the mobile station) ? 


Can you give me in this order, informa- 
tion concerning: visibility, height of 
clouds, ground swind: for..2.ct2.. 6.2. 
(place of observation) ? 


What is the last message received by 
WOUMETONT! 2 cn): (call sign of the 
mobile station) ? 


Have you received the urgency signal 
SOMO te le. socks sa! (call sign of the 
mobile station) ? 


Have you received the distress signal 
BENT Dyers ete (call sign of the 
mobile station) ? 


Are you being forced to alight in the 
sea (or to land) ? 


Will you indicate the present baro- 
metric pressure at sea level? 


Will you indicate the true course for me 
to follow with no wind, to make for 
you? 


Can you tell me the condition of the 
sea observed at...........-...- (place or co- 
ordinates ) ? 


Can you tell me the swell observed at 
(place or coordinates ) ? 


Is the distress traffic ended? 
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Answer 


Miy*true* course? 18212500: degrees. 


My*speed aisit. KOS (OF tae 
kilometers) per hour. 


I will send radioelectric signals and sub- 
mafine sound signals to enable you 
to fix your bearing and your distance. 


I have just left dock (or port). 
I am going to enter dock (or port). 


I am going to communicate with your 
station by means of the International 
Code of Signals. 


The exact’ time ig.40)...-.0.0...... 


Here asi news" Offeo...... (call sign of 
the mobile station). 


Here is the information requested......... 


The last message received by me from 
ESL! are eae ey (call sign of the mobile 


I have received the urgency signal sent 
yer eee En (call sign of the mobile 


I have received the distress signal sent 
by wie athe) (call sign of the mobile 
Station wats eoase (time). 


I am forced to alight (or land) at........ 
A sos ety ea (place). 


The present barometric pressure at sea 
HEVEL CIS) 92822) Nel adeeeou.s (units ). 


The true course for you to follow, with 
no wind, to make for me is................ 
MEQECeS ate eo ee ake (time). 


Ther Seay, ALS Tae ete Bus Pele (place or co- 
OLGIMATES))ipiSebiee ey O23 


mre swellat meee... oo... (place or co- 
OLUIMALES PAS mete ei tees, 


The distress traffic is ended. 


antenna 


ONE OF 
THE MOST 


COMPREHEN- 
SIVE 


ANTENNA 
BOOKS 
EVER 
PUBLISHED 


The ANTENNA MANUAL has the same happy 
combination of practical how-to-build-it data and 
simple underlying explanations that make “Radio 
Handbook” one of the largest selling radio texts 


in existence. 


‘“Sugar-coated” radiation, propagation, antenna 
and transmission line theory help you understand 
what’s going on. Comprehensive practical data 
(including dimensions, of course) on all the more 
popular antennas—and on some brand new ones 
which have never before appeared in print. A 
general antenna text, not exclusively for the ham. 
Antenna techniques and propagation data given 
for all frequencies between 16 kc. and 1000 Mc., 


regardless of application. 


Order Book No. E&E-AMI1 


$3.50 per copy 


BUY FROM YOUR DISTRIBUTOR 


AT PRICES SHOWN, OR ADD 10% ON DIRECT MAIL ORDERS TO 


EDITORS and ENGINEERS, Ltd., 1300 KENWOOD ROAD, SANTA BARBARA, CALIF. 
Bookstores order from BAKER AND TAYLOR CO., Hillside, New Jersey 


THE R-S-T REPORTING SYSTEM 


Readability—R 


1 Unreadable 
2 Barely readable, occasional words 
distinguishable 


Tone—T (C-w telegraphy only) 
Extremely rough hissing note 
Very rough a-c note, no trace of musicality 
Rough low-pitched a-c note, slightly musical 
Rather rough a-c note, moderately musical 
Musically modulated note 
Modulated note, slight trace of whistle 
Near d-c note, smooth ripple 
Good d-c note, trace of ripple 


Oma ya Ok WD — 


Purest d-c note 


If the signal has the steadiness which is char- 
acteristic of crystal control, the letter X is 
added to the RST report. If there is a chirp, 
the letter C may be added to the report: simi- 
larly, K may be added for a key click. For 
voice work the T report is not given. 


OS 


AMATEUR PREFIXES, U. S. AND POSSESSIONS 


3 Readable with considerable difficulty 
4 Readable with practically no difficulty 
5 Perfectly readable 
Signal Strength—S 
1 Faint signals, just perceptible 
2 Very weak signals 
3. Weak signals 
4 Fair signals 
5 Fairly good signals 
6 Good signals 
7 Moderately strong signals 
8 Strong signals 
9 Extremely strong signals 
ENN ei Wee. Si dsce acy device crs eundeesss ands W4 
PME SD, «foo os owas sodvedetecseuiete ae KL7 
Cs Me ee Fe doo ven tulvdacseksnsisee-sce KC4 
OO eo SR Rf Se W7 
Ree sooo ac nc cane oats oe thai peed dy. Nac. W5 
Baker, Canton, Howland and 
TPES UEISIGNUS occ suc cancscoppecadexccseeues- sc KB6 
NRT ork oe tcg ore uset cet csc pacewaensiccises W6 
SENATE NCR ee cok) oadoncserevdeseuncescesner as. KZ5 
Ce 8 ge ES te he Ao RRR TDG a ee KC6 
TE haste at inasevccedceuny We 
(TS dy led NE aR alr ae ane nn RO WwW! 
NEE eer Cees ecawiceieevecuctes W3 
Prerierent olumbia: 28 bien See 8 yo W3 
(EG 2 SEERA ae el AR W4 
UE ya iy | SS aE SE Sik BB Sk a a W4 
Muorntonamo. Bay, Cubolsi2224..18..scses).. KG4 
NNN ee esti cone des antcenos otatbees KH6 
(ah RS ee ee ee ee ae W7 
OE apt RY os W9 
a ME ihe SS Rast bela mae ahs em W9 
SRN a Ut aaa gesvnsae ee Wa 
ere NNR SECIEVD Sos 8 cs cncnsantcncosous we eesyne KJ6 
Ree sete he EO POSTE Feb We 
Oe SE SSI Se Reg he get Se Ok SR Sa W4 
EMERY edly so cok vi to coc. sean bho cgs mateo tad W5 
Lae arpa capil hy Ad ats ala ltl Neel ca A aia il va WwW! 
Pee RNASE RA SUISINY) sects 04 lnc Ceiisk sense edn ds ono ce KG6 
BERET NES Oot LS Pe KG6I 
PCEETERUCUNES fone ee se, oe dl rca ns KG6S 
RMI IERASIOHIC 108. 3c. dacrus stern Toa. terete oe KG6T 
IP MERTT TE SLOTICIS®. lis eee. eee ue. ete KX6 
Oe blab ede ea hes Algae eae be Bae Oe W3 
ESS SS oan Seal he Sey Re pe W1 
PVPEOPANS ON tei sonar’. Saeererapeiec seas. decrsteancens W8 
RaICwOy  Wland eet Madea ete twee Seeneen ts KM6 


PARINESOLG eee eee fhe aes) cee OR Wk’ 
MViPeSISSIOTS tie otek te eee es ge ee ee BS W5 
IVISZOUT dice is Cae abe. eee tele Wk 
UNL ov a fe Tale Rilke: Aye ¢ 2" 0 In) SE wm ae aetna cea EVE W7 
Dlebraska were simievanbe Ee gy We 
Plewadar nih Fas permuntigs ee | W7 
New Hampshire .......... peel ee ey OE, a) OMe re Wi! 
NEW RIerseyi wire ll ter sien eae ues W2 
PIGWHIVIGRICO ery are eerste rts ee cs a Pay W5 


Mew York en Ree RRO Ge OM ae ik W2 


Northin Caroling agit ton eo) nL) md W4 
Mert Dokotan eee: pacee lpn ate a ae ent War 
OES py reset ne tte An oa aan ay Ut oath AOR RE W8 
LI IIGWoLsi ce ihe len at grok ator hI 1 damage KR6 
ROR ARIPIONTI eo cae cawiank Ue S08 FG Nabela waite i) W5 
OREO Or is ait Caml nnn Sain eh et a Nia W7 
POUNYT ORG Orvas ns Me cel nies KP6 
Pennsy VOnigie abo men Cin At mane W3 
UCTS OLIN ICO eset tcte emer NE a9 veers a WABERNG Me KP4 
Ripe Siaiich. cera seer neeee 50) 3s. Ags alma WI 
Sarno (UPN, SRE hous on natok KS6 
South Gorol inte ee er ei Se a? W4 
apvthybalotcumamt Vee 7A Wk: 
SWon sland poate wale ole aa ee ear KS4 
FL Cnhesseer eee. AU i ye W4 
Tecate a 2 ue UNE ee oe io) oy eine W5 
Eat Se Tie Ae AY eee ee ame Drees ieee W7 
SLUICE a an ue © Ay OFM) DRIES. Feeis ele’ WI 
WACO OIC seit Se ABs etek ar | akbe on PATER W4 
Virgin aistoncst Sand n9h00. fae Tehoaiege: ene) ey KV4 
VV CIE TESOL Tie, aes ee, ane y KW6 
Maiatlyitptal tein ihks ee aap Ae Ron a NES ey cee ae e Ueki W7 
AY ECT ER UR GaTh aha BDA APIE, Sater at MEAN, BRON PURE CREE GA W8 
AL CONN i diene nth ene 5 cans dc alls necks cenion W9 
MN ole icv ne eS a er er W7 


In addition to the use of the letter W, the letter K is assigned to amateur stations within the 
continental U. S. when W assignments within a particular classification have been filled. 
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SURPLUS RADIO CONVERSION MANUAL 


SURPLUS B.ADI0 
CONVERSION EAMCAL 


SURPLUS RADIO 
CONVERSION MANUAL 


IN TWO VOLUMES 


This set of conversion data has become standard for most 
commonly used items of surplus electronic equipment. All 
conversions shown are practical and yield a useful item of 
equipment; all have been proven by testing on several units. 


VOLUME | 


BC-221 Frequency Meter 
BC-342 Receiver 
BC-348 Receiver 
BC-312 Receiver 


BC-412 Oscilloscope as a 
test scope or as a tele- 
vision receiver. 


BC-645 420- Mc. 
ter / Receiver 


BC-453A Series Receivers 
BC-457A Series Transmitters 


Transmit- 


SCR-522 144-Mc. Transmit- 
ter / Receiver 
TBY Transceiver with Xtal 


Control 
PE-103A Dynamotor 
BC-1068A V-h-f Receiver 
Electronics Surplus Index 


Cross Index of VT-Number 
tubes 


VOLUME II 
ARC-5 and BC-454 Receivers 
for 28 Mc. 


ARC-5 and BC-457 Tx for 
2@-Mc. Mobile 


ART-13 and ATC Xmitter 


Surplus Beam Rotating 
Mechanisms 


Selenium-Rect. Power Units 


Hi-Fi Tuner from BC-946B 
Receiver 


ARC-5 V-h-f Transmitters 
GO-9 and TBW Xmitters 
9-W Amplifier from AM-26 
TA-12B & TA-12C Xmitters 
AVT-112A Aircraft Xmitter 
BC-375 & BC-191 Xmitters 
Model LM Freq. Meter 


Primary Power Requirements 


Chart 
ARB Recr. Diagram Only 


Order Book No. E&E-SMI Order Book No. E&E-SM2 


$2.50 for either volume 


BUY FROM YOUR DISTRIBUTOR 


AT PRICES SHOWN, OR ADD 10% RECT MAIL ORDERS TO 
EDITORS and ENGINEERS, Ltd., 1300 KENWOOD ROAD, SANTA BARBARA, 
Bookstores order from BAKER AND TAYLOR CO., Hillside, New Jersey 


CALIF. 


Courtesy, Pacific Radio Publishing Co. 


FILTER DESIGN CHART 


For both Pi-type and T-type Sections 


To find L, connect cut-off frequency on left-hand scale (using left-side scale for low-pass and right- 
side scale for high-pass) with load on left-hand side of right-hand scale by means of a straight-edge. 
Then read the value of L from the point where the edge intersects the left side of the center scale. Read- 
ings are in henries for frequencies in cycles per second. 


To find C, connect cut-off frequency on left-hand scale (using left-side scale for low-pass and right- 
side scale for high pass) with the load on the right-hand side of the right-hand scale. Then read the 
value of C from the point where the straightedge cuts the right side of the center scale. Readings are 
in microfarads for frequencies in cycles per second. 


For frequencies in kilocycles, C is expressed in thousands of micromicrofarads, L is expressed in 
millihenries. For trequencies in megacycles, L is expressed in microhenries and C is expressed in micromi- 
crofarads. 


For each tenfold increase in the value of load resistance multiply L by 10 and divide C by 10. 
For each tenfold decrease in frequency multiply L by 10 and multiply C by 10. 
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Ci | n= len 
0 ue 4 ’ fo ’ 
©) $ $ zn ©) 2u 2u ze 
' T T ’ i ‘ 
HE Bo EOS ee eal Spee ee ee | 
LOW-PASS T SECTION LOW-PASS JT SECTION HIGH-PASS$ T SECTION HIGH-PASS JT SECTION 
FREQUENCY SCALE VALUES 
LOW-PASS HIGH-PASS Le C LOAD RESISTANCE 
100 25.0 3 tbe 4000 40000 
1100 9000 
90 4 .4 
4200 
80 20.0 5 7 8000 
41300 
Si 6 6 1400 7000 
7 27 4500 
8 8 4600 
6000 
60 15.0 9 9 4700 w 
410 4.0 4800 2 
. 4900 18) 
50 =z 2000 5000 
16) 
e ” WwW 
45 4.5 Y 
rr] 
Oo < 
40 10.0 20 2.0 Z 2500 4000 t& 
F < 
9.0 QV a 
” a 3000 S 
a 8.0 30 3.0 z 
Y a rd 
G 30 « 3000 ul 
z 7.0 40 4.0 ~ Zz 
= 4 WwW 
rb) uJ oO 
ee 50 5.0 YO 4000 
6.0 t 
60 6.0 c ) 
70 7.0 or « 
20 5.0 80 8.0 - 5000 2000 x 
90 9.0 te = 
{00 10.0 z = 
Ww 6000 us 
4.0 ” 2) 
5 2 
45 4500 ss 
450 45.0 = 7000 o 
ms uy 
200 20.0 8000 
3.0 
9000 
300 30.0 
40 2.5 40000 1000 
L Cc 


WORLD’S RADIO TUBES 


BRAN’S ‘“‘VADE-MECUM”’ 


Now, in the new 9th edition, 
450 large-size pages, with 
characteristic data on more 
than 15,000 receiving and 
transmitting tubes, made by 
253 manufacturers (U.S., 
British, French, Czech, Ger- 
man, Russian, Australian, 
Hungarian, Swedish, Japan- 
ese, Danish, Spanish, Dutch, 
Belgian, Swiss, Argentine, 
and all other available 
types). The only book of its 
kind in the world. We stock 
the International Volume 
(containing English); also 
available on special order in 
15 other languages at no 
increase in price. 


NEW, LARGER PAGE SIZE 
BETTER PAPER AND APPEARANCE 


Order Book No. E&E-VM9 


$5.00 per copy 


HADIOTELEPHONE LICENSE MANUAL 
GET YOUR COMMERCIAL 
RADIOTELEPHONE LICENSE 


WITH THIS BRAND NEW BOOK 


ana Now, in one convenient vol- 
RADIOTELEPRONE ume, complete study-guide 

questions with clear, concise 
LICENSE answers for preparation for 
. all U.S.A. commercial radio- 
MANUAL telephone operator’s license 
examinations. CONTAINS 
FOUR ELEMENTS: 


1. QUESTIONS ON 
eoucyen ial s bASIC LAW 
os Il. BASIC OPERATING 
PRACTICE 
Il. BASIC RADIO. 
TELEPHONE 
IV. ADVANCED RADIO. 
$3.75 per copy TELEPHONE 


Order Book No. E&E-RL1 


BUY FROM YOUR DISTRIBUTOR 


AT PRICES SHOWN, OR AD IRECT MAIL ORDERS TO 
EDITORS and ENGINEERS; Ltd., 1300 KENWOOD ROAD, SANTA BARBARA, CALIF. 
Bookstores order from BAKER AND TAYLOR CO,, Hillside, New Jersey 


ARMY-NAVY EQUIPMENT DESIGNATIONS 
Letter Symbols Used in Making Basic Indicators 


First Letter, 
Installation 


A—Aijirborne (installed and 
operated in aircraft) 


C—Air transportable 


F—Ground, fixed 


G—Ground, general 


K—Amphibious 


M-—Ground, mobile 


P—Pack or portable 


S—Shipboard 


T—Ground, transportable 


U—General utility 


V—Ground, vehicular 


W—Underwater, fixed 


Second Letter, 
Type of Equipment 


B—Pigeon 


C—Carrier (wire) 


F—Photographic 


G—Telegraph or teletype 
(wire) 


I—Interphone or public 
address 


K—Telemetering 


M—Meteorological 


N—Sound in air 


P—Radar 


Q-——Underwater sound 


R—Radio 


S—Special types 


T—Telephone (wire) 


V—Visual and light 


X—Facsimile and Television 
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Third Letter, 
Purpose 


A—Auxiliary assemblies (not 
complete operating 
sets) 


C—Communications 


D—Direction finder 


G—Gun directing 


L—Search light control 


M—Maintenance and test 
assemblies (also tools) 


N—Navigational aids 


P—Reproducing, photographic 
or sound 


Q—Special types 


R—Receiving 


S—Search and/or detecting 


T—Transmitting 


W—Remote control 


X—ldentification and 
recognition 


Here is radio's outstanding practical text, the great ‘/Radio Handbook,” 
now available in four languages. ORDER YOUR COPIES DIRECT FROM: 
EDITORS AND’ ENGINEERS, LTD., 1300 KENWOOD ROAD, SANTA 
BARBARA, CALIFORNIA or if more convenient from the following dealers: 


FRENCH EDITION ——$5.00 postpaid from us; foreign, $5.25. 
In FRANCE, DUNOD, 92 r. Bonaparte, Paris 6 
1680 FRENCH FRANCS per copy. 
In BELGIUM, P. H. BRANS, Ltd., 28 Prins Leopold St., Borgerhout-Antwerp 
250 BELGIAN FRANCS per copy. 


DUTCH EDITION — $5.50 postpaid from us; foreign, $5.75. 
In HOLLAND, BRANS & CO., P. O. Box 40, Hilversum 
12.75 DUTCH GUILDERS per copy. 
In BELGIUM, P. H. BRANS, Ltd., 28 Prins Leopold St., Borgerhout-Antwerp 
275 BELGIAN FRANCS per copy. 


SPANISH EDITION —$4.00 postpaid from us; foreign, $4.25. 


EDITORIAL HISPANO-AMERICANO, S.A., Alsina 731, Buenos Aires, Argen- 
tina or MARCOMBO, Via Layetana 21, Barcelona, Spain. 


(Write For Current Price) 


PORTUGUESE EDITION — Write for prices. 


AO LIVRO TECNICO LTIDA., Caixa Postal 3655, Rio De Janeiro, Brazil. 
(Write For Current Price) 


1300 KENWOOD ROAO Se Balove CALIFORNIA, U.S.A. 


ARMY-NAVY COMPONENT DESIGNATIONS 


Component 
Indicator Description 

AB Antenna Base 

AM Amplifier 

AS Antenna System 

AT Antenna 

BA Battery, dry 

BB Battery, storage 

Cc Control Box 

CG Radio frequency cable transmission 
lines and wave guides with ter- 
minals 

CM Comparator 

CN Compensators, regulators 

CP Computer 

CR Crystal Units 

cu Coupling Units 

CV Converter (electronic) 

CW Cover 

CX Cord 

CY Case 

DT Detector (non-electronic) (See CY) 

DY Dynamotor Unit 

F Filters 

G Generator (See PU) 

GO Goniometer 

H Headsets, Handsets, Head & Chest 
Sets 

ID Indicator 

J Junction, Jack & Terminal Boxes 

KY Keyers, Coders & Interrupters 

LS Loudspeaker 

M Microphone 

MD ~~ Modulator 

MK ~~ Maintenance Kit 

ML Meteorological apparatus 
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Component 
Indicator Description 

MT Mountings 

MX — Miscellaneous 

O Oscillator 

PG Pigeon articles 

PH Photographic articles 

PP Power Pack 

PU Power Units and Motors 

R Radio Receiver 

RD Recorder 

RE Relay Assembly 

RF Radio Frequency Unit 

RG Radio Frequency Cables, Transmission 
Lines and Wave Guides 

RL Reel Assembly 

RT Receiver & Transmitter 

S Shelter 

SA Switching Assembly 

SB Switchboard 

SN Synchronizer 

T Radio Transmitter 

TA Telephone Apparatus 

TD Timing Device 

TH Telegraph Apparatus 

TK Fool Kits 

TN Tuning Unit 

TS Test & Measuring Apparatus 

TT Teletypewriter & Wire Facsimile 
Apparatus 

U Unions, Connectors, Plugs, Sockets, 
etc; 

UG Unions, Connectors, Plugs, Sockets, 
etc., designed for radio frequencies 

Vv Vehicles 

VS Visual Signalling Equipment 


aon, and HREM H 


igh Frequency 
wer Amplifig 


RADIO HANDBOOK 


TWELFTH EDITION 


(All-Constructional) 


Detailed constructional information on a wealth of radio 
communication equipment. Simple, easy-to-understand de- 
scriptions and clear, detailed photographs help make this 


the book from which more equipment has been designed 
and built than any other. 


Order Book No. E&E-RH12 


$3.00 per copy 


BUY FROM YOUR DISTRIBUTOR 


AT PRICES SHOWN, OR ADD 10% ON DIRECT MAIL ORDERS TO 


EDITORS and ENGINEERS, Ltd., 1300 KENWOOD ROAD, SANTA BARBARA, CALIF. 
, Bookstores. order from BAKER AND TAYLOR CO., Hillside, New Jersey 


EDITORS and ENGINEERS, Ltd., 


TWELFTH EDITION 
(All-Constructional) 


TWELFTH EDITION CHAPTER HEADINGS 


Operating Conveniences, Receiving Equipment, Exciters and Low Power Trans- 
mitters, Single-Sideband and FM Equipment, High-Frequency Power Am- 
plifiers, Mobile Equipment and Installation, Speech and Amplitude Modu- 
lation Equipment, Power Supply Construction, Test and Measurement Equip- 
ment, Antennas and Feed Lines, Television and Broadcast Interference. 


TWELFTH EDITION EQUIPMENT DESCRIPTIONS 


Two-Tube Regen., One-Tube Converter, 28-Mc. Crystal Converter, 144-Mc. 
Converter, ‘‘Inductuner’’ Converter, BC-348 Sharp I-F Channel, Mobile 
Converter, 20-Watt Transmitter, 20-Watt All-Band Transmitter, Clapp 
V-F-0, 40-Watt V-F-0 Transmitter, 15-Watt All-Band V-F-0 Exciter, 
15-Watt All-Band V-F-0 Exciter/Transmitter with FM, 829B V-H-F 
Transmitter, 257B/4E27 Transmitter, 4-65A All-Band Transmitter, Shielded 
807 Amplifier, P-p 812 Amplifier, P-p 250TH Amplifier, 4-65A Ampli- 
fier, 4-125A Amplifier, 35TG Amplifier, P-p 4-250A Amplifier, 304TL 
Amplifier, Shielded 4-400A Amplifier, 10 ‘and 75 Mobile Antennas, 12- 
Watt Mobile Transmitter for 10 and 75, 807 Mobile Transmitter for 10 
and 75, 832A Mobile Transmitter for 144 Mc., 3.9-Mc. FM Exciter, 150- 
Watt SSB Exciter for 3.9-Mc., Multi-Band SSB Transmitter, 10 Modu- 
lators (12-Watt 6V6-GT, 6-Watt 6AS7-G, 50-Watt 6L6, 50-Watt 815, 85- 
Watt 809, 100-Watt 811, 200-Watt 813, 300-Watt 8005’s or 5514's, 
500-Watt 813’s, 500-Watt 304TL’s), Receiver Power Supply, Miniature 
Test Equipment Supply, Regulated Bias Pack, Thyratron-Controlled Variable 
Supply, 400-Volt 250-Ma. Regulated Supply, 5 Transmitter Supplies (350 
volts 110 ma., 400-volts 250 ma., 600/750 volts 200 ma., 1250 volts 
250 ma., 2000 volts 300 ma.), 200-Watt Complete All-Band C-W or AM 
Transmitter, P-p HK-254 Kilowatt C-W Transmitter, 400-Watt FM-AM-C.W. 
4-125A Transmitter, Miniature Audio Oscillator, Grid-Dip Meter, Stand- 
ing-Wave Meter, Flexible Break-In Keyer Unit. 
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AS AN ACCOMMODATION to our customers needing un- 
usual data, the following items can be had (on direct 
order only) from Editors and Engineers, Ltd., Box 689, 
Santa Barbara, Calif. 


“SURPLUS” DIAGRAMS: E. & E. can furnish schematics 
of many surplus electronic items not included in the Sur- 
plus Radio Conversion Manuals. Send stamp for list. 


FOREIGN RECEIVER SCHEMATICS: E. & E. can furnish 
schematics (but no other data) for most foreign-made re- 
ceivers at $2.00 each (including air mail from Europe to 
you). No list available, but $1.65 refund if we cannot 
furnish promptly. 


BUY FROM YOUR DISTRIBUTOR 


AT PRICES SHOWN, OR AD 10% ON DI T MAIL ORDERS TO 


Bookstores order from BAKER AND TAYLOR CO., Hillside, New Jersey 


1300 KENWOOD ROAD, SANTA BARBARA, CALIF. 


INDEX 


Absolute sensitivity, receivers.............----- 95 
Absorption, 1onosphetiev iu... 288 
A-c/d. receivers and BOI cs or! 402 
Asc penerator 57 oe a et 38 
ACOCh: tubes i... 6) ee 678, 679 
Adapters, SSB}: 2 gue na 0) 226 
Adjustment of crystal oscillators.............. 146 
Adjustment of linear amplifiers................ Li 
Adjustment of receivers..: 202.0 26cc. he. 135 
Adjustment of transmitters ...................--- 255 
Aerial (see antennas (02. ie. eee Lid 
SAsPrame’: Mast i yin i cena eues a nau ee 319 
Aurpapy niter: Choke wc es 578 
Ait gap, tuning capacitor...) a, 161 
PRI ZEDIR® Celi. Saas daca aa eee 637 
Alignment, broad-band r-f stages.............. 464 
Alignment chart, coil calculation.............. 671 
Alignment, receiver: 

EP sta ces? oc 22 es i 136 

RAT StAGES Pops ls0 Lk Ae eR i gcse 13> 

Superheterodyne 2... Rice Rie. ASO 
All-driven antenna arrays.................--- 334, 362 
Aiternating Current’ dake sae Nee as 37 
WUICCTRALG Ee Vicsligt poke adi eee cin eee eS 38 
Amateur: licenses 0.5/4... st. sco) ge ie 8 
Aryoete, definition’ i.) 25.2 pce eee 18 
AAI ACLOtN 0) ok oe Tak 2) Vane: 78 
Amolifvation factor, Crau)) (cc... dees 64 
Amplifier efficiency, class C...................--- 102 
Amplifiers: 

Adjustment, clagstG. 28 (08 3 2a 3 Shy 262 

Audio frequency power amplifiers........ 87 

Audio frequency voltage amplifiers...... Fi 


Calculation of class C r-f amplifiers...... 98 
Cathode’ followes .2.0::2.5....... a 106 
Classes of ‘amplifiers .2\2......... ee 76 
Gl ass.0 As Oe a ee ve 
Class ABi 2.400 ae) > 87 
Class “ABs .3:.000 a 87 
Class Bok a See 88 
Class B linear......103, 148, 175, 264, 513 
Class: Gu ae 97 
Clipper-filter of. 002 ee 195 
Beedback 2 2...000 2.45001. 106 
Grounded grid 72-29, a 103, 154, 513 
|S aM NCR, 120 
Phase inverters .......00.-..:.:) eee 84 
Power (see power amplifiers ) 
87,97, 501, 521 
R-f power °........2. 2 2 97,148 
Tetrode and pentode, audio.............. 87 
Tuned -2-f voltage |:...:.... 2. 94 
Vacuum’ tube: 7..2.:......... er 75 
We efits onal ocean dans 68 
Video ‘frequency (_.......... 22 108 
Efficiency 22000...) 102 
Excitation 00/0.) 3 148 
Gain, decibels 4.3.0.0)... 652 
Tefen rr 120 
Inverse. feedback. .....).....2...:...0 ee 106 
Load: impedance 2.4.2.2... ae 161, 90, 102 
R-£ neutralization |.....:....:).<)0e 149 
R-f, tank circuit capacitances.......... 157,161 
Speech (see also modulators) .............. 78 
Standard push-pull circuit......150, 152, 160 
Amplitude modulation .2.../2....0...-..ue 170 
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REITING eee A SA Liao 174 
Angle of flow, frequency multipliers........ 155 
Angle of plate current flow............ 74,98; 202 
SCR ee AU 296 

Angele of radiation ©2_.2...-2208.. 280, 324, 339 

yn SG ee ea 2D 

eetislae aLrays lets IM 332 

MPrERIGe  TACIAUON ff ose in 330 

Mhanceovers V-h-f..1202. 28: 340 

Characteristics and considerations.......... 274 

NMR INS. hie us MOTO ec 342 

LES TR RR A Le i ie Dot 

Moasiriction ikke. 309, 319, 365 

Corner reflector design data................-- 3.49 

Bperrmerpoise: 2/202... 2 BOERS 302 

Beeman ek de Ey, Be eth 269, 394 

Coupling to transmittet?2..!220.2....200 266 

mirrrentrca Ae ee oe Rs 297 

Moiese ate 4 Ne ee Ee) 311 

Diamond (see rhombic) ................ 328, 350 

1 7500S aay ese Re 273, 296 

Peereet(Otial: ALlays 0.0.0 -.c--.-+--denese-- 3237 Se 

Pemperiodic long Wite —..2......25.-5-.-.-: 325 
PCO Te lm fg 329, 332 
Mase spaced 8i, 282 AN ekastl te: 334,352 
7) ONE RSS AS a EA eee 331 
Double extended zepp .................--- ato 
PAE ed Pca eco 331 
Ve REA «Yo EA ARS EE ee Se aa 33.2 
ee VSRHATH LOD. costs act. 335 
(EA OTTO ea os So RE a cS ED 352 
SSC Te a ah Siig em 328, 350 
2 EGE AN eh caine Ree es Res a2 
Btaciced “dipole yt i2os. cI RRR 329 
ee AECL EAD weeiis ceo hk lva lane aS2 
Three-element rotary -..-..............--+- B52 

OLS SS (4 ein ES 274, 280 

NES ete ES Te a 273,296 

Moepler,mMulti-wite. -. svete Nas. 299,357 

Poapict; twO-wite. ccc. 2 BA 299 

eee ie Ede selena sbev ead oe Ne 310 

VS ee eile 0S CM aka le A en ae eee 279 

re eee etl et Pa 296 

Extended double zepp......................---- 331 

| SRT pe eas BOR 297 

Bmrecardipole oct ii.ce.2 A 299 

Fout-wire r-f transformer .............. 292,318 

ENE on SRS Eg PS A220 a DR ones 331 

CL 15h SRST te li eek Pea oes a 296 

CLT. ie tells A RE | g 2753323 

Peron ed Connectionv. eth. Sati. 302 

Prround reHection ..cllaii tno, 284 


asia .tesistanice? cues aieie eee 279, 303 
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GUTS nth ee ETERS EN ee 320 
Half-frequency operation .................... 304 
PIAL Eaves), NT A BRE NE 296 
Harmonic radiation suppression............ 385 
Harmonic: fesonance. 22.2 277 
Hertz enriiea  E Botek Ge 297, 305 
Horizontal pattern vs. vertical angle...... 280 
Impedartice tis ie Waiheke 278 
Posulation: Gee eh AI AD 
Kyrausiflat-top, beam *20n 2 ee 334 
Letieth ee te ogi a eos eS 276, 298 
Linearsr ft transformef te ae 317 
Loading Getic ee) eae ea 301 
Loading of transmitters aie Ole 266 
Long-wire directive antennas .............. 425 
Marconi ie iii ee ee ee 301 
Masts, rotatable ...... Se US ee ee 380 
NT ACCHING sume tetees, o.usutetontechs Yad aes Sliven 
Measurcments 2 it gio 618 
MSD ihe TE 0G a as tae eT 444 
Multiple stacked: (425.5. S42 A352 
PAS iabznwe All odes weal ow aged 332,356, 362 
“Plumber's* Delight’ agin 30 Se 365 
POLARIZATION I hg ee 274 
CPESECTIONS Fe nN ME Ne SP 
Radiation a. AA RL 273 
Radiation resistance ie ava Ss, 278 
Rhomibic Wess ah ee 328, 350 
Rotary? rotatable) oh. Uae ae 352 
ROtation systems ys, ee ee 379 
Sérvomechanisms ak. Re ee 381 
Singl@wireited wR et ee 300 
Stacked’ dipdéle ‘arrays iW Pie nue 329 
Standing waves on feeder.............. 294, 311 
Sterbarctietarna (2). 2. Ae ae a a 332 
Stu bse ern! seers ei 8s eee A 313 
SPE Ne 2 Ae as ee ae, RR ae oS 
Transmssion liMestace its ee ee 289 

Coax ral gaye at ae ote ein 293 

Four-wire open line .................. 292,318 

Won-resonantiline<e. re 289 

Trwin- Lead yi aie el Sg as Re 291 

‘eworwire open line e1i4c.wesaue-o cee 291 
Trimmer, mobile reception.................- 421 
PNG Le) AS gs h AEE 620 

ParasitiClartaySee cs. cos ceelon theists 375 
Weve rk ee aod te Vena 326 
Er Cica Lee ee EOS ha eS a 301,444 
V ceticaliangle sat) eee! Reeds 280 
Weavelensey ie tthe ete eee 276 
RAT we SMBS ta elas 48 arian MEIN ar Se AA oe} 2d 
AV) ee ELA VEL Mis Gato areaense etna ot sack a 335 
LCD Daten pacsees ores Ure tes it cts aes 297 


Application for’ licenses (2405,...2.5\ anus 8 Block grid keying \.....02)2:1.:4.0 243 
WASEETITIOTIC (cic 222) ai tee Clube pelea pan cane IE 630 Blocking of .TV tecetvers*.:..:.) eee 386 
Arithmetical selectivity .....000...00. cee 113 Body ‘static, auto 0. kae ds ee 451 
Agrays, anteniia ice ces. 3 belie kw a ane 326352 Boom systems, antenna ...............2. eee 370 
BATT GRA SOME 3 dae ee aa al 17 Breakdown ratings of capacitors.............. 161 
Audio frequency amplifiers .................. TEM2B Break-in keying’ .............-tcs:00) 244, 245 
Audio frequency impedance matching....86, 90 Bridge rectification | ....,.--...a:20 eee 564 
AMdio’ oscillator ee eA a, 614 Bridges oo... .0..40.etee.c.24..0 eee ial 607 
Audio phasing, s.s.b. generation.............. 224 Transmission line .......4.)2. aye 623 
Audio’ power ‘amplifiers wii). aed ial ak 85 Wheatstone cx...) Len 607 
WoUTOUVIE etECtON) gets 110 Broad-band antennas .................. 345, 346, 350 
Automatic control, transmitters.......... 239,251 Broad-band converters .............2--.202000- sel AO? 
Automatic peak limiting (clipping) ..173, 195 Broad-band r-f amplifiers, alignment........ 464 
Automatic volume control.................- 126,129 Broadcast interference.:iacc..4. ee 39 
Auto receivers, mobile work.................... A17 Broadside. arrays ....1.1..-.-....5....a 332,363 
SOITANSOLMers: eA on etalk 542935 Bruceviarray. ccloeie lg ee 347 
Average d-c value echo.) ul bane ih 4l Building of equipment .w:...%:.40 eee 408 
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Gore losses ia eu oe ee A 574 D layer een nh ea Se 288 
Coresmaterial cc uo ee 34,573 Decibel calculations, speech amplifier........ 652 
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Antenna to transmitter .....................--- 266 Design chart, parasitic arrays ................-.- 355 
Ca actives iid yee ei sie eo) 166 Design, speech amplifiers ....................---- 521 
Coethcient:.of ove fee) SA Se 96 Design, transmitters’ ...5./:)..0../ 2 ee ae Ait 
Effect on impedance cy a ae ke 53 Detectors: yi 30 GR aS e e eeen ee 109, 126 
THGUCEVE) i) unk, MOE SN ae 167 Autodyne cee ee 110 
faterstageic ese S Rn NS Ree 166 Brod es ek eta aioe ook SE a 114, 126, 134 
TEPER EGOl ott Syn Wy: a eee Ae Me kL 168 BM? eiociec ere 214 
Resistance: capacitance ...220.4...0:3...0-1..2 78 Second (superheterodyne) ....... Me 126 
Critical frequency, ionosphere ................ 288 Superrégenerative:.../.1...-:i:se ee 110 
Critical inductance, input choke................ 561 Deviation: ..2.. 2.0 2 ee 204 
Crossi modulation te Gea fh0 PO 400 Deviation, measurement .................2-20000- Psy Ws 
Grose-section: radiatots ua el ae 340 Deéviation:ratio 2 eee eee 204 
Crystal: Diamond’ antenna <.....05.4..00 2 328 
Action inu-f: amplifier 222) 20 ie, 123 Dielectric: constant®..20. 0123. See 27 
OATES CHG feta AA) oh a SES UA 143 Dielectric materials’... 32.0.2. Zi 
ARES AG aL Oe, ei uaa AS eee: 143 DOGS ane eee ee ee 61, 114,134 
Cal Deaton ie ani uciencied, Ate mee et 609 Germanium) Yoo 62, 134 
Sn) CPE Look Man MPU eRe no (MAC cyber sat as 143 Diode type field strength meter................ 619 
Piltersalienmentis Whoo ee ee oe 136 Dipole antennas: 22.0.2...) eae 297 
Piltetsii cd: coals ec ce, Rene Hee 123 Direct:coupling; a-f 0.20.0)... eee 83 
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